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AND IT'S C/R SEALED OIL AND WATER-TIGHT FOR LIFE! 


You can’t put the squeeze on this pump shaft. It’s powered 
by a shaded pole electric motor rated at 1/150 h.p. The 
unit is oil-filled and hermetically sealed—used to pump 
water from evaporative-type air conditioners. C/R was asked 
to supply a seal that would retain the lubricant for life, and 
exclude water, but give minimum friction to avoid starting 
difficulty at low voltage. A C/R Oil Seal with a special 


Sirvene element was developed. It works beautifully. It seals Pp = rm e ia to | 


efficiently at pressures up to 35 psi ... and the breakaway 


torque is negligible. Applications like this are a specialty > 
with Chicago Rawhide. For over thirty years C/R engineers 
have been providing equally successful solutions for tough 
sealing problems. . . and they will welcome the opportunity 


to help you with yours. For basic information let us send you 
a copy of “C/R Perfect Oil Seals.” 


CHICAGO RAWHIDE MANUFACTURING COMPANY 


1301 Elston Avenve O1L. SEAL DIVISION Chicago 22, Illinois 


IN CANADA? SUPER OIL SEAL MFG, co., LTD., HAMILTON, ONTARIO 
Other C/R pl oducts 
S1RVENE: (Synthetic rubber ) diaphragms, boots, gaskets and similar parts for critical operating conditions « Conpor: Controlled porosity 


mechanical leather packings and other sealing products + Sirvis: Mechanical leather boots, gaskets, packings and related products. 
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May Be Removed without Disturbing Piping 
For Air and Low Pressure Fluid Service 


Working Parts Interchangeable with Ross 
700 Series Basé Mounted Valves 


Poppet Type for Extra Economy 


Write for Engineering Data We. 5411 








—{ Ross EnginAIRing —Leads in Air Controls ) 


f OSS OPERATING) WKEVE/ COMPANY 


114 E. GOLDEN GATE AVENUE «+ DETROIT 3 * MICHIGAN 





Revere Extruded Shapes 


help make 


@ In many cases the most desired feature of an extruded 
shape is the economy it makes possible by reducing machin- 
ing time and scrap. However, there is another advantage that 
sometimes is also important, and that is the denseness and 
uniformity of the metal. A shape is produced by pushing 
heated metal through a die, in an extruder that exerts an 
extremely high pressure. This working of the metal imparts 
extra qualities. 

Both economy and uniformity are taken advantage of by 
the Textile Machine Works, Reading, Pa. The company uses 
four extruded shapes of Revere Free Cutting Brass in its slotted 
sinker heads. For 66-gauge stockings, there are 66 slots in a 
space of 1% inch, and in the total slotted length of 14 inches, 
the tolerance is less than .001 inch. In order to achieve this 
accuracy, and be assured of straightness and flatness, Textile 
specifies shapes of extreme uniformity. 

Perhaps your requirements are not quite so high as Tex- 
tile’s. Or perhaps they are higher. In either case, we shall be 
glad to explain how Revere Extruded Shapes can save you 
money, and at the same time help you maintain the highest 
quality standards. See the nearest Revere Sales Office. 
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FZ Dytagd 


Partly disassembled sinker 
head, and drawings of the four 
shapes used in the top, bottom, 
knock over bar, and verge plate. 


REVERE 


COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, N. Y. 


Mills: Baltimore, Md.; Chicago and Clinton, I/1.; Detroit, Mich.; 
Les Angeles and Riverside, Calif.; New Bedford, Mass.; Rome,'N.'Y.— 
Sales Offices in Principal Cities, Distributors Everywhere. 
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Selected Designs of Machine Elements 


Highlights of the Machine Tool Show held in Chicago from Septefmber 6 through 17 
A photographic report of design details selected by your Editors as representative to current 
trends in machine construction, surface protection, power transmission and control 
hydraulics and pneumatics, mechanisms, bearings and lubrication 


Preventing Fires from Electrical Causes... H. A. Strickland, Ji 


Eight ways of reducing operating temperatures in industrial machines and appliances 
requiring a motor, resistance heater, or other electrical source of heat 


Measuring Performance of Hydraulic Machines .. 


How to determine input and output power and efficiency from temperature and pressure 
measurements of hydraulic fluid; methods for measuring rapidly changing temperature 


Product Designs. 


Hydraulically driven thread miller; Dual lubricators on knitting machine; Dial con 
trolled stitching; Cargo carrier for difficult terrain; Amplifier packaged for humidity resist 
ance. 


Designing Snap-Action Toggles... ... : Erwin I 


Formulas and design charts for determining toggle dimensions to obtain maximum snap 


i 
action 


Kralastics—A New Thermoplastic Material 


New blend of copolymers produce a series of thermoplastic gum materials combining 
high strength, stiftness and toughness, and resistance to heat and corrosion 


Short-Run Stampings ¢ Dayton A 


How short-run methods differ from usual tooling: size, shape and material limitations; 
12 design tips for reducing costs; case histories with cost data 


Integral- Seal Ball Bearings .. Te: . Carter T. Bragdon and Michael ‘I 


Analysis of types of seals; idiiating the best combination of bearing and seal for life 
and performance; effect of temperature and speed; and design suggestions 


Photoelectric Controls 


Seven typical applications for reducing production costs and increasing operator safety 
automatic systems for controlling feed, transfer, or inspection of products 


Queveing Up... 


Laws governing the formation of Manes ond how they can ‘he shortened 


Die Cast Insert Redesign Cuts Costs... .. ....+++-Edward L. Kelly 


How close tolerance was obtained on the exposed or of die ast insert 


NEMA Rerate Motors + S. F. Henderson 


Dimensional differences between old and ital NE MA stinatialeds raises problem of 
motor interchangeability; dimensions for spacer bars for foot-mounted motors 


Hydraulic, Pneumatic and Electrical Energy Conversion... A. 1 


Two nomographs: electrical or mechanical power to air flow; hydraulic flow to electrical 
power. 


DEVELOPMENTS TO WATCH...5 SANS, SOUCI 
DESIGN PERSPECTIVES ENGINEERING ABSTRACTS 
EDITORIAL CATALOGS AND BULLETINS...... : NEW BOOKS 


TECHNICAL NEWS READERS’ LETTERS 


Number of copies printed this issue 35,750 





Mallory Rheostats 





Offer More Ratings... 


More Performance 





HE Mallory line of rheostats, covering ratings from 
25 to 500 watts, includes the largest selection of 
Underwriters’ Laboratories approved rheostats on the 
market. You can be sure of getting the right rating 
and resistance value for your application... without 
need for “stretching” an undersized unit, or settling 
for an uneconomical oversized one. 


l'amous for long, trouble-free service, Mallory rheostats 
use high-stability ceramic insulation, and are designed 
for effective ventilation. Precision winding methods 
developed by Mallory assure superior linearity. 

MINIMUM MAINTENANCE. The Mallory hinged con- 


tact lets you clean or replace the brush without chang- 
ing contact pressure. Because the spring does not 


carry current, overloads cannot cause annealing of 
the contact spring arm. 


VARIABLE PITCH WINDING, by special Mallory tech- 
niques, produces tapered windings from a single wire 
... eliminates hot spots and excessive wear at points 
where wire size changes. . 
In addition to standard types rated at 25, 50, 75, 100, 
150, 225, 300, and 500 watts, Mallory will be glad to 
engineer special rheostats of single or multi-unit con- 
struction for your specific requirements. For complete 
technical data, write or call Mallory today. 


. and reduces rheostat cost. 


Expect more... 
Get more from MALLORY 


Parts distributors in all major cities stock Mallory standard components for your convenience. 


Serving Industry with These Products: 





O.. inc 
TONE 


Electromechanical—Resistors * Switches © Television Tuners ¢ Vibrators 
Electrochemical—Capacitors ¢ Reciifiers ¢ Mercury Batteries 


Metallurgical— Contacts ¢ Special Metals and Ceramics * Welding Materials 
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THIS MONTH’S COVER 


World's largest vertical testing machine inside 
Lehigh University’s new Fritz Engineering Lab- 
oratory. Flexure tests of 5,000,000 Ib, the ma- 
chine’s capacity, can be made on beams or girders 
100 ft long. Specimens up to 40 ft high can be 
tested in tension or compression 


THE STAFF 
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To Watch 


FIBER METALLURGY 


. a new technique in metalworking, shows promise of leading 
to new metal applications. Starting from a short fiber form, many 
of the operations are the same as in powder metallurgy. However 
tests comparing the powder and fiber products have shown 
that the fiber metallurgy bodies have significant advantages in 
tensile and impact strength. Also, it is possible to make parts 
having a wide range of porosities in addition to high strength 
and toughness. The metal fibers can be made as skeletons t 
support other materials, including plastics, ceramics, friction 
materials, and active catalyst masses. One unusual property of 
the metal fibers is that they can be used in the felting process 
similar to that used for making paper. The fibrous material is 
suspended in a liquid; then matted by pouring the mixture over a 
filter while applying suction. After drying, the fibers can be 
sintered, impregnated, or coined. The new fiber metalurrgy was 
developed by Armour Research Foundation of the Illinois 
Institute of Technology, and is available on a license basis 


STRENGTH OF ADHESIVE BONDED METAL JOINTS .. 


. will closely approach the cohesive strength of the bonding 
agent itself if the metal surfaces have been properly treated 
According to tests made at the Franklin Institute, Philadelphia 
Pa., the strength of metal joints, when using high-strength 
adhesives can be correlated with the thickness of the contaminat 
ing film. For example: when rag-wiped aluminum sheets are 
bonded, the strength of a single-lap joint of ;y in. metal ranges 
from 1,500 to 2,500 psi. If the surfaces are degreased, joint 
strength exceeds 3,000 psi. With all organic materials completel) 
removed, joint strength reaches 5,000 psi. With titanium, 
rag-wiped surfaces give a joint strength of 1,400 psi; after degreas 
ing, joint strengths jump to 4,000 psi. After completely removing 
the organic film, and leaving only 
strength is about 7,000 psi. 


adsorbed water film, joint 


PREMIXED REINFORCED PLASTICS .... 


. is a new production technique that should expand the use of 
reinforced plastics—heretofore an expensive procedure caused 
by the large amount of hand layup work involved. Now, instead 
of manually laying up the layers of reinforcing materials and 
covering them with polyester resin, the two are pre-mixed in large 
batches, with any color pigment added. The compound is molded 
in matched metal dies using conventional molding presses. 
Because the glass fiber length is 4 in., the strength of the part is not 
as high as that made from cloth or mat-reinforced parts. However, 
more complex parts can be made with the premix material at less 

(continued on page 7 














In a conventional inboard installation 
(above), the engine must be mounted 
in the center of the boot with a direct 
drive to the propeller. Mounting the 
engine in the rear of the boat, as shown 
below, greatly increases cabin space 
and hold capacity. Gleason engineers 
assisted the Marine Engine Manufac- 
turers in the development of the V-Drive. 


Take, 


Drive. 


for example, this marine V- 
The use of spiral bevel gears 
permitted a design which released more 
usable space in the boat, improved 
balance, and si:aplified installation. 
This is just one instance of the added 
flexibility of product design possible 
angular transmission. 


with power 


Faster production and lower costs 





ngular power transmission 


can improve your product, too 


will also result from using this type of 
transmission. 

If you have a design application for 
bevel or hypoid gears, the Gear Engi- 
neering Department of the Gleason 
Works is ready to help you realize every 
advantage possible. Design and pro- 
duction recommendations for your an- 


gular drive are offered at no obligation. 


If you would like to discuss your 
bevel gear application with a Gleason 
representative, please contact us. 

These Gleason Technical Handbooks are 

available on request: 
Spiral Bevel Gear System 


20° Straight Bevel Gear System 
Zerol® Bevel Gear System 


Builders of bevel gear machinery for over 90 years 
1000 UNIVERSITY AVE., ROCHESTER 3, N.Y. 











Developments to Watch 


cost, and at a faster rate than other reinforced plastic parts. For applications re 
quiring higher impact strength, sisal (a natural vegetable fiber) may be added. Vary 
ing wall thicknesses, which had to be avoided in lay-up techniques, are possible 
Premix compounds have limited storage, and should be used soon after mix 
ing. ‘The properties of the premix molded parts have a greater variation than the 
preform or mat molded parts, and much care should be taken to get representa 
tive test values. PE-55, a polyester resin developed for premix molding by the 
Barrett Div. of Allied Chemical & Dye Corp., has the following properties with 
premix formulations: water absorption after 24 hrs, 0.15 per cent; flexural strength, 
12,300 to 19,400 psi at 78 F, and 4,000 to 10,900 psi at 200 F; modulus of 
elasticity in flexure 1.39 - 1.92 x 10® at 78 F, and 0.45 - 0.57 x 10® at 200 F. 


SMALLER RADIO-ISOTOPE CAMERAS .... 


. which can be carried and operated by one man, will permit examination of 
pipe lines, pressure vessels, heat exchangers, and similar equipment in out of the 
way places. Designed by the M. W. Kellogg Co. and sold by the Metal & Thermit 
Co. of New York, the smallest model weighs 75 Ib. and uses either Cobalt 60, 
Cesium 134, or Iridium as the radio-active souice. The camera is safe to operate 
costs less than comparable x-ray equipment used for this work, is portable, needs 
no electricity, no control board, and no maintenance beyond the replenishment 
of the radio-isotope, and can take a picture of 360 degrees. The camera is shielded 
with lead, with the thickness of the walls depending on the strength of the 
isotope used. It has a lensless shutter that can be opened and closed remotely; 
To check the weld of a large vessel, x-ray film in a continuous strip is placed 
around the weld on the outside, and the camera positioned inside. Gamma rays 
from the camera penetrate the metal and expose the film, Length of time to 
take a picture through 8 in. of alloy steel is 15 minutes 


\ NEW MAGNETIC CORE MATERIAI 


. for amplifiers and other devices, including electronic computers has been 
developed at the General Electric Research Lab., Schenectady, N. Y. The new 
high permeability alloy is called Dynamax, and quality control of production 
quantities and various modifications is under study. To retain good magnetic 
qualities at high temperatures, a special technique was developed for adding 
molybdenum to the “sft” nickel-iron alloy, G.E. claims that cores of control 
devices may be matche. more easily with the new alloy than with conventional 
materials. 


USING THE KOLDWELD PROCESS TO SEAL TRANSISTORS... . 


. and other semiconductors in cans to prevent contamination, avoids the risk 
of any damage to the operating part either by heat or some material like the 
soldering flux. The General Electric Co., Ltd. of England (no relation to G.E 
in this country) is manufacturing these units using the Koldweld process to seal 
the base to the housing. This has been found to be helpful where the operative 
part of the device has a portion of Indium, an easily fused material. Also, 
G.E. Ltd. has found that this sealing operation can be accomplished easily in 
an inert atmosphere such as dry nitrogen. Controlled by a foot switch, the 
sealing is done in one press operation. Rejects are said to be greatly reduced 
Koldweld is a patented process of the Koldweld Corp., 10 E. 40 St., N. Y. 16, N. Y 

(Continued on page 9) 
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COLD FORMED 


OPERATION 


Cutaway: view, actual size, of 
formed piece shown above. 


-with Bonderite and Bonderlube! 


An experienced production man looked at this 
blank and the formed parts and said flatly, “It 
can’t be done!” But # is being done —in one 
operation — on a production basis of thousands 
of units per day. 


The blank is treated with Bonderite, and then 
with Bonderlube. This combination works with 
remarkable effectiveness. 


These two Parker products effect big savings 
in other ways besides raising production levels. 
Tool and die breakage declines sharply, fewer 
process anneals are necessary, operation is 
simplified, scrap is minimized, and machining 
operations are reduced. 

Cold extrusion, with Bonderite and Bonder- 
lube, may hold the key to cost-cutting for you. 
Write for information! 


*Bonderite, Bonderlube, Parco, Parco Lubrite, Parker Pre-Namel—Reg. U.S. Pat. Off. 


Since 1915—Leader in the Field 


PARhE 


BONDERITE 
corrosion resistant 
paint base 


BONCERITE and BONDERLUBE 
aids in cold forming 
of metals 


PARCO COMPOUND 
rust resistant 


RUST PROOF COMPANY 


2179 E. Milwaukee, Detroit 11, Michigan 


PARCO LUBRITE TROPICAL 
wear resistant for friction 


surfaces paints since 1883 
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Developments to Watch 


FROM BLUEPRINT TO FINISHED PART .... 


_... by the “cam machine,” doing in from 24 hours an operation which pre 
viously ‘required 400 manhours, or from 5-10 weeks. At Bendix Aviation 
Research Lab., where the machine was invented, the device has been used to 
automatically produce a complicated cam used in a jet engine fuel-metering and 
fuel-control system. The machine converts the blueprint into a finished product 
with an electronic computer and servo devices linked to a machine tool. Codec 
information taken from the blueprint is punched onto a paper tape, and the 
computer then analyzes the data as to the shape of the required cam and sends 
the instructions to the machine tool doing the cutting. The computer checks 
itself for error and makes adjustments as needed 


STRETCHABLE ELECTRIC WIRE.... 


which stretches more than twice its length is already considered for 
use on household appliances, telephones, rack mounted electronic units, micro 
phones and others. Developed by the United Cable Corp., Harwood Bldg., 
Scarsdale, N. Y., it is made of braided 21 strand conductor covering of rayon, 


nylon or rubber with an expansion of 200 per cent. It has insulation between 
conductors of 1,000 volts and a current carrying capacity of 5 amperes in twin 
conductors. The cable comes in one to 6 conductors, in 2, 3, and 4 ft. lengths. 


HEAT TREATABLE TITANIUM ALLOY .... 


.... Ti6A14U, which when treated at 900-1000 F for 24 hrs., following either a 
1550 F (1 hour), or 1750 F (1 hour) and water quench, was found to be useful 
at temperatures up to 800 F without embrittlement. ‘The duplex heat treatment 
was found essential to stability. ‘Tensile strengths ranging from 136,000 to 165,000 
psi were obtained, with yield strength (0.2 per cent offset) of 128,000 to 142,000 
psi. Elongation values were over 15 per cent. ‘This alloy can be forged at 1900 I 
for heavy sections. 


AND IN ADDITION ... 


. . Four new types of germanium transistors have been designed especially for 
gencral purpose switching and computer applications by Texas Instruments, Inc 
Dallas 9, ‘Texas; rise time is 0.15 microseconds, and cutoff time 3.5 microseconds 
. . » Methyl Styrene, a new plastic developed by American Cyanamid Co., is 
chemically related to polystyrene, but is said to be superior to it in many respects 
because it is tougher and withstands high temperatures; is not brittle, and will 
not soften in boiling water. . . . Aluminum Co. of America is now offering sheet, 
extruded shapes, rod, bar, and drawn and extruded tube in either anodized blue, 
green, yellow, gray, brown, gold, and black metallic colors; actually part of the 
metal itself, the colored aluminum can be supplied for indoor and outdoor use 
. .. A putty consisting of 80 per cent aluminum and 20 per cent plastic is being 
used to fill holes and build up worn sections in aluminum and steel; made by 
Chemical Development Co., Danvers, Mass., it hardens to a permanent bond 
.. + Monarch Aluminum Mfg. Co. and Selas Corp. of America have developed 
a furnace for continuous casting of aluminum alloys. . . . Bell Telephone Labs. has 
a variation on its zone melting process in which the molten zone moves through 
a solid by impressing a stationary temperature gradient across the solid; new process 
will grow crystals; bore fine holes in solids; purify and alloy metals; and permit 
fabricating of semi-conducting devices. 
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Special Zinc-Coated ARMCO TUBING 


May Improve Your Products, Too 


A new kind of material is now going into the products you see here. 

It is Armco Zincorie Tubing. Besides being modern looking, it 
gives these products the unbroken rust protection of a hot-dip zirc 
coating, along with the strength of welded tubing. 

This welded tubing is made of Armco Zinccrip, a special steel 
coated on both sides with zinc by a patented process. Even the 
welding flash is planed away on the outside, and a new zinc coat- 
ing applied to form an almost invisible seam. 

What's more, the special coating stays on when Armco Zinccrip 
Tubing is bent or twisted into shape by the manufacturer. There 
are no zinc-bare spots where rust can get a quick start. 

Armco Zinccrie Tubing is made in outside diameters of %-inch 
through 3 inches, with wall thicknesses of 20 gage through 12 


Se, Sract CORPORATION 


gage. For information and prices, just fill out the coupon and 
mail it to us. 


Armco Steel Corporation, 1615 Curtis St., Middletown, Ohio 
We manufacture 2 
Send me information on Armco ZincoriP Tubing 
Quote me on: 
feet gage______ diameter _____length 








a 


FIRM: 





STREET: 


ZONE.__STATE:__. 





1615 CURTIS ST., MIDDLETOWN, OHIO 


: ae eae Ms 
ee ee 


SHEFFIELD STEEL DIVISION * ARMCO DRAINAGE & METAL PRODUCTS, INC. * THE ARMCO INTERNATIONAL CORPORATION 
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Chicage Electric SAYS..““G.S. HAS ENGINEERED NN 
OUR SMALL GEARING FOR MORE THAN 15 YEARS!” 


he Chicago Electric Division of THE SILEX COMPANY calls 

G.S. whenever they need Small Gearing. Among the many 
excellent appliances they make is the attractive Handybreeze 
SAFE-T-GUARD FAN. You see it pictured here, together with the 
Small Gearing designed and manufactured by G.S. The correct 
design and extreme uniform accuracy of this Gearing assures 
extra years of smooth, quiet, dependable performance. * Do as 
Chicago Electric and so many others are doing . . call our engi- 
neers while the project is on the boards. Let them recommend the 
best and most economical Gearing for the job. This valuable con- 
sulting service costs you nothing and may save a Jot. Write today! 


Lhd JK our 6-page Small Gearing Guide. It describes 80 types 
-« and applications. Contains useful charts .. a valuable 


aid to anyone interested in Small Gearing. Use company letterhead, please. No 
obligation, of course. Write today! 


EA R Specialties, Inc. 


Spurs - Spirals - Helicols - Bevels - internals - Worm Geering - Racks - Thread Grinding 
2635 WEST MEDILL AVENUE ~ CHICAGO 47, ILLINOIS 








SIVE: MANUFACTURERS OF FRACTIONAL HORSEPOWER GEARS 
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A SERIES 
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-as needed hy Admiral 


Buiit-in electric ranges and wall ovens are the 1. No scrap loss 
latest products of the fertile minds of appliance 2. Integral mounting bosses for easy assembly 
designers. And the most efficient methods and mate- 3. Dimensional accuracy for perfect fit of mating 
rials are employed for each component of the new parts 
space-saving cooking units. The illustrated custom 4. Bold raised lettering on the control panel 
wall oven by Admiral, with its ZINC die cast in- 5. Smooth as-cast surfaces which—being ZINC— 
verted-U door frame and control panel, is an excel- take, and hold, beautiful chromium plating applied 
lent case in point. ? by commercial methods 

Obviously the frame and panel gen? Watch for other examples of ZINC 
(back views above) could have ' die casting economies in our future ad- 
been stamped from sheet metal, @& vertisements. Send for our brochure 
but not with the qualities and and contact any commercial die caster 
economies of these ZINC die cast- , for the answers to your particular pro- 
ings. Stampings not only would duction problems. 
lack the desired rigidity, but would 


not possess the following addi- : .\\ 
tional advantages obtained with : Tey | 
die castings: - a7 & 


FOR DIE CASTING ALLOYS 
The New Jersey Zinc Company, 160 Front Street, New York 38, N. Y. 








The Research was done, the Alloys were developed, and most Die Castings are based on 


HORSE HEAD SPECIAL (vniterm cvciny) ZINC 
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For longer chain life, here’s 
less bushing and joint wear 


7 ae 
cy, 


Large-diameter rollers of Link-Belt SS 
chains reduce ¢hain-pull due to frictional 
resistance. 


LINK-BELT SS 
roller chains are 
designed for abrasive, 
heavy-duty service 


OR hard-working drives and conveyors, 

choose Link-Belt SS bushed roller chain. 
Its hardened steel joint assures longer life ir 
gritty and abrasive applications. Accurately 
machined parts provide a firm, tight fit of pins 
and bushings in the steel sidebars. In addition, 
accurate control of raw material specifications 
and manufacturing processes results in uni- 
formity . .. longer life. 


Whatever your particular chain require- 
ments in regard to speed, weight of loads or 
severity of service—the completeness of the 
Link-Belt line will provide the right answer. 
No other manufacturer offers such a broad 
range of silent and roller chains—of cast, com- 
bination, forged and fabricated types. And a Link-Bele Class SS roller chain assures steady, even flow of fabricated 
complete selection of attachments permits products from medium-temperature industrial oven manufactured by 
efficient adaptation to varied services. The W. W. Siy Manufacturing Co., Cleveland, Ohio. Link-Belt precision 


steel roller chain and roller bearing blocks are also used 
For help with any chain problem—big or 


small—call your local Link-Belt office. They are 
qualified to make an unbiased recommendation 
of the one chain best-suited to your exact needs. 


CHAINS AND SPROCKETS 


LINK-BELT COMPANY: Executive Offices, 307 N. 
Michigan Ave., Chicago 1. To Serve Industry There 
Are Link-Belt Plants, Sales Offices, Stock Carrying 
Factory Branch Stores and Distributors in All Princi- 
al Cities. Export Office: New York 7; Canada, 
carboro (Toronto 13); Australia, Marrickville, 
N.S.W.; South Africa, Springs. Representatives 
Throughout the World. 13,889-A 
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Look what “U. S.’’ CONTINUOUS MOLDING does! 


Auto body bumper. Such 

complexity of design and 

dimensional precision in 

an engineered rubber part Form seal, a product of 
cannot be obtained by or- continuous molding, has 
dinary extrusion. “U.S.” dimensional tolerances 
continuous molding impossible to duplicate by 
achieves it. ordinary extrusion. 


Rubber automotive door seal. 
Here is remarkable complexity 
of design—in a low durometer Continuously-molded seal strips. An ex- 
stock. “U.S.” continuous mold- ample of high dimensional accuracy and 
ing produces it. precision in /ong lengths (up to 500 feet). 


eae ee Ce 


dov A complex highly 
Sink spray hose. An example of con- flex pe, produced in 
tinuously molded tubing made at lower hs continuous moldi 
cost than if press molded. 


Continuous molding is done only by 
United States Rubber Company. This 
great new process produces parts of nat- 
ural rubber as well as synthetic rubber 
(GR-S, Neoprene or Nitrile) that are 
equal or superior to cavity-molded 
items. Get in touch with us at Rocke- 


Components of motor mounting... first ever made by feller Center, New York 20. N. Y 


continuous molding, 


‘US: Mechanical Goods Division 

, @ 

United States Rubber 
14 
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Here s industry s 
most comprehensive line of 


WORM GEAR DRIVES 


Reel at the wind-up end of paper machine is driven 
through a dependable Link-Belt Worm Gear Drive. 


OR efficient, high-ratio, right-angle speed reductions, choose from the 
aero Link-Belt line of worm gear drives. A wide selection of single- 
worm, double-worm and helical-worm gear reductions assures you of the 
best drive for large and fractional horsepower requirements. 

All three types are available with horizontal and vertical housings to 
permit convenient, compact connections to prime movers and driven ma- 
chinery. And a choice of two shaft diameters facilitates direct connection 
or the accommodation of heavy overhung loads. 

Sing!e Worm Gear Drives are offered in ratios from 34 9:1 to 100: 1 with 
output capacities up to 97.9 hp. 
Helical Worm Gear Drives are available in ratios 
from 26:1 540:1— output capacities up to 
56.7 hp. 
Double Worm Gear Drives have ratios from 26:1 
to 8000: 1—output capacities up to 26 
hp and 124,800 inch pounds torque. 
LINk@ ee 


WORM Gra® 
DRives, 


Get all the facts on Link-Belt Worm Gear 








a 


Type WB — Single 
reduction, worm be- 
low gear, horizontal 
output shaft. 


, 


Type HWB— Heli- 
cal gear first reduc- 
tion, worm gear fi- 
nal reduction. Worm 
below gear, horizon- 
tal output shaft. 


Type DWB—Dovu- 
ble worm reduction 
gear, horizontal out- 
put shaft. 


Type WVS—Single 
reduction, worm on 
top of gear, horizon- 
tal shaft with screw 
conveyor flange. 


= 


a WV — Single 
uction, vertical 
Mets shaft (up or 
down). 


Type HW V— Heli- 
cal gear first reduc- 
tion, worm gear fi- 
nal reduction. Verti- 
cal output shaft (up 
or down). 


Type DWV— Dou- 
ble worm reduction 
gear, vertical output 
shaft (up or down). 


Type WVT—Single 
or double reduction 
overhead conveyor 
drive. 





ENCLOSED DRIVES 





875 

LINK-BELT COMPANY: Executive Offices, 307 N. Michigan Ave., Chicago 

|. To Serve Industry There Are Link-Belt Plants, Sales Offices, Stock 

Carrying Factory Branch Stores and Distributors in All Principal Cities 

Export Office: New York 7; Canada, Scarboro (Toronto 13); Aus- 

tralia, Marrickville, N.S.W South Africa, Springs. Representatives 
Throughout the World 


Drives. Contact your Link-Belt office or author- 
ized stock-carrying distributor. Or write today 


jor Book 2324 A, 


Product Engineering — November, 1955 15 





Stepless Adjustable Speed 
from an AC Power Source with 


Dynamatic Fractional HP Ajusto-Spede Drives 


These famous Ajusto-Spedes®—available in sizes rang- Ajusto-Spede B 
ing from ¥ HP to 75 HP—provide the solution tc Advantages: 
many drive problems at surprisingly low cost. & Constant torque speed range: 25 to 1 

with 1600 RPM and 3200 RPM Ajusto- 
Fractional HP Ajusto-Spedes® are compact, self-con- Spedes”. 


tained units, an integral combination of AC constant * Control accuracy: 2 per cent of top 
speed at any point within the speed 


speed induction motor, eddy current coupling, and 
range. 


electronic control. Ped ne : 
* Minimum wiring to power line. 


All fractional horsepower Ajusto-Spedes® are rated * Remote “one knob” control operation 
115/220 volts, single phase or 220/440 volts, 3 phase. ses csaiuoohags 

Sizes are 4, 1/3, and Y, horsepower at 1600 RPM; 
', and 44 horsepower at 3200 RPM. 


* Rugged plug-in type integral one- 
tube electronic control. 


* Permanently sealed grease-packed 
bearings. 


Write for your copy of th 
. f J P) f ’ * Power output shaft extension at both 


Dynamatic Ajusto-Spede® Bulletin F AS-4 ends of drive. 


DYNAMATIC DIVISION 
EATO MANUFACTURING COMPANY 
3307 FOURTEENTH AVENUE . KENOSHA, WISCONSIN 
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NEW ATOMIC CANNON 


own 
score 


7 


_ Ax : 
. = PP Wet, pet 
i, ¥ Sy ’ - hice Wes) - »? 
. # ane ws, aes 
ra 


Al 


ae 


added Evidene? \ Everyone Can Count on 


“—VEEDER-ROOT 


This mobile 280 mm. atomic cannon has two re- 
coil motions. The primary recoil absorbs the 
cannon’s “kick”. The secondary recoil (some- 
thing new in artillery) absorbs the forces created 


approaching need for maintenance. 

This again points up the fact that ‘Anything 
Worth Making — or Worth Doing Is Worth 
Counting.”’ And Veeder-Root has the experience 


Product Engineering 


by the primary recoil. And each recoil motion is 
recorded by this special Veeder-Root Counter 
designed with a plunger-action shaft . . . which 
keeps the score on the cannon’s use and indicates 


VEEDER-ROOT INCORPORATED 
HARTFORD 2, CONNECTICUT 


November, 1955 


and resources you can count on, to give you any 
counter you need .. . for any mechanical or elec- 
trical application . . . in any field from Atomics 
to Automation. Write: 


Chicago 6, Ill. New York 19, N. Y. 
Montreal 2, Canada Dundee, Scotland 
Offices and Agents in Principal Cities 


“The Name that Counts” 





Greenville, S. C. 


A-C package drive, Size 5, 
125 hp. Reversing, dynam- 
ic braking (rear view). 


Size 2 packaged drive, 25 
hp, with electronic speed 
regulation “4 of 1% based 
ontopspeed, 3550/50 rpm. 
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Control Needs 


™ ~~ ‘a 


Other Allis-Chalmers 
Speed Control Drives 


ALLIS-CHALMERS 
Package Drive 


Gives You 


Mechanical 


Where a moderate 

speed range is re- 

quired and where 

the machine may be 

stopped to make re- 
quired speed changes. 

Horsepower range — 

1% to 300. Speed ad 

justment range — 9 

to 28 percent. Two Vari-Pitch sheaves used 
together double range of adjustment. 


* Wide speed range 

* Precise speed control 

* Operation from one or more points 
* Simple installation 


* Reduced maintenance Mechanical 


Where speed must be 
changed while ma- 
chine is in motion. 
Particularly good for 


If you need speed control for up to 200 total horse- 
power plus special performance characteristics such 


as threading, jogging, dynamic braking, etc., the 
Allis-Chalmers package drive will provide these func- 
tions in one easy-to-specify unit. The package drive 
itself consists of a motor-generator set and control 


machines requiring 
fine adjustment while 
operating. Double 
range of adjustment 
may be obtained by 


components mounted in a well-ventilated cabinet. 


using two Vari-Pitch sheaves. Horsepower 
Control stations and de drive motors may be placed 


range—11'4 to 600. Speed adjustment range 
—9 to 28 percent with one Vari-Pitch sheave. 


wherever convenient. Installation is simple because 
the unit is factory-wired and ready to operate. Main- 
tenance is reduced because cabinet keeps equipment 
clean and out of harm’s way. All three of the basic 
components — m-g set, control and drive motors — 
are designed to operate as a unit. 


Engineering Assistance 


Allis-Chalmers application engineers are thoroughly 
familiar with OEM problems and will be glad to help 
you at every stage of your operation. For help, call 
your nearby Allis-Chalmers District Office. For lit- 


Electrical 


Where stepped speed 
control is satisfac- 
tory. Available with 
stepless control in 
larger sizes by using 
liquid rheostat. Speed 
is varied by-means of 
control on secondary 
windings of motor. 


Horsepower range — 5 hp and up. Speed 
adjustment range — 30 to 96 percent of syn- 


erature, write Allis-Chalmers, Milwaukee 1, Wiscon- 
chronous speed for fan duty. 


sin. Ask for Bulletin 51B8166, A-4620 


Vori-Pitch is an Allis-Chalmers trademark 


CHALMERS 
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LOOK AT THESE 


MADE ON THIS STATOR 
WITH CENTRAL FOUNDRY 


By having it shell-cast by Central Foundry Division, savings on this Stator Blade Carrier 
were effected in six figures. With the shell casting process finish allowances were reduced 
so that preliminary rough machining was eliminated and only finishing machine operatio:s 
were required. Thus machinery, tools, and man-hours and even freight were substantiallv 
reduced. The savings made on this grey iron part are typical of what uniform Central 
Foundry Division shell castings can do for you. Obviously, savings are the greatest... as 
they were here . . . when the original design is planned for a shell casting, before tooling up. 


Shell castings eliminated rough cuf 
thereby saving the cost of four ver- 
tical chucking machines. 


Shell castings saved a substontiol 
amount of jigs and fixtures plus 
day-to-day perishable tools. 


Shell costings mgste o sizable saving 
on each port due to reduction of 
labor time and tooling expense 


Closer finish allowances due to shell 
castings meont less unit weight add- 
ing up to substantial freight savings. 








— 
Se 


CENTRAL FOUNDRY DIVISION 
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_ SAVINGS 


- BLADE CARRIER 
SHELL CASTINGS 





There are many advantages from Central Foundry Division shell castings. Parts too difficult in contour for the 
green sand method can be held to close dimensional uniformity on a production basis. The improved casting 
surfaces and uniformity of a shell casting often eliminate machining on non-functional areas. Excessive tool 
wear caused by sand particles in the surface is eliminated because the thin shell of sand used as a mold is bonded 
by a thermo-setting plastic which results in clean, sand-free castings. 


For further information about either shell or sand casting or about any type of castings in grey iron, malleable 
iron or ArmaSteel write for descriptive literature ... or request personal help from our experienced engi- 
neers, without obligation. 


GENERAL MOTORS CORPORATION « SAGINAW, MICHIGAN « DEPT. 106 
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How to soak up shock and 


Underwood Corporation 
did it by using 

Republic 

ELECTRUNITE 

Stainless Steel 


Republic Steel Corporation 
3150 East 45th Street 
Cleveland 27, Ohio 


©) Enduro® Stainless Steels 

C ELECTRUNITE® Stainless Steel Tubing and Pipe 
0) Republic Nuts and Bolts 

0) Republic Chateaugay Pig Iron 


Name 
Company 


Address 


City Zone a 
K-7666 


ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee 


This was the problem: find a material for the 
cylinder in the carriage shock absorber on an 
accounting machine. The cylinder must have an 
accurate bore, little variation in diameter, and 
negligible eccentricity. It must also have a suit- 
able finish to reduce drag, because the piston 
which fits inside must be completely retracted in 
less than a tenth of a second. 


Republic metallurgists suggested ELECTRUNITE 
Stainless Steel Tubing. It was drawn to meet 
dimensional requirements. The finish was excel- 
lent. And Underwood reports good service life 
because of excellent wearing qualities. 


BUSINESS MACHINE PARTS COST LESS because they last longer when they're 
made of Republic Enduro Stainless Steel. On this Addressograph-Multigraph 
office machine, ink corroded the carbon spring steel from which the ribbon 
guards and lister spacing bands were made originally. Carbon steel also 
cracked under the operating strain. Enduro Stainless Steel resists this cor- 
rosion, has the necessary springiness and wears well, despite the abrasive 
action of moving the ribbon. 
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cut costs! 


Underwood now saves 75 cents on material costs for 
each shock absorber. 

This is only one of many customers for whom 
Republic has saved money. Sometimes we save 
material costs. Sometimes production costs. Often, 
both. And since we manufacture both stainless 
steel and carbon steel tubing in many analyses, 
we are equipped to help solve all kinds of tubing 
problems. 

Fill out the coupon below for more facts on 
Republic ELECTRUNITE Mechanical Tubing. 
Or call your nearest Republic district sales 


pi ftfelie 


CUTTING COSTS ALSO APPLIES TO BUYING FASTENERS for your assembly and 


maintenance work. One call to your Republic Distributor gets all the fasteners 
you need. There's no shopping around, no time lost. Paper work is reduced. 
And, you get exactly what you want because Republic makes and stocks 
over 20,000 types and sizes of regular fasteners, everything from machine 
bolts to sheet metal screws. You can depend on Republic Fasteners for quality, 
uniformity, ease of application, long service life. Quick delivery, too. 
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ECONOMICAL MACHINING IS ONLY ONE REASON why a leading maker of heat- 
resistant glass products uses Republic Chateaugay Pig Iron for glass molds. 
This premium pig iron, supplied exclusively by Republic, also assures a dense, 
fine grain structure; longer mold life; fast-flowing and even-cooling charac- 
teristics. Hard surfaces resist heat and wear. 





REPUBLIC 
STEEL 
Werletd Wider. Range 
of Studland, Stools 
and, Slee, uoclielg 
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BAKELITE 


ne 
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Road markers by 
Plastic Engineering Inc., Cleveland 2, Ohio 


T s bright red molded road marker makes good use of the 
inherent toughness of Bake.irte Brand Vinyl Elastomeric 
Plastics. It’s virtually immune to rough treatment. The color 
goes completely through, can’t be scuffed off. The pyramid 
shape and the correct specific gravity of the plastic keep 
the marker in pla e when it’s set over a freshly-painted 
traffic line 
BAKELITE Vinyl Elastomeric Plastics stay resilient even 

t below-zero temperatures. Their flexibility can be varied 
i-rigid to soft, de pending on the amount of plasti- 

sed in their formulation. A wide range of colors is 

These materials are faithful to mold details and 


ide high surface gloss. 


BAKELITE 


* 


ASTICS 


“a 


Vacuum tube bases molded by 
Sylvania Electric Products Company, Warren, Pa. 


Wi, its excellent high-fre yuency insulating character- 


istics, BAKELITE Brand “Low Loss” Phenolic BM-17748 is 


an ideal material for these molded vacuum tube bases. For 


. ; i we 
example, its minimum dielectric strength is 325 volts/mil 


while power factor ranges from 0.025 at 60 cycles down to 
0.010 at 1,000,000 cycle ( nsequently this material is 
recommended for a wide range of electronics applications 
including coil forms, resistors, and capacitor housings 
BM-17748 is also more r tant to moisture and mor 
dimensionally stable than most phenoli molding materials 


It can be used not only w reit t tanding elk tri il pr p- 


erties are paramount, but | I iriety of other ippli 


tions where these additi il sel € properties aré useful 


[3/\INMIS ISU a rls 


TRADE-MARK 


GREATEST VARIETY, LARGEST RESOURCES 
FOR PLASTICS KEYED TO YOUR NEEDS 


Your product, its sales and profits depend in great 
measure on the quality of the materials you specify. 
That's why so many molders and fabricators rely on 
Bakelite Company for their basic requirements. 
At this one source you can select plastics with 
properties best suited to your product needs, be- 
cause Bakelite Company offers the greatest variety 


of the large volume plastics. 

In addition, Bakelite Company engineers— 
backed by over 45 years of plastics research —offer 
technical advice or assistance whenever you need it. 
If you havea problem in materials selection or proc- 
essing, talk it over with the Bakelite Company sales 
representative nearest you. Or write Dept. JI-145. 





BAKELITE BAKELITE 


POLYETHYLENE 6GdH 


PLASTICS 











Instrument case molded by Auburn Button Works, Inc., Cell cases molded by Plastic Mold and Engineering Co., 
Auburn, N. Y., for Welch-Allyn, Inc., Skaneateles Falls, N. Y. Providence, R. 1. for Sonotone Corp., Elmsford, N. Y 


Civ. rly designed, this entire case for diagnostic instru- 


ments is one-piece molded of Baxetrre Brand Polyethyl- astic. are di 


ene. Compartments, hinge, flaps, and the simulated alliga- ng to the manuf 


tor surface were all formed in a single operation In service, styrene copolymer 


the resilient pe lyethvlene makes the case shock-proof and stands contact with } 
be sterilized in standard ut 


most chemicals 's sot 


ll commercial plastics, BAKELIT: is hig! 500 cy 


vides husky construction. It’s tough and BAKELITE C-]] 
ly 


Polyethylens pre 


flexible, even at 70 de grees i Other advantages include is cement 
outstanding dielectric properties, making it an especially the sok 
important extrusion material for wire and cable construction transparency { 


] 
tion at all stag 


BRAND 


PLASTICS 


PHENOLICS - STYRENES - IMPACT STYRENES 
POLYETHYLENES - VINYLS - POLYESTERS 
EPOXIES 


BAKELITE COMPANY, A Division of Union Carbide and Carbon Corporation [aa 30 East 42nd Street, New York 17, N.Y. 
In Canada: Bakelite Company, Division of Union Carbide Canada Limited, Belleville, Ontario 
The term Bake tre and the Trefoil Symbol are registered trade-marks of UCC 
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The Potter 


One of the reasons that keeps Potter & Brumfield Relays out in front. 
The best Engineering design is not enough. 

Prototypes must pass all torture qualification tests. 

More important the manufactured product must meet 
engineering expectations. Not just now and then, 

but for as long as the relay is made. 


That is why Potter & Brumfield relays are tortured regularly 
throughout production runs. 


Relays operating in special constructed ovens are subject 
to temperatures exceeding 400° Fahrenheit. Recording in- 
POTTER & BRUMFIELD 


struments indicate any malfunction. 


Shaker and power supply located in soundproof room has 
frequency range of 0 to 2000 C.P.S. Complete with auto- 


Frost covered sealed relays are taken from especially de- 
matic servo control of acceleration and frequency cycler. 


signed sub-zero chamber which has subjected them to con- 
tinuous operation at —100° Fahrenheit. 


ALL TYPES—ALL SIZES—FOR ALL APPLICATIONS' 
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os) (whe m 


orture 


Brumfield Way 


Different relay designs are subjected to torture tests 





in varying degrees. 

Potter & Brumfield builds relays to all quality levels and 
at the best possible price to you. 

Samples available for immediate delivery. Send your 
specification for recommendation and quotations. 


For quick delivery over 350 different standard relays stocked by 500 Franchised 


Electronic Parts Distributors throughout the United States and Canada. Typical rugged life test using a series of 1000 watt lamps 
causing the relay to operate under a load 10 times more 
severe than normal. 


PRINCETON, INDIANA 








Control of metal finishes are a must for accurate relay op- Tester built to JAN specifications provides shock of over 
eration. Parts are periodically subjected to a minimum 100 G’s. Contact reactions are indicated on oscilliscopes — 
20% salt spray to check their resistance to corrosion. thyratrons or other special equipment depending on speed. 
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Fact 1 ...no “swiss-cheese” vent holes in the 
solid frame to restrict mounting angles or 
allow liquids or dirt to damage windings. 
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Westinghouse Offers the Only 
True All-Position Mounting Motor 


» « » One important FACT about the 


new Westinghouse 48-frame fhp motor 


A solid, protective frame plus 22% more oil capacity 
helps make the new Westinghouse 48 frame the only 
true all-position mounting motor. 

By using a straight-through ventilation system— 
which actually boosts cooling ability—the need for 
holes in the frame is eliminated. The rigid protection 
of the solid cover keeps out harmful liquids, dust and 
dirt, no matter what the mounting angle. Gone, too, are 
the bothersome whistle noises of other motor designs. 

A positive oil-return lubrication system protects the 


you can 6 SURE...i¢ irs 


new Westinghouse motor regardless of mounting posi- 
tion... your assurance of smooth performance for 
longer periods, even at peak loads. 


Don’t expect all these benefits in any other motor. 


The Man With The Facts, your Westinghouse sales 
engineer, has all the information about this new fhp 
motor line. Contact him today. Or write for DB-2801. 
It contains complete technical data. Westinghouse Elec- 


tric Corporation, Small Motor Division, Lima, Ohio. 
J-03020 


» 


Westinghouse @): 


Fact 2...up to 40% less space needed 
to stock some sizes. And the motor 
takes less room in your product, too. 
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Fact 3... weight savings up to 50%. 
Conserves mounting and housing space 
.-. lowers material and shipping costs. 


Fact 4... straight-through ventilation 
assures cooler operation for longer run- 
ning periods, even at peak loads. 








* Eliminate Motor Burnouts 


* Reduce Production Down Time 
* Minimize Motor Repairs and Replacements 
* *Plus maximum motor capacity under any conditions 


Klixon Protectors in your 3-phase motors, single 
and dual voltage, are a sure way to keep today’s 
rising operating and replacement costs down. 
Built-in as an inherent part by the motor manu- 
facturer, the Klixon Protector saves money and 
reduces idle machine time by preventing the motor 
from burning out under the following conditions: 
. Extremely heavy overloads 
. Single phasing 
3. Stalling 
. Failure to start 
. Lack of ventilation 
. Increase in ambient temperatures 
7. Plugging or reversing duty 


This means that you have less equipment shut-. 


downs ... less motor repairs and replacements. 


Klixon 3-phase Motor Protectors are available 
in four sizes — covering a range of horsepower rat- 
ings from fractional up through 714 hp. (600 V.). 

And remember, be sure to get complete motor 
protection in your single phase motor, too. Spe- 
cify and use motors with Klixon Inherent Protec- 
tors. The additional cost is low . . . the savings 
high. Write for Bulletin MOPR1 which explains 
ielecsan motor protection. 


Watt mame GEG uv 6 Pat OFF 


METALS & CONTROLS CORPORATION 
SPENCER THERMOSTAT DIVISION 
3211 FOREST STREET, ATTLEBORO, MASS. 
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ALCUPLATE 


The Material of 
1001 USES 





Replaces Strip Copper or 
Brass at Savings up to 30% 


Here’s the Story: 


Alcuplate was developed by General Plate to reduce the raw material 
costs for manufacturers using strip copper or brass. 

A composite metal, Alcuplate is a solid layer of copper permanently 
bonded on one or both sides of less expensive aluminum. This com- 
bination has practically the same physical and electrical properties 
of copper ... but reduces copper or brass costs by as much as 30%. 





ALCUPLATE FEATURES 


COPPER COPPER 








Natural copper appearance ALUMINUM ALUMINUM 
High electrical conductivity : COPPER 

Excellent heat dissipation 

Soft-soldering surfaces 

Easy fabrication 

Light weight 











Here’s how ALCUPLATE can be worked: 


ALCUPLATE can be fabricated by stamping, drawing, spin- 
ning and forming. Its malleability permits its use in the 
manufacture of many parts from work-hardened rather than 
annealed or dead soft materials. The copper provides an 
ideal surface for soft-soldering operations and electroplated 
or other finishes. 








A few typical products where Be 
ALCUPLATE is cutting | In what Sizes is ALCUPLATE Stock available? 


v " In coils or cut lengths up to 1/16” thick by 13” wide and in a choice 
fabrication costs of thickness ratios and tempers. 





Heat transfer units @ Electronic chassisand 9) For further information, write or wire 
component cases . Electrical terminals a 3G nord sa = . 


Seen eee ee, 
METALS & CONTROLS CORPORATION 


GENERAL PLATE DIVISION 
111 FOREST ST., ATTLEBORO, MASS. 
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22-inch Diameter Wheels 


Investment Cast... at a 50% Saving 


Turbine wheels, 22 inches in diameter and weighing close 


to 100 pounds, are now being mass-produced by Haynes’ 


precision-investment-casting process. The wheels are made 


of stainless steel and are used in the turbocharger section 
of a compressor. At one time a lengthy profile machining 
operation was needed to shape the intricate blades. Invest- 
ment-casiing eliminated this operation and cut production 
costs in half, 

lhe savings realized on this wheel are typical of the many 


economies made possible by HAYNEs’ precision-investment- 


yal 
< 
” 


( HAYNES ) 


TRADE-MARK 
, 


\ a etc. Ooy Ss 


“Rp “4 


. 


de nk all 


casting process. This modern mass-production method 
eliminates many machining, grinding, and assembling opera- 
tions. Intricate contours, odd-shaped cavities, and thin 
edges can all be cast to size. Two or more parts can be 
designed and produced as one integral part. In most 
instances, an investment-cast part can be placed in operation 
as soon as it 1s delivered. 

For information on how you can use Haynes’ investment- 
casting process to keep production costs down, write to any 


of the District Sales Offices listed below. 


HAYNES STELLITE COMPANY 


A Division of Union Carbide and Carbon Corporation 


General Offices and Works: Kokomo, Indiana 
Sales Offices 


Chicago - Cleveland - Detroit - Houston - Los Angeles - New York + San Francisco - Tulsa 


‘*Haynes” is a registered trade-mark of Union Carbide and Carbon Corporation. 
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PROPERTY, AND APPLICATION DATA ON THESE 


VERSATILE ENGINEERING MATERIALS: “ZYTEL,” 
“ALATHON,” “TEFLON,” “LUCITE.” 


NAS 





New Explosion-Fire Suppression Device Uses 


Bellows and Capsule of Zytel’ Nylon Resin 





Integral hinges of 
**Alathon”’ permit 


pre duct ion economies 


MANUFACTURERS take production short 
cuts with the Du Pont engineering ma- 
terials—short cuts that lower costs yet 
often increase product efficiency. For 


Use of Du Pont “Alathon” polyethylene resin permits 
integral molding of hinges and clasps. This saves as- 
sembly costs and increases efficiency of operation. 


example, consider these articles made of 
Du Pont “‘Alathon” polyethylene resin. 

Thanks to the moldability of “Ala- 
thon”, the lunch box and vial (see cut) 
are injection-molded with clasps and 
hinges an integral part of the product. 
Fewer parts are necessary and money is 
saved in assembly time. The lunch box 
clasp is strong and durable. And the at- 
tached lid on the vial can be flipped open 
and snapped shut with one hand. 

Get all the facts on “Alathon”—the 
techniques used to fabricate this versa- 
tile material, its properties and uses. Clip 
and mail the coupon on the next page 
for complete information. 


Parts of “Zytel” can be made in many 
shapes; resist corrosion and breakage 


Capsule and bellows of “Zytel”’. These parts are pro- 
duced economically, resist corrosion, have remarkable 
strength. (Bellows is produced for Simmonds Aecroces 
sories, Inc., Tarrytown, New York, by Plastex Process 
Company, Maywood, New Jersey.) 


THE HEART of a new type explosion-and- 
fire suppression device is a bellows made 
nylon resin. The device is 








RATE OF OSE 
OR VISUAL TYPE 

















How the explosion-fire suppression system wo 
Pressure occurring milliseconds before an explosio 
Du Pont Zyte n 


which detonates a device to release the suppres 


extends a bellows of 


mounted inside containers or compart- 
ments which hold combustible materials 
A typical application is its use in fuel 
storage tanks. When the explosive fuel- 
air mixture is ignited, the resulting rise 
in pressure compresses the “Zytel”’ bel- 
lows. The action fires a detonator, releas- 
ing a suppressive liquid that stops the 
pressure rise before destruction of the 
tank occurs. 

Lightweight “Zytel” is specified for 
this application because its chemical re- 
sistance and flexibility supply the type of 
performance necessary for satisfactory 
operation of the bellows. 

“Zytel” is also used to mold the cap- 
sule which holds the suppressive liquid. 
This is because the capsule must not only 
resist corrosion, but also be lightweight 
and economical to manufacture. 

Du Pont “Zytel’’ may be just the ma- 
terial you need to solve a design or op- 
erating problem. For complete data on 
this engineering material—prop- 
erty tables, typical applications, 
production techniques—use the 
coupon on the back side of this 
page. 
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PROPERTY AND APPLICATION DATA ON THESE 


VERSATILE ENGINEERING MATERIALS: “ZYTEL,” 
“ALATHON,” “TEFLON,” “LUCITE.” 








Freezer lid of 
transparent LUCITE® 
takes low temperatures, 
rough handling 
Lucite acrylic resin—molded as a lid for 
a commercial freezing cabinet—with- 


stands low temperature and rough treat- 
ment. Used for the storage and self-serv- 
ice of ice cream, this freezer utilizes the 





superior optical properties of “‘Lucite”’. 
Customers inspect the contents through 
the sparkling, transparent lid. “‘Lucite” 
wcn't corrode, resists crazing, is easy to 
keep clean. (Freezer lid of “Lucite” 
manufactured by General Products Com- 
pany, Central Falls, Rhode Island for 
Savage Arms Corporation of Utica, New 
York.) 
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O-ring seals and packing rings of Teflon‘ 
improve design and efficiency of pump 












SHAFT SLEEVE 


S.S. SPUINED SHAFT 


e bh 
MPERVITE IMPELLER ? 


O-RING SEAL 


PACKING RING 
OF “TEFLON” 


SS. SPRING FETAINING BING 


MAPERVITE SLEEVE 


Cutaway view of [mpervite pump manufactured by Falls Industries, Inc 
fabricated by Shamban Engineering Company, 


ponents of “Teflon” 
FABRICATED into O-ring seals and pack- 
ing rings, Du Pont “Teflon” improves 
the design and efficiency of this single 
stage centrifugal pump. This pump can 
handle corrosive fluids in large volume. 
“Teflon” helps assure leak-proof per- 
formance. The low coefficient of friction 
and self-lubricating properties of the 





Investigate Du Pont 
engineering materials in your 
product development programs 


One of the family of these versatile en- 
gineering materials is often a key factor 
in product improvement or new design. 

The wide range of properties available 
with “Alathon’* polyethylene resin, 


— —_ ab ene sapien. Cea eesibi bia Tomei entn Seguin serene canite setihes tenn, eit apis tate ea a 
E. |. DUPONT DE NEMOURS & CO. (Inc.) POLYCHEMICALS DEPARTMENT | 


““Lucite’’* acrylic resin, ““Teflon’’* tet- 
rafluoroethylene resin, and “Zytel’’* 
nylon resin are helping solve industrial 
design problems. 


NEED MORE INFORMATION? 


CLIP THE COUPON for additional data 
on the properties and applications of 
these Du Pont engineering materials. 





Room 1011, Du Pont Building, Wilmington 98, Delaware. 
in Canada: Du Pont Company of Canada, Ltd., P. O. Box 660, Montreal, Quebec. 


Please send me more information on the Du Pont engineering materials 


checked: [] ‘‘Zytel’’; [] ‘‘Alathon’”’; 
terested in evaluating these materials for: 


NAME 
COMPANY 
STREET " eas - 
CITY ss 
TYPE OF BUSINESS 


*"Alothon", “Lucite”, “Teflon” and “Zytel” are registered trade-marks of E. |. du Pont de Nemours & Co. (Inc,) 


CD ‘Teflon’; 





[] ‘“‘Lucite’’. | am in- 
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FLAT SS SHAFT SPRING 


. Solon, Ohio. Com- 
Culver City, California. 


“Teflon” reduce wear of the O-ring. With 
O-rings and packing rings of “‘Teflon’”’, a 
minimum of maintenance is assured. 
Because “Teflon” is chemically inert, 
corrosives can contact the packing ring 
to make the pump seal self-cooling. 

Can the wide range of properties of 
“Teflon” benefit your operation? Com- 
plete property and application data are 
available—simply clip and mail the 
coupon on this page. 








These rollers of “Zytel” nylon resin 
are used on overhead garage doors. 
They move quietly and smoothly, re- 
sist abrasion, and don’t rust or cor- 
rode. Little or no lubrication is re- 
quired to keep these wheels running 
smoothly. (Rollers manufactured by 
Nice Ball Bearing Company, Phila- 
delphia, Pa. Molded by Strauss Engi- 
neering Company, Philadelphia, Pa.) 
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The Boeing B-47—Its six jet engines, each supplying 
6,000 pounds thrust, put it in the “600-mile-per-hour 
speed class.” Operating range is more than 3000 miles. 


Cold drawn Shelby Seamless Tubes 


provide high strength, low weight 


outrigger struts for B-47 Stratojet 


The landing gear of the 100-ton 
B-47 Stratojet consists of dual main 
wheels in tandem with single out- 
riggers attached to the inboard 
engine pods. The outer cylinder of 
each of the outrigger struts is fabri- 
cated from cold drawn USS Shelby 
Mechanical Tubing. 

Shelby Seamless is extremely 
strong and shock absorbent in pro- 
portion to its weight. Thus, it is 
ideal for incorporation into landing 
gears, engine mounts, longerons, 
wing spars, fuselage struts, and tail 
assemblies. Moreover, with Shelby 
Seamless Tubing, the basic shape 
for myriad aircraft parts is already 
made—and each section of tubing is 
as sound as the solid steel forging 
from which it is pierced. Thorough- 
ly uniform and dimensionally ac- 
curate, Shelby Seamless Tubing is 
easy to bend, shape, machine and 
weld. 


Shelby Seamless is produced to 
exacting aircraft standards, in a 
wide range of diameters, wall thick 
nesses and steel analyses. For fur 
ther information or for help in 
applying Shelby Seamless Mechan- 
ical Tubing to your design speci- 
fications, write to National Tube 
Division, United States Steel, 525 
William Penn Place, Pittsburgh 
30, Pennsylvania. 


ALE IIL 


“WALLS WITHOUT WELDS,” 
the vivid story of the manufac- 
ture of National Seamless Pipe 
and Tubes is available free of 
charge for showing to industrial 
groups, clubs, school groups, etc. 
This educational sound film in 
brilliant technicolor contains 
some of the most dramatic steel 
mill operations ever recorded. 
Write for information. 


ae) NATIONAL TUBE DIVISION, UNITED STATES STEEL CORPORATION, PITTSBURGH, PA. 
(Tubing Specialties) 
COLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO, PACIFIC COAST DISTRIBUTORS 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


Uss SHELBY SEAMLESS MECHANICAL TUBING 
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— Rely on TORRINGTON for 
3 Volume Production 
of small precision parts 


Volume production of small precision parts is a habit at 
Torrington. Each day we produce millions of pieces... 
exactly to customers’ specifications of tolerance, hardness, 
temper and finish. 


And we do it faster, better and for less than they can do it 
themselves. Send us a sample part or blueprint for a prompt 
quotation. And ask for our Condensed Catalog which shows 
hundreds of typical parts on which we can save you money. 


THE TORRINGTON COMPANY 
Specialties Division 
230 Field Street, Torrington, Conn. 


: 4 i TORRINGTON.///// METAL PARTS 
: Makers of Torrington Needle Bearings 














This Ford part 


\ points to lower costs 





\ for you! 


Read the full story , 
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Aluminum part cuts costs 





Screw Machine Data 
Aluminum Windshield Wiper Knob Insert 
Ford Motor Company 


MACHINE: 5 Spindle Davenport Automatic 


OPERATING DATA: 


Turning — 3000 R.P.M.— 295 S.F.P.M. 
Knurling — Diamond Knurl 3000 R.P.M.— 
295 S.F.P.M. 


OPERATIONS: 
Feed, Center, Drill, Knurl, Form, Cut-off 


CYCLE TIME: 2.4 seconds 
PARTS PER HOUR: 1500 
EFFICIENCY: 80% 


STOCK: 
¥%" round, aluminum 2011-T3 








OPERATOR REQUIREMENT: Machinability 


Aluminum machined at maximum efficient cutting speed. The changeover to alu- 
minum for this knob insert did not require any change in machining speed and 
setting from the previous metal used. Ford is running the part successfully at the 
maximum efficient speed of the automatic screw machine. And Ford found that it 
was not even necessary to change the angle of the form tool, which is an ordinary 
high speed steel tool with no chip-breaker. 


The experience and engineering know-how of Ford has proved that properly 
designed aluminum parts can often provide substantial economies plus high quality. 


For big savings and better parts... 





Product Engineering — November, 1955 





for Ford Motor Company 


Tue Ford Motor Company recently changed its specifications on the Ford car 
windshield wiper knob insert to aluminum. This Ford part is one of several new 
screw machine parts now made from aluminum. They are currently studying 
other screw machine parts for possible conversion to aluminum. 


This conversion met the requirements of management, design engineering 
and production groups. 


MANAGEMENT REQUIREMENT: Savings 





Change to aluminum saved approximately 24.8%. Ford management is always 
interested in materials or methods that will effect savings with no sacrifice in 
quality. In this particular case, as in others, aluminum seemed to be the logical 
material because it provided savings of about 24.8% per piece, including scrap 
loss. Also, the aluminum parts are so much lighter than the previously used 
metal, that Ford has realized additional savings in shipping costs. 


DESIGNER REQUIREMENT: Performance 





Aluminum met design specifications. Ford engineers selected aluminum alloy 
2011-T3, 3%” round stock after they tested other metals and found that the 
aluminum knob insert would not only provide sufficient strength but would 
also take a slightly better knurl. The fact that aluminum satisfied performance 
requirements and for less money than other metals tested, was the main con- 
sideration in Ford’s selection of aluminum. 


ALUMINUM SCREW MACHINE STOCK OFFERS THESE BIG ADVANTAGES 


You get three times as many parts from a pound of Kaiser For more information or assistance, look for our local 
Aluminum stock as from a pound of brass or steel. And you number in the classified telephone directory under the head- 
often get better parts because aluminum provides a unique ing “Aluminum”. Kaiser Aluminum & Chemical Sales, Inc. 
combination of advantages, including lightness with strength, General Sales Office, Palmolive Bldg., Chicago 11, Illinois; 
handsome finish, corrosion resistance, good heat and elec- Executive Office, Kaiser Bldg., Oakland 12, California. 
trical conductivity. 


think of KQ/Ser Aluminum 
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For more information on aluminum screw machine stock 
contact one of these sales offices 


AKRON, Ohio 
Room 1422, First National Tower 
Phone: Blackstone 3-6105 


ATLANTA, Georgia 
Room 1522 Fulton Nat'l Bank Bidg., 
55 Marietta St., N.W. 
Phone: Cypress 8626 


BALTIMORE, Maryland 
5017 York Rd. 
Phone: Tuxedo 9-7287 


BIRMINGHAM, Alabama 
1408 Brown-Marx Bidg., Ist Ave. & 20th St. 
Phone: 7-5196, 5197 


BOSTON, Massachusetts 

Rooms 735-736, Statler Office Bldg., 
20 Providence St. 

Phone: Hancock 6-7255 


BUFFALO, New York 
Room 211, The Hodge Bidg., 
360 Delaware Ave. 

Phone: Mohawk 0945 


CHARLOTTE, North Carolina 


Room 906, Liberty Life Bldg.,112 S. Tryon St. 


Phone: Franklin 5-7358 


CHICAGO, Illinois 
360 N. Michigan Ave. 
Phone: Dearborn 2-5080 


CINCINNATI, Ohio 
2330 Victory Parkway 
Phone: Capitol 1-5550 


CLEVELAND, Ohio 
2002 NBC Bidg., 815 Superior Ave. 
Phone: Superior 1-3000 


COLUMBUS, Ohio 
1200 Beggs Bidg., 21 E. State St. 
Phone: Capital 1-5539 


DALLAS, Texas 

Room 225, Mercantile Commerce Bidg., 
1810 Commerce St. 

Phone: Prospect 7-1501 


DAVENPORT, lowa 

Davenport Bank Bidg., 220 Main St. 
Phone: 3-8005 

DAYTON, Ohio 

207 Realty Bidg., 132 N. Main St. 
Phone: Michigan 0317 

DENVER, Colerado 

Suite 480, Denver Club Bidg., 518-17th St. 
Phone: Alpine 5-3459 

DETROIT, Michigan 

1414 Fisher Bidg. 

Phone Trinity 3-8000 





EVANSVILLE, Indiana 
Room 601-602, Citizens Nat’! Bank Bldg. 
Phone: 3-6281 


GRAND RAPIDS, Michigan 

534 Keeler Bidg., Division Ave. and 
Fountain St., N.E. 

Phone: Glendale 6-8601 


HARTFORD, Connecticut 

Hartford Federal Savings & Loan Bidg., 
1107 New Brittain Ave., Elmwood, Conn. 
Phone: Adams 3-9631 


HOUSTON, Texas 

Room 701, Merchants & Mfrs. Bidg., 
1 Main St. 

Phone: Capitol 8-0418 


INDIANAPOLIS, Indiana 

Suite 935, Architects & Builders Bldg., 
333 N. Pennsylvania St. 

Phone: Melrose 4-8311 


KANSAS CITY, Missouri 
Room 214, Fairfax Bidg., 101 W. 11th St. 
Phone: Harrison 0829, 0830, 0831 


LOS ANGELES, California 
Statler Center, 900 Wilshire Blvd. 
Phone: Madison 6-4801 


LOUISVILLE, Kentucky 
Room 315, 310 W. Liberty St. Bldg. 
Phone: Jackson 7193, 7194 


MIAML, Florida 

Room 204, Dade Federal Bidg., 
1400 Northwest 36th St. 
Phone: Miami 65-2494 


MILWAUKEE, Wisconsin 
Room 1121, 710 N. Plankinton Ave. 
Phone: Broadway 2-8005 


MINNEAPOLIS, Minnesota 
1540 Rand Tower 
Phone: Bridgeport 8711 


NEWARK, New Jersey 

Room 3304, Nat’! Newark Bidg., 
744 Broad St. 

Phone: Market 4-6116 


NEW ORLEANS, Lovisiana 


331 International Trade Mart, 124 Camp St. 


Phone: Tulane 4678 


NEW YORK, New York 
Rooms 3408-3419, Lincoln Bidg., 
60 E. 42nd St. 

Phone: Murray Hill 7-8580 


OAKLAND, California 
Suite 1515, Latham Sq. Bldg., 508-16th St. 
Phone: Twinoaks 3-4600 


PHILADELPHIA, Pennsylvania 
Room 402, 226 S. 16th St. 
Phone: Kingsley 6-1020 


PITTSBURGH, Pennsylvania 
Room 552, Gateway Center Bidg., 
2, East Wing, 140 Stanwix St. 
Phone: Express 1-0280 


PORTLAND, Oregon 
805 Terminal Sales Bidg., 
1220 S.W. Morrison St. 
Phone: Capitol 8-2383 


SOUTH BEND, Indiana 
JMS Bidg., 108 N. Main 
Phone: Central 3-9311 


ST. LOUIS, Missouri 
4 Jaccard Bidg., 7 N. Brentwood Blvd. 
Phone: Volunteer 3-1100, 3-1101, 3-1102 


SEATTLE, Washington 
308 Hoge Bidg. 
Phone: Main 1001 


SPOKANE, Washington 

708 Spokane & Eastern Bank Bidg., 
West 601 Riverside 

Phone: Temple 2704 


SYRACUSE, New York 
615 West Genesse St. 
Phone: Syracuse 74-6825 


TOLEDO, Ohio 
304 Bennett Bldg., 1806 Madison Ave. 
Phone: Fulton 6246 


TULSA, Oklahoma 
507 Tri-State Insurance Bidg., 619 S. Main St. 
Phone: Cherry 2-9261 


WICHITA, Kansas 
213 S. Main St. 
Phone: Forest 3-5253 


YORK, Pennsylvania 
1771 E. Market St. 
Phone: York 2-6987 


YOUNGSTOWN, Ohio 
Room 811, Union Nat’! Bank Bldg. 
Phone: Riverside 3-4188 


EXPORT OFFICE: 

Kaiser Bldg., 1924 Broadway, 
Oakland 12, California 
Phone: Twinoaks 3-4600 


WASHINGTON OFFICE: 
1625 Eye St., Washington, D. C. 
Phone: Sterling 3-1555 


iser Aluminum 
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fiber gasket 


withstands heat, solves maintenance problem 


The non-metallic cylinder-head gaskets used by a 
manufacturer of air compressers crumbled to pieces 
whenever a unit was disassembled for maintenance. 
Operating temperatures up to 250° F, charred these 
gaskets and made flanges hard to clean. 

Later, Armstrong CN-705 Accopac® was used in 
place of the original material. It withstood the high 
operating temperatures and gave long, dependable 
service without replacement. 

Accopac is made by a patented, beater-saturation 
process which blends fiber and cork with a non- 
volatile, non-extractable latex binder. The resultant 
sheets are uniform, unusually compressible, and im- 
pervious at bolting pressures as low as 800 psi. 





(Armstrong Accopac 
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Accopac is widely used in aircraft and 
automotive devices, household appliances, and many 


other applications 


pumps 


FREE 24-PAGE MANUAL—For data 
on Accopac and facts on Arm 
strong synthetic rubber, cork 
composition, and cork-and-rub 
ber. look for “Armstrong Gasket 
Materials” in Sweet's product 
design file . . . or write Arm 
strong Cork Co., Industrial Div.., 
7011 Irvin St., Lancaster, Pa 
Be sure to specify Armstrong 
materials when you order from 
your local gasket fabricator, 





. . - used wherever performance counts 
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fat —Cs«G-E OFFERS SPECIAL SOLUTIONS FOR 
gia): YOUR SPECIAL ELECTRIC-ORIVE PROBLEMS 


ZT OID YOU KNOW GENERAL ELECTRIC'S SPECIALTY COMPONENT MOTOR DEPARTMENT 


DESIGNS AND BUILDS THOUSANDS OF SPECIAL MOTORS AND GENERATORS TO SOLVE 
SPECIAL ELECTRIC-DRIVE PROBLEMS ON YOUR PRODUCTS? THIS DEPARTMENT'S 
COMPLETE SPECIALTY-MOTOR LINE INCLUDES A WIDE VARIETY OF SMALL 
AC AND DC MOTORS AND GENERATORS, ALTERNATORS, AMPLIDYNES, TACH 
GENERATORS, DYNAMOTORS, AND UNIVERSAL MOTORS. AND THE G-E 
MOTOR ENGINEERS READY TO WORK WITH YOU WILL EXPERTLY MODIFY 
BASIC DESIGNS TO PROVIDE THE CHARACTERISTICS, ENCLOSURE, 
SIZE ANO SHAPE, AND SPECIAL ACCESSORIES YOU 
REQUIRE FOR YOUR PRODUCTS. 








LOW-SPEED AC MOTOR? 


ONLY G.E. OFFERS THIS SYNCHRONOUS INDUCTOR 
MOTOR OPERATING AT LOW SPEED ON 115 OR 230-VOLT 
AC POWER. LIMITLESS USES INCLUDE MOTOR-OPERATED 
VALVES, MACHINE TOOLS, REMOTE-CONTROL SYSTEMS. 
RAPID ACCELERATION, DECELERATION, REVERSING, 
SEALED-IN LUBRICATION FOR LONG LIFE. 
TWO MODELS: 75 RPM, 75 O2-IN., 100 RPM, 2 O2-IN, 























owe 


SPECIAL G-E ALTERNATOR = 
PUTS PINEAPPLE HARVESTING ON A 
24-HOUR BASIS 


ses SPECIALLY DESIGNED G-E ALTERNATORS —RATED FOR = 
CONTINUOUS DUTY IN AMBIENT TEMPERATURES UP TO 120°F —NOW PROVIDE “A 
POWER FOR FLOODLIGHTS AND SMALL HAND TOOLS ON HUGE PINEAPPLE HARVESTING MACHINES 
THIS PERMITS HAWAII'S PINEAPPLE GROWERS TO OPERATE ROUND-THE-CLOCK TO GATHER THE 
FRUIT AT THE PEAK OF PERFECTION. G-E APPLICATION “KNOW-HOW PLUS QUALITY DESIGN 


ANO MANUFACTURE ASSURE LOW MAINTENANCE, MINIMIZE DOWNTIME. 


= 
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AVAILABLE: COMPLETE ENGINEERING 
ASSISTANCE FOR YOU / 


WHERE'S THE SPECIAL ATTENTION YOUR PROBLEMS GET AT G.E.: |! 
i. YOUR LOCAL G-E APPARATUS SALES ENGINEER LEARNS 
ALL ABOUT YOUR NEEDS FROM YOUR DESIGN PEOPLE. 
2. HE CALLS IN A TEAM OF FACTORY ENGINEERS WITH YEARS 
OF MOTOR APPLICATION EXPERIENCE. 3, AT THEIR 
DISPOSAL ARE G.E'S COMPLETE DEVELOPMENT AND 
TESTING FACILITIES. 4. IN SHORT ORDER, A SAMPLE G-E 
MOTOR 1S READY FOR TESTING ON YOUR PRODUCT. 
FOR THIS COMPLETE HELP, CONTACT YOUR NEARBY G-E 
APPARATUS SALES OFFICE, TODAY. OR IF YOU PREFER, 
WRITE GIVING FULL DETAILS TO SECT. 704-58, 
GENERAL ELECTRIC CO,, SCHENECTADY 5, N.Y. 


Progress /s Our Most Important Prodvet 


GENERAL @@ ELECTRIC 
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America’s greatest participant sport, tenpin bowling, is played by 
approximately 20 million Americans on more than 60,000 alleys. The AMF 
Automatic Pinspotter represents a piece of equipment which all bowling 
for years has hoped would eventually be developed. It is a fully automatic 
unit for setting tenpins, returning the ball, accomplishing all pit services 
now done by hand, but with greater efficiency. More than 5,000 Pinspotters 


are now in operation. 


In the AMF Pinspotter, Heim Unibal Rod Ends are used on 
the Pantograph bars which guide and stabilize the spotting 
table during its cycle of up and down drive. They are also used 
to drive the sweep mechanism and on the sweep carriage. The 
major application of the Heim Rod Ends on the Pinspotter 
is where it is employed in a shock-absorbing link arrangement 
to raise and lower the table. Here it is subjected to lifting a 
load of approximately 350 pounds. 


THE ABILITY OF THIS JOINT TO COMPENSATE 
FOR MISALIGNMENT AND MAINTAIN FREEDOM OF 
ROTATION MAKES ITS USE ON THE 
PINSPOTTER VERY SATISFACTORY 


SEE THE NEW 
The HEIM Unibual is the original Spherical Bearing For center shaft or end —. the outer member is HEIM CATALOG 


developed, engineered, and manufactured by The cylindrical in shape and made in a wide range of sizes. FOR COMPLETE 
Heim Company for nearly fifteen years. It consists As a rod end for the transmission of power or motion 
of a single ball (instead of a single or double row at varying angles, the outer member is made with LIST OF SIZES 
of balls) rotating in an outer member, and supported _lubrication groove, in either male or female design, 

by bronze bearing inserts which act as the race. and with fawn fitting if required. 


THE HEIM COMPANY 


FAILRFIL ELD, €ONMNNECTICUT 
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GRAPHITA R. . . the versatile 


(CARBON-GRAPHITE) 


insuring the performance 


There are literally hundreds of difficult applications 
where the only completely successful material is 
GRAPHITAR. It can be used where water and steam 
are present...in fact, where only water and steam 
are present... because it does not need oil lubri- 
cation. It can be used where the temperatures are 
those of a toaster or the pressures those of a pump. 
GRAPHITAR is a versatile engineering material 
produced from carbon-graphite powders, compacted 
under terrific pressure and fused at heats near 4500° 
F. It can be formed in relatively complicated shapes 
and ground to tolerances as close as .0005” for seals, 
bearings, vanes, piston liners and many other parts. 
GRAPHITAR is lightweight, strong and durable, 
chemically inert, and virtually unaffected by high 
speeds, high pressures, or temperature extremes. 
Write today for our illustrated 64-page GRAPHI- 
TAR catalog. 








GRAPHITAR is a standard part of 
this latest type automotive water 
pump seal. This seal will not leak hot 
water, cold water, or any type of anti- 
freeze; the wear resistance and chem- 
ical resistance of GRAPHITAR in- 
sure a seal that will last for the life 
of the car. 





OUR 101ST YEAR 





These GRAPHITAR bear- 
ings are part of the her- 
metically sealed pumps in 
our new atomic-powered 
submarine NAUTILUS. 
They must withstand high 
speeds, high temperatures, 
high pressures, and must 
operate for indefinite pe- 
riods of time without main- 
tenance and with radioac- 
tive hot water as the only 
lubricant. 
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This GRAPHITAR block 
seal is in a centrifugal type 
pump that must handle a 
variety of chemicals and 
acids. GRAPHITAR resists 
virtually all chemicals; such 
potent reagents as Citric and 
Hydrocholoric acids have no 
effect on GRAPHITAR. 


THE UNITED STATES 
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material that is 


of hundreds of products 


Operating at temperatures up to 350° and 400° F., Rotary pumps, compressors, air motors, vacuum pumps 
under pressures of 100 psi and rotating at 1000 feet and similar machines equipped with GRAPHITAR vanes 
per minute, GRAPHITAR seals in this industrial function efficiently, give long service, and require little 
torque converter hold a static head and will not gall or no maintenance. 25,000,000 of these vanes are now 
or leak hot oil. The lapped flat surfaces do not warp operating in automobiles, in aircraft, in farm equipment, 
or distort. and in household appliances. 





These mechanical seals 
rotate with the shafts of 
such units as rotary pumps, 
autoclaves, blowers, etc., to This pump is essentially an electric motor built 
provide a pressure-tight rotary around a rotor supported by two GRAPHITAR 
seal. The GRAPHITAR glznd bearings. It can pump almost any liquid, and 
insert is ideally suited for this use because the liquid itself is the only lubricant for the 
it is self-lubricating, chemically inert, and GRAPHITAR bearings. The pump is leakproof 
highly resistant to wear. and needs no oiling. 


GRAPHITE COMPANY 


DIVISION OF THE WICKES CORPORATION, SAGINAW, MICHIGAN 
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—by ALLIS-CHALMERS 
Pump Specialists 


Your Allis-Chalmers representative is an experi- 
enced, highly qualified pump specialist who will give 
you full cooperation — from planning to purchasing 
to production. He will help you select exactly the 
right pump to fit your requirements from Allis- 
Chalmers wide range of types and sizes. 


The A-C expert will gladly give you as much help 
as you need in engineering your setup. He may be 
able to make valuable suggestions which will result in 
savings of time, money, effort, or in a better product. 





Once your equipment goes into the field, Allis- 
Chalmers nationwide network of Certified Service 
Shops assures fast service wherever the user may be, 
relieving you of part of your service problem. 

Allis-Chalmers OEM pumps are available from 
strategic stocking points all over the country. Con- 
tact your A-C District Office for details on how to 


ye x expedite pump selection and ordering, or write Allis- 
:. - ¢ Chalmers, Milwaukee 1, Wis., for more information. 
A 475) 





ALLIS-CHALMERS “> 
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You'll find practical ideas 
on using—and saving with— 
rubber products 


the free 





“NEOPRENE 


NOTEBOOK’ 


Your free subscription to the “Neoprene Notebook”’ 

can prove extremely valuable. A case history may de- 

scribe a money-saving idea or method that you can 

adapt to your needs. An on-the-job report may show 

you how you can cut replacement and maintenance neoprene coatings. 
costs with neoprene—Du Pont’s chemical rubber. 

And you'll read articles packed with technical back- pag rr 
ground and engineering information to help you get new products Wke this 
the most out of rubber products. Start your free sub- shat atied Gee 
scription by mailing the coupon below today! red trek Rare, 


grinding-mill bolt 
sealer 





aia E. I. du Pont de Nemours & Co. (Inc.) 
ay e oO fae x ¢ a Re & Elastomers Division, PE-11, Wilmington 98, Del 
Please send me the free 


The rubber made by Du Pont since 1932 “Neoprene Notebook” regularly. 


Name _. Position 


Firm — 





- Address 
L BETTER THINGS FOR BETTER LIVING . . . THROUGH CHEMISTRY City 
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e A screwdriver and five seconds are all 
need to remove this new PLUG-IN relay for 
intenance Or replacement! 
That's big news in these days of “pushbutton” 
operations when even a few minutes of down- 
time can mean thousands of production dollars 


down the drain 


you 
normal inspection, ma 


Write tor Bulletin 8501 


Address Square D Company, 




















eers have sensed this 
n their contacts with 
and industrial plants 


Square D design engi- 
first 


Square D Field Engin 
ever-increasing problem i 
machine tool builders 
throughout the country. 
neers have followed through with this, the 
plug-in relay built specifically for machine tool 
use. Another example of design leadership! 


4041 N. Richards Street, Milwaukee 12, Wisconsin 
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TYPES 
(15 Amperes, 600 Volts) Heavy-duty 
co with parts 





Used as auxiliary 
controlling small, single phase 
motors or other light loads 











TYPE P 

(Roted 10 Amperes, 600 Volts) 

Totally-enclosed contacts make this 

type especially suitable for oper 
tions in dusty or linty locations 


TYPEA 

(10 Amperes, 600 Volts) Designed for 
-purpose applications in- 
volving normal operations 








TYPE D 
(Rated 10 Amperes, 600 
Volts) This new and 
most compact of all 

D relays is 
ideal for general- 
involving very 
limited space 

























































































































































































































































































+--+ Tr" 











































































































































































A SYLVANIA SPECIALTY 













0 Soke” nF alllin.* , 


_ GARR ES >. 





Special continuous plating proc- 
ess assures uniformity of wire 
composition in plating ranges 
from “‘flash” to 20% by weight. 
Composition can be tailored to 
give you the exact wire properties 
you want. 


What special properties do you want 





in a plated cold-drawn wire? 


Can a fine, cold-drawn wire with special properties 
help you improve product design or manufacture? 
Sylvania has “made-to-order” facilities to meet your 
exact requirements. Whatever your interests in wire, 
for mechanical or electrical use, Sylvania is equipped 
to produce a composite wire tailored to your product 
or production needs. 


Your composite can be plated or clad in numerous 
combinations of materials. A few of the composites 
being produced on a custom basis are: nickel on brass; 
copper on steel; silver on copper; and nickel on steel. 
Your wire can be plated in weights from “‘flash’”’ to 
20%: mechanized equipment keeps unit costs down 
and insures uniformity of composition. 


PARTS DIVISION D wo 


metal stamping special wire 


¥ SYLVANIA 


LIGHTING + RADIO + 


50 


ELECTRONICS 


Made-to-order composites is just one reason Sylvania 
has become a major supplier of fine wires. You can 
specify diameters from .250 to .002. Flattened wire is a 
Sylvania specialty, too, and can be supplied '-inch 
wide or less in many cross-sectional designs. 


Consult Sylvania on your next special-wire problem 
— whatever the nature of your product. 





New... | 
Wire Facilities Brochure— gives OR a 
full details on Sylvania’s wire and Sis iy 
ribbon production story. Write NTE a. 
for it. Address Dept. L33S AS == 


= — eH 


molded plastics 


precision dies 


Sytvania Evscrric Propucts Inc. 
1740 Broadway, New York 19, N. Y. 
In Canada: Sylvania Electric (Canada) Lid. 
University Tower Bldg., Montreal 


* TELEVISION + ATOMIC ENERGY 
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To manufacturers whose building 
products are competing for a place in the 
more than a million homes, farm build- 
ings, schools, apartments, office and pub- 
lic buildings that are going up this year, 
Revere Aluminum offers attractive new 
opportunities 

It offers the ultimate user the advantage 
of strong, light-weight products that are 
high in serviceability and attractiveness 
and low in their need of upkeep. It offers 
the manufacturer almost unlimited scope 
in design plus the competitive feature of 
ready workability for low-cost and 
fast production 

Revere Aluminum is available in the 


torms of tube, extruded products, coiled 


and flat sheet, circles, blanks, awning 
stock, bus bar, forgings, Lockseam tube 
rolled shapes, and foil. Revere Copper 
and Brass Incorporated, Founded by 
Paul Revere in 1801, 230 Park Avenue 
New York 17, N. Y 


REVERE KNOWS ITS A-B-C's 


ALUMinun BRAss COPPER 


ee 








Here’s why you can solve 

















Strong, lightweight, rustproof aluminum truck 
bodies like this are produced by Reynolds 
and furnished to a leading truck-trailer 
manufacturer in subassemblies. 


Complete assemblies (or subassemblies) like 
this aluminum telephone booth are economically 
and efficiently mass-produced by Reynolds 
Aluminum Fabricating Service. 











REYNOLDS @BaLuMINUM 


BLANKING + EMBOSSING + STAMPING * DRAWING «+ RIVETING * FORMING 


* BRAZING 
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production 


problems with 


SEMBLIES 


from REYNOLDS 


Write for your copy of the 24-page “Catalog 
of Facilities.” Get full details on the tremen- 
dous production facilities of Reynolds Alumi- 


num Fabricating Service. 


Watch “Frontier” on NBC-TV 
Sunday evenings 


FABRICATING SERVICE 


ROLL SHAPING 


TUBE BENDING 
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This gang drill is 
being used to 
fabricate truck body 
subassemblies. 
Reynolds offers over 
200 major pieces of 
production equipment 
in two plants alone. 


Aluminum truck 
bodies move along 
rapidly on this 
Reynolds assembly 
line. The 
manufacturer receives 
them in easy-to- 
handle 
subassemblies. 


Another assembly 
line photo taken in 
one of the more than 
30 Reynolds plants 
in 18 states. Here 
work is in progress 
on aluminum 
telephone booths. 


* WELDING 


Your most ambitious aluminum de- 
signs can almost always be put into 
action by Reynolds Aluminum Fabri- 
cating Service because Reynolds has 
the experience with aluminum and the 
facilities to produce complete assem- 
blies and subassemblies quickly, effi- 
ciently and economically. 


In addition to permitting greater design 
freedom, Reynolds tremendous fabri- 
cating facilities also help solve prob- 
lems of lack of machine capacity, space, 
capital for raw material inventory and 
other problems that can restrict design 
freedom and plant output. 


These Reynolds facilities, that make 
possible production of aluminum truck 
bodies, telephone booths and other 
major assemblies, include complete de- 
partments for embossing, stamping, 
drawing, riveting, forming, brazing, 
roll shaping, tube bending, welding, 
finishing and other operations using 
aluminum. 


Remember, too, Reynolds quality 
control from mine to finished product 
and Reynolds experienced design and 
engineering service go hand in hand 
with these facilities to assure you the 
most from your designs. 

For full details on aluminum assem- 
blies, subassemblies, semi-fabricated 
and finished parts, call the Reynolds 
office listed under “Aluminum” in your 
classified telephone directory or write 
Reynolds Aluminum Fabricating Serv- 
ice, 2051 South Ninth Street, Louis- 
ville 1, Kentucky. 


FINISHING 


IMPACT EXTRUDING 


=> 
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“THE RIGHT SPEED...THE RIGHT POWER” 




















GROWING WITH INDUSTRY SINCE 1910 





Undivided responsibility 
for design and manufac- 
ture of all parts. 


One continuous motor and 
worm shaft used to obtain 
perfect alignment and to 
prevent oil seal leakage. 


anette gives you these sect tnd. sunnnniil 


between motor and worm 
to cause wear and reduce 


“ALL INONE” \"" 


advantages: 


Motor ventilation is de- 
signed for blowing air over 
the gear box for additional 
cooling. 


Motor, gears, shafts and 
bearings are designed as 
a balanced unit for bal- 
anced performance. 


Correct balance of torque 
between motor and gears 
results in the right speed 
and output torque. 











Extra capacity bearings 

used to take the end thrust 

_. of the worm and to give 

er. . ; a ll longer bearing life. 


JANETTE GENERAL OFFICE 
AND ENGINEERING BUILDING 














DRIVE RIVETS ... installed 
with only « hammer 


Make menag shew easy as nailing; 
a one man job out of a two mar 
operation. For blind or access 
applications. Fasten metal-to-metal 
or metal-to-wood. Installation is 
quick, easy. Just hit the rivet pin 

Pat. No. 2,640,618 with a hammer. 


WIDE-TOLER ANCE QUICK 


When do you == 


Ample length tolerance permits 

one size to cover wide variations 
° in metal thickness and spacing. 

; Simplify stock requirements by 
S ow | OG, eliminating assortment of fastener 

sizes to accommodate variations 

in thickness. Floating screw 

assembly solves alignment 

problems. Easily installed. 


design tasteners ? 


. 


DOOR FASTENERS ... with 
adjustable grip 


Accommodate variations up to 
% inch in engaging distance. 
' Grip pressure adjusted by simply 
When they lower production costs. turning the knob. Pre-assembled 
unit is easily and quickly installed. 
- c Two head styies—fiush or projecting. 
Southco Fasteners are designed for specific, 


not general, requirements to reduce 


installation time, to do a better job. DOOR SPRINGS ... hold 
doors open and shut 


Good for the life of the assembly. 
Hold doors both open and 
Southco engineers are available closed. Spring tension prevents 
; rattle. Minimum space required. 
° -\vailable in coil or leaf springs. 
to help you select the right fastener for 


your particular needs. Write for the 


Southco Fastener Handbook. 
DOOR LATCHES eee installed 


Southco Division, South Chester Corporation, in seconds 


g . Low-cost, rugged, installed with 
236 Industrial Highway, Lester, Pa. unbelievable speed. Provide 
" positive locking wherever used. 
© 1954 Two types—handle or flush-head. 


PERMANENT STEEL 
THREADS IN WOOD 


Anchor nuts provide threads for 
metal screws, bolis, studs. 
Permit quick attachment or 
«§ removal of parts as many times as 
4 : - required. Expansion takes place 
FASTENERS inside wood, wood laminates or 
composition materials; nothing 
- projects to mar finished surfaces. 
OFFICES IN PRINCIPAL CITIES Can't twist or pull out. 
Installation is easy. 


WHEREVER TWO OR MORE PARTS ARE FASTENED TOGETHER; STANDARD AND SPECIAL DESIGNS FOR IMPROVED PERFORMANCE AND LOWER PRODUCTION COSTS 
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From the collection of Lewis Winant, New Jersey Arms Collectors Club. Maker: 


Le Conte, Paris, France, 1758-1763. An 11-by-14 inch print of this illustration 
with part and lettering omitted is available free on request on company letterhead | 


In producing this cam of sintered iron powder, Bound Brook competed 


directly with other forms of metal fabrication — and emerged victorious. 
Bound Brook’s knowledge and experience with powder metallurgy com- 
bined the plus values of uniform density, consistent dimensional accuracy, 
good surface finish and high speed production to create a superior part at 
moderate cost. Whenever you are challenged with a metal-fabrication prob- 
lem which is not easily solved by conventional metal-working methods 
why not call in your Bound Brook Man? There’s no obligation for inquir- 
ing—and, in conjunction with your engineers, he could produce a winner! 


BOUND BROOK 


BOUND BROOK OIL-LESS BEARING CO ST. 1883, BOUND. BROOK, N 
‘ ‘ 
LCHZEXT lA 


POWDER METALLURGY BEARINGS + PARTS 











In a few weeks, Parker-Kalon will move to its 
new plant in Clifton, New Jersey (about 10 miles 
from New York City). This modern building, 
containing 267,000 square feet on one floor, is 
one of the largest plants devoted exclusively to 
the manufacture of fasteners. 


It is planned for the highest efficiency and 
economy in all operations, with production keyed 
to the steadily increasing demand for P-K Fasten- 
ers throughout industry. Advanced facilities for 
engineering and research will accelerate P-K 
progress in development of new and improved 
fasteners. 


Now, more than ever, you can be sure... “If 
it’s P-K .. . it’s O.K.!” 





- . 





PARKER-KALON DIVISION General American Transportation Corporation, Clifton, New Jersey 
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SELF-TAPPING SCREWS STAPS SOCKET SCREWS SCREWNAILS MASONRY NAILS WING NUTS THUMB SCREWS 
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SMALLER, LIGHTER DESIGN—as much as MYLAR* INSULATION (right): 35 times ALL-ANGLE OPERATION—lubrication is 
40% smaller and 50% lighter—speeds as- the moisture resistance, 8 times the di- sure and protective when mounted in any 
sembly and cuts product shipping weight. electric strength of paper insulation (left). position; no need for costly specials 


MOTOR Ol 3 


EASY CONNECTION terminals are close MOUNTING VERSATILITY—with resilient DOUBLE LUBRICATION LIFE—50% more 


to cover plate; speed-nut welded inside or solid cradle bases, you can rotate any oil capacity and more efficient oil reten- 
shell for fast connection from outside. G-E motor to meet your design needs. tion system cut G-E motor maintenance. 


*DuPont trade-mark 











are available now in ratings you need 


Act today to cut YOUR costs on material, assembly, shipping! 


You have the opportunity to save now with smaller, 
lighter fractional-hp motors. General Electric, which 
pioneered these advanced motors three years ago, now 
offers prompt delivery on more than 850 basic models 
including the right motors for your products. 


IMPROVED PRODUCTS—plus savings in material, 
assembly, and shipping—await your conversion to 
these ‘“‘years-ahead’”’ G-E motors. For example: a com- 
pressor builder cut over-all manufacturing costs 25%. 
A pump manufacturer doubled sales of his streamlined 
product. A third manufacturer has reduced his shipping 
costs by 35%. 


PROVED PERFORMANCE of smaller, lighter G-E motors 


Progress /s Our Most /mportant Product 


GENERAL @@ ELECTRIC 


on nearly 4,000,000 products demonstrates the superi- 
ority of the features listed at left. 


TO HELP YOU realize all these benefits, G.E. offers 
application aid from engineers who have helped apply 
these advanced motors to all types of products. 


WHY WAIT? Prompt delivery of the G-E motors you 
need can help you carry out a quality-boosting, cost 
cutting program on your products without delay. For 
full information, including case histories of actual cost 
savings with G-E fhp motors, contact G-E 
Apparatus Sales Office today. Or write Section 702-23, 
General Electric Co., Schenectady, N. Y. 


your 


ON NEXT PAGE 
3 examples of 


Tamme lailels 





G-E motor benefits 


HOW SMALLER, LIGHTER G-E FHP MOTORS HELP 


IMPROVE YOUR PRODUCT PERFORMANCE ” 


OR ee We, a) Ce Oe 


» 














G-E BRAKE-MOTORS, |; to °4 hp, pro- “PACKAGED” G-E GEAR-MOTORS for THREE-QUARTER MOTORS save space, 





vide positive braking or holding for over- conveyors, hoists, etc., are the most provide compact, lightweight power for 
head doors, small elevators, etc. Brake compact low-speed drives available. In- “built-in” applications on cranes, hoists, 
adjustment, usually unnecessary, is sim- stallation is fast and simple. Only mainte- etc. High-torque performance assures 
ple. Combined manual release and wear nance normally required is infrequent ability to easily start and run heavy 
indicator is easy to operate, permits lubrication. Concentric- or right-angle loads. Single-phase motors available for 


visual inspection. Bulletin GEC-1273. shaft, '4 to 34 hp. Bulletin GEA-6133. instantly reversing operation. '; to *4 hp. 


‘+ 





50% LIGHTER WEIGHT of “‘years-ahead”” G-E motors makes in- SMALLER SIZE of G-E motor helps you build a more compact, 
stallation much easier. Valuable space is saved because of 40% lighter-weight product. All-angle operation gives you greater 
smaller size. Doubled lubrication life minimizes maintenance in design flexibility without special motors. Absence of high-pitch 
hard-to-reach places. Available for all types of doors and control noise in the magnetic circuit means extra-quiet operation. 
systems. 14 to *4 hp. See Bulletin GEA-5567. Complete line \% to 34 hp. Bulletin GEA-5567. 


FOR FULL INFORMATION on these and other G-E fhp motors, contact your nearby G-E Apparatus 
Sales Office. And write for Bulletins listed to General Electric Co., Sect. 702-23, Schenectady, N. Y. 


GENERAL @@ ELECTRIC 





























Adjustable 
Output/Cap. 





ALEMITE 


Accumatic 


lets you design automatic, fool-proof lubrication 
right into any machine — simply, economically . . . offers 
the operating savings industry will buy! 


When a machine is designed with multi- 
ple lubrication fittings that require man- 
ual attention, the user of that machine is 
sure to encounter a number of problems. 
People being what they are, some bear- 
ings will be neglected, others over- 
lubricated. Further, hand lubrication is 
costly and valuable production time is 
lost when machines must be shut- 
down for lubrication. 

You avoid all of these troubles 
with the Alemite Accumatic. This 
amazing valve fits directly on bear- 
ings— meters an exact shot of oil or 


grease automatically—at pre-determined 
intervals— while the machine is in opera- 
tion! Time, production and maintenance 
costs are cut to the bone! With all these 
advantages, it is small wonder that 95% 
of all major plants buying machine tools 
specify centralized lubrication. 

The Alemite Accumatic system is sim- 
ple to design and build into any machine. 
Automatic Accumatic Systems assure 
you positive, low-cost lubrication. Find 
out about these automatic systems now 
See the savings, the efficiency they add 
and you too will specify Accumatic! 


Tyre i 
TUBING ACCUMATIC 


HAND 


ruMmP 


Offers All These Advantages! 


© Eliminates shut-down time for lubrication. Adds 
productive time to machine output. 


® Seals completely against dirt, grit, water all the way 


from “Barrel-to-bearing.” 


@ Prevents bearing troubles due to neglect or use of 
wrong lubricant. 


INDICATOR Swive 


© Services all bearings — including those inaccessible or dangerous 


— in one operation. 


@ Avoids work spoilage and bearing repairs due to over-lubrication. 


Factory-tested — field proved 
Exhaustive, in-the-field tests show no 


appreciable variation in the amount of lubricant 
discharged after 73,312 lubrication cycles — 
equal to 122 rears of twice-a-day service! 


ALEMITE 


REG. U 5S. PAT. OFF 
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ALEMITE, Dept. T-115 
1850 Diversey Parkway, Chicago 14, Illinois 


Please send me my free copy of the Alemite Accumatic Catalogue 
ond Engineering Dota Book 


Nome 
Company 


City 


1955 
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Harnessing 


* 


ew ili 
— 7 - 
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A temperature of 215° F. is just too hot to 
handle, no matter where you find it. Yet 
today’s wall-type room heater must operate 
at just such a temperature inside, while 
staying cool enough on the outside so that 
even a child can touch it in perfect safety. 
What’s behind this bit of modern insulation 
magic? A 3M product called EC-226—the 
versatile adhesive you see in action above. 
Applied quickly and easily by spray, EC- 
226 has “quick strength” .. . takes a gentle 
grip on the insulation immediately upon 


’ 


‘ 


' 


y! 


See what adhesives are doing today! ‘st 


heat for safety’s sake 


contact, simplifying the manufacturer’s as- 
sembly operation. Then the adhesive dries 
to form a lasting bond that keeps the insula- 
tion at its cooling job—without a slip 
despite the boiling-hot temperatures gener- 
ated inside the heater. 

See what adhesives can do for you... 


Call upon 3M research for the solution to 
your specific design or production problem. 
Call an expert, your nearest 3M Field Engi- 
neer—or write for further information to3M, 
Dpt. 411,417 Piquette, Detroit 2, Mich. 


ADHESIVES AND COATINGS DIVISION MINNESOTA MINING AND MANUFACTURING COMPANY 


417 PIQUETTE AVE., DETROIT 2, MICH. © GENERAL SALES OFFICES: ST. PAUL 6, MINN. © EXPORT: 99 PARK AVE., N.Y. 16, N.Y. © CANADA: P.O. BOX 757, LONDON, ONT. 


MAKERS OF “SCOTCH" BRAND PRESSURE-SENSITIVE ADHESIVE TAPES @ “SCOTCH” BRAND SOUND-RECORDING TAPE @ “SCOTCHLITE” BRANC 
ane. eB nT Ore nas. v6 oy. oor San. ©. ©. oat. ore 


REFLECTIVE SHEETINGS @ “3M" ABRASIVE PAPER AND CLOTH @ “3M” ADHESIVES AND COATINGS @ “3M" ROOFING GRANULES @ “3M" CHEMICALS 
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Oakes mixing machine for 
continuous mixing of raw 
materials in the rubber and 
chemical industries. 


Clese-up of Allen-Bradley 
automatic motor control panel. 


Service-tested Components for 
Automation Control Panels 


Reversing 
Switch 


Solenoid 
Relay 


Pressure 
Switch 


















SALES VALUE for YOU 
in the A-B TRADEMARK 


Time has established the A-B trademark as the sign 
of Quality in motor controls. It is so recognized by 
the buyers of your motorized machines. So, why 
not standardize on Allen-Bradley controls. 

Years and years of trouble free service in every 
conceivable industry has proved conclusively that 
A-B controls are a real sales asset to any machine. 
You just cannot beat Allen-Bradley controls for sim- 
plicity in design... your guarantee for reliable 
and consistent performance. 

Whether you need a single starter or an all- 
inclusive special control panel, call in your nearest 
Allen-Bradley sales engineer. Let him recommend 
the components that will assure the most continuous 
output from your machines. 


Allen-Bradley Co., 1316 S. Second St. 
Milwaukee 4, Wisconsin 


in Conada—Allen-Bradley Canada Ltd. 


Galt, Ont. 
aN\ 





ra 





QUALITY 








_. HIGH & LOW VOLTAGE 
— STARTERS — 


. 


ae 


—> 


' 


lf 
ix ll 
DT 


BIG STARTERS for big motors... for 220-440-550 
volts... for 2000 to 2500 volts... and for 2501 to 
4600 volts... are catalog listed units in the Allen- 
Bradley line. Illustrated below is a limited variety 
of starters for squirrel cage, wound-rotor, and syn- 
chronous motors. Starters for manual or automatic 
operation are available. Starters for 600 volts or 
less are available in ratings up to 600 hp. High 
voltage starters are rated up to 1500 hp. 

Write for a copy of the Allen-Bradley Handy 
Catalog in which all varieties of “big starters” are 
listed. It is also a handy buyer's guide on the latest 
developments in controls and accessories. 


sl 
e 





Allen-Bradley Co., 1316 S. Second St. 
Milwaukee 4, Wisconsin 
in Canada 
Allen-Bradley Canada Ltd., Galt, Ont. 


AL -BRADLEY 


Machine operator 

See Sheree SOLENOID MOTOR NTROL 
with Bulletin 640 man- 

val velvet smooth re- 

sistance starter. Start- > QUALITY 

ing jolts are eliminated. 


A FEW OF THE BIG STARTERS IN THE ALLEN-BRADLEY LINE 





Bulletin 761 auto- Bulletin 906 across- 
matic wound-rotor the-line synchronous 
motor starter motor starter 


Bulletin 646 manual Bulletin 740 auto- Bulletin 742 auto- Bulletin 746 auto- 
autotransformer type matic reduced volt- matic starter — velvet matic autotrans- 
starter age motor starter smooth acceleration former type starter 





Bulletin 906 high Bulletin 914 reduced Bulletin 922 low volt- Bulletin 922 high Bulletin 1109 high Bulletin 1146 high 
voltage synchronous voltage across-the- voltage squirrel- 


voltage synchronous voltage synchronous age synchronous 
motor starter motor starter motor starter motor starter line starter cage motor starter 


9-S5-MR 











You'll find it all here... 


The information you need when 
designing for high strength steels 


OZ new “Design Manual for High Strength 
Steels” is ready for distribution. Here are 174 
pages of practical, authoritative information that 
you will find invaluable in designing your prod- 
uct for greater economy and efficiency by the 
sound use of high strength steels. No designer 
should be without it. 

This excellent book covers in detail the prob- 
lems of tension, compression, shear, beam stress, 
deformation and deflection. It fully describes the 


fundamental characteristics of low-alloy high 
strength steels, shows you how to design against 
corrosion, describes the application of formed 
sections. Complete with tables, formulas, and 
basic data covering this important field of design. 
o + ~ 

For your free copy, write on your company 
letterhead giving your title or department, to 
United States Steel Corporation, Room 5013, 525 
William Penn Place, Pittsburgh 30, Pa. 


UNITED STATES STEEL CORPORATION, PITTSBURGH + AMERICAN STEEL & WIRE DIVISION, CLEVELAND + COLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO 


WATIOWAL TUBE DIVISION, PITTSBURGH + TENNESSEE COAL & IRON DIVISION, FAIRFIELD, ALA. 


UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


USS HIGH STRENGTH STEELS 


USS MAN-TEN . 


U NT F.& 0 


Product Engineering — November, 1955 


USS COR-TEN . 


STAT 23 





USS TRI-TEN 


ee ee tae 





UNITED STATES STEEL SUPPLY DIVISION, WAREHOUSE DISTRIBUTORS 











~ 3B. Goodrich RIVNUTS replace — 


A nuts—cut assembly costs 50% 





B. F. GOODRICH RIVNUTS provide a 
firm, accurate nut plate in one, quick 
operation. Nuts, welding, tapping and 
clinching are eliminated. 

In the street light application illus- 
trated, it used to take two men to fasten 
the arm bracket to the pole with nuts 
and bolts. Then Pfaff & Kendall, world’s 
largest supplier of tubular aluminum 


poles, redesigned the unit to use Rivnuts. 
Now one man does the job in the same 
amount of time. 


At the factory, (top left) a worker 
installs the Rivnuts in the aluminum 
pole in seconds. In the field, the assembler 
slips the slotted part of the arm bracket 
over a bolt screwed halfway into the 
lower Rivnut. Resting the arm on this 














bolt, he screws the top two in place; 
tightens all of them (middle photo- 
graph). Tests show that the pole or arm 
bracket will fail before the Rivnuts. 

If you're looking for a fastener that 
can help you cut costs, get more infor- 
mation on Rivnuts or engineering help 
by writing: The B. F. Goodrich Com- 
pany, Dept.PE-115, Akron, Ohio. 





if you have fastening jobs like these, 
get B. F. Goodrich RIVNUTS 





ELIMINATES BRAZING! Rivnuts 
with closed end (B) are installed 
in one-tenth the time it took to 
braze nut plotes on oil reservoir 
tanks. Leaking, warping and 
thread cleaning are eliminated 
(A). Spacer head (C) positions tank 
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~ =%" PLYWOOD 


FASTENS PLYWOOD TO STEEL! 
Easier to install than wood or 
self-tapping screws, Rivnuts fasten 
plywood walls to tubular steel 
sections in trailers. No wood 
filler needed. 
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ELIMINATES REINFORCING PLATE! 
In assembly of vaporizers, Riv- 
nuts do away with reinforcing 
plete, don’t turn under torque, 
hold flange securely without 
bending. Result: less assembly 
time, fewer parts, better product. 
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GIVES 6 CLEAN THREADS IN WOOD! 
Special Rivnut for solid fastening 
ir wood eliminates wood screws, 
provides 6 metal threads for at- 
tachment bolt. Bulge formed by 
upsetting holds Rivnut fast. 
Splined shaft keeps it from turning. 











SEND NOW FOR 
FREE RIVNUT 
DEMONSTRATOR 







Demonstrates with mo- 
tion how you can use 
Rivnuts to fasten TO 
and fasten WITH. Ex- 
plains construction, 
simplicity of installa- 
tion. Get your free 
copy today by writing 
to: The B. F. Goodrich 
Company, Department 
PE-115, Akron, Ohio. 


B.E Goodrich 


IVNUT 


The only one-piece 
blind rivet with threads 
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USS , yy 
is used here 








because of 


... Its great strength 
... Its ease of fabrication 


High speed tire, brake, and wheel 
testing machines like the one shown 
here, manufactured by Adamson 
United Company, Akron, Ohio, a 
subsidiary of United Engineering 
and Foundry Co., are used to prove 
out aircraft landing gear. The gigan- 
tic flywheels on these machines sim- 
ulate the speed and inertia of an 
actual airplane during landing and 
take-off. 

Until a short time ago, testing 
machines were built to rotate at pe- 
ripheral speeds up to 250 mph. But 
when the aircraft industry spread 
its wings, faster testing machines 
were needed. The new machines had 
to rotate at speeds as high as 300 


UNITED STATES STEEL CORPORATION, PITTSBURGH 
TENNESSEE COAL & IRON DIVISION, FAIRFIELD, ALA. 
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mph—and stay in one piece. They 
had to be extremely strong . . . light- 
weight . . . and easy to fabricate. 

That’s when USS “T-1” Steel en- 
tered the picture. 

For flywheels rotating 300 mph, a 
steel of extremely high tensile 
strength was needed to withstand 
the tremendous stresses generated. A 
steel permitting the greatest strength 
for the thinnest section was needed. 
And, above all, the steel had to be 
capable of developing full 100% 
weld strength. 

USS “T-1” Steel more than met 
all Adamson United’s requirements. 

Other steels could have provided 
the strength and met the weight re- 


UNITED STATES STEEL EXPORT COMPANY, HEW YORE 
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‘ROUND AND ‘ROUND the flywheel goes, at a 
speed of 300 mph. Suddenly, an aircraft wheel as- 
sembly rams against it, with the impact of a loaded 
airplane. The tire squeals, the brake is applied, and 
in just 20 seconds the wheel stops. A real rugged 
test—both for the wheel assembly and for the steel 
in the flywheel. USS “T-1” Steel passed the test. In 
fact it is the best steel that could be used for this 
high speed application. 


quirements. None but “T-1” pro- 
vided these and good weldability too. 


UNIQUE PROPERTIES—““T-1” Steel’s 
unique combination of physical 
properties has solved many similar 
problems. ““T-1” can be welded satis- 
factorily without pre- or post-heating 

it can be welded either in the shop 
or field. Always, it provides great 
tensile strength (105,000 psi mini- 
mum with yield strength of 90,000 
psi minimum), phenomenal tough- 
ness and excellent abrasion resist- 
ance. Write for full particulars. 
United States Steel, Room 5016, 525 
William Penn Place, Pittsburgh 30, 
Pennsylvania. 


SEE The United States Steel Hour. It's a full-hour TV program presented every other week by United States Steel. Consult your local newspaper for time and station. 


* COLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO 
UNITED STATES STEEL SUPPLY DIVISION, WAREHOUSE DISTRIBUTORS 
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: - Light press 
“FLOATING p ure 
neutral no POSITIVE 


_ heating or drag engagment 


The above line drawing illustrates a single MAXITORQ Clutch arranged for single 
V-belt drive with a special sliding beveled shifter sleeve acting as a light brake. 


Yes, there are many types of MAXITORQ .. . single, double, overload release 

. . to meet every installation need. Get our comprehensive technical data .. . let 
our engineering department help you work out special drive problems. Write or 
phone: Dept. PE-11, The Carlyle Johnson Machine Company, Manchester, Conn. 


Yelle MAXITORQ 


SscJsSs 
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You can save machining costs 


with special sections-rolled or extruded 
of USS STAINLESS STEEL 






If your product calls for intricate 
shapes from Stainless Steel, it will - 
pay you to investigate the economy : 
of purchasing these shapes from 
United States Steel instead of 
. machining them yourself. 
Working with special dies and 
rolls, United States Steel has fur 
nished vast quantities of special sec- 
tions to the aircraft industry and 
others. Well-developed techniques, 
high quality and growing capacity 
are at your service. 
As you can see from the sections 
shown here, we have rolled and ex 
truded extremely intricate shapes. 
Perhaps we can produce the Stain 
less Steel special sections you need 
faster and cheaper. 
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Our salesman will be glad to 
quote. 


UNITED STATES STEEL CORPORATION, PITTSBURGH 
g AMERICAN STEEL & WIRE DIVISION, CLEVELAND 

COLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO 

SHEETS - STRIP - PLATES - BARS - BILLETS - PIPE - TUBES - WIRE - SPECIAL SECTIONS NATIONAL TUGE DIVISION, PITTSBURGH 
TENNESSEE COAL & IRON DIVISION, FAIRFIELD, ALA 

UNITED STATES STEEL SUPPLY DIVISION 

WAREHOUSE DISTRIBUTORS 
UNITED STATES STEEL EXPORT COMPANY, HEW YORK 
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“PROTECTION AGAINST SLIPPAGE is the main reason why we use Phillips screws 
at Piper Aircraft,’ says the methods engineer. A slip of the driver in this 
photo could cause the spinner to be taken off and repainted. But there is no 
fear of slippage because Phillips drivers securely seat themselves. 
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*, THE FASTENERS OF TODAY... 
- AND OF THE FUTURE 
M marks the spot 


the mark of extra quality 
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Allmetal Screw Products Company, Inc. « American Screw Company « Atlantic Screw 
Works, Inc. « The Blake & Johnson Co. « Central Screw Company « Continental Screw 
Company « The Eagle Lock Company « Elco Tool and Screw Corporation « Great Lakes 
Screw Corporation « The H. M. Harper Co. « The Lamson & Sessions Company 
National Lock Company « The National Screw & Manufacturing Co. « Parker-Kalon 
Div. General American Transportation Corporation « Pheoll Manufacturing Company 
Rockford Screw Products Company « Scovill Manufacturing Company « Shakeproof 
Division Illinois Tool Works » The Southington Hardware Manufacturing Company 
Sterling Bolt Company + Universal Screw Company « Wales-Beech Corporation 











SWIFT, SURE 
ASSEMBLY 


... With Phillips 
Cross-Recessed-Head Screws 















“SWIFTER ASSEMBLY, more contact and driv- 
ing power with Phillips screws have enabled 
us to use production methods which were im- 
possible with other type screws,”’ says the 
general manager of Tracy Kitchens. Shown 
here is a closeup of 6-32 x %” Phillips flat 
head screws securing the door of an under- 
sink cabinet. 


—— ~f Jy, 


“A BETTER LOOKING FIXTURE is obtained by 
the use of Phillips cross-recessed-head screws 
on our 8-Tone chime,” says the chime en- 
gineer of Nutone Incorporated of Cincinnati, 
Ohio. “‘If screws must be used on the exterior 
of any unit, I definitely feel Phillips recessed 
head screws are the very best choice.” 























From a dream-world marriage of 


mathematics and electronics...tomorrow’s oil seals today 


_ 


Looks simple, doesn’t it—the oil seal pic- 
tured here. Actually, it’s a precision assem- 
bly of high tolerance parts, each the product 
of painstaking engineering. 


One such part is the unseen but vital tension 
spring behind the sealing lip. Thousands of 
these springs—all different—are needed in 
the broad line of National Oil Seals. Each 
spring must have exactly the size, coil 
diameter, tension, spring rate, and heat treat 
required for the oil seal it fits. 


Done the conventional way, calculations of 
characteristics for thousands of springs 
would take months. So, National Oil Seal 
Engineers developed new mathematical 
methods which, in combination with Univac, 
permit specifications to be determined at 
speeds up to 150 per minute. 


This fortunate marriage of mathematics and 
electronics is another example of efficient, 
“future” National Oil Seal engineering—and 
another reason why National consistently 





brings you tomorrow’s oil seals today. 


NALICNAL 


OIL & GREASE SEALS 


O-RINGS _SHIMS 
® 


New Sealing Lip Design. Recent development of NMB 
Engineering is new lip design. New features include long, 
thin lip section and small coil diameter tension-spring. 
Contact on shaft is light, yet effective sealing is maintained 
throughout long service life. 


NATIONAL MOTOR BEARING CO., INC. 


General Offices: Redwood City, California 
Plants: Redwood City, California and Van Wert, Ohio 
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d STOMARVINOL cess 


broaden your choice of 
PVC processing qualities 








MARVINOL | 
VR-10 








Description General Purpose. 


Film Calendering. 


Cold, dry premix for 
calendering film and 
sheeting. 





Special Features Highest molecular 
weight. Low deformation 
at highest temperatures. 
Very fast mill or 
Banbury mixing. Good 
for foaming and 
dispersion applications. 
Good for blown 
extruded film. High 
speed extrusion. 


Medium molecular 
weight. Recommended 
primarily for 
calendered film. 
Behaves well in hot or 
cold premixes. High 
bulk density for large 
Banbury charges. 


High molecular 

weight, cold, dry 
premixing resin. 

Leaves mixers clean, 
minimizing color 
changeover problem. 
Recommended primarily 
for calendering film, 
sheeting and coated 
fabrics. 








Resin Properties 0.52 0.38 0.44 
Specific Viscosity 
Average Apparent Density, % 32 22 
Ibs /cu. ft. 
F 6 32 11 

Average Particle Size, microns 

Solubili 20 37 31 
Acetone olubi ity 1.40 1.40 1.40 
Specific Gravity 
Compound Properties* 
(100 parts resin, 
50 parts DOP) 
Shore “A” Hardness 82 78 80 
Tensile Strength, psi 2900 2600 2800 
Ultimate Elongation, % 340 360 360 
100% Modulus, psi 1475 1300 1425 
Tear Strength, Ibs/in. 480 430 460 

















MARVINOL DATA REQUEST FORM 

NAUGATUCK CHEMICAL, 

Div. United States Rubber Company, Naugatuck, Conn. 
Please send Technical Data on Marvinol resins checked at right. 





H [} VR-10 

NaM@.cccccccccscoccccecess Tifle. cccccccccsce 5 ve.20 

[) VR-21 

Company..«sseees Se cccccccccccccccccccosese H vez? 

eocccccccceccccoce ecoss UW 

Address..... neeetoes Hwee 

Cit cccce cpeanenee hen eee f) VR-50 
[-}] Do (£) Do not) have your Technical Representative call on me. PE 





*Compound properties shown above are intended 
primarily for comparison with other Naugatuck 
resins, all of which are tested on the same equip- 
ment. Comparison with similar figures on resins of 


other manufacturers can be very misleading, since 
values obtained with different testing equipment 


may vary widely, even though the same methods 


are used. 
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HERE'S the current family of MARVINOL vinyls, indus- 
try’s most complete line of straight polyvinyl chloride 
resins! Whatever your processing equipment . . . what- 
ever your end product, there’s a MARVINOL resin 
ideally suited to your needs! 

For instance, do you want an easy-processing calender- 
ing resin designed especially to permit lower temperature 
operation? Then choose the new MARVINOL VR-24. 
If you're looking for a dispersion resin that readily stirs 


into plasticizers, there's the new MARVINOL VR-5O. 
If it's a good electrical grade resin you need, MARVINOL 
VR-22 is approved by Underwriters’ Laboratories, Inc. 

Faster calendering? Larger Banbury charges? Easier 
dry blending? Choose the right MARVINOL® resin and 
they are yours! 

May we send you Technical Data Sheets on any of 
these outstanding PVC resins? There's a form below for 
your convenience. 
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Electrical Grade. 
Hot, dry blend for 


extrusion. 








MARVINOL 
VR-50 








Easy processing and 
calendering. 


Cold, dry premix for 
coated fabrics, film, 
sheeting and 
calendering. 


Paste Dispersions. 





with high bulk density 
for large Banbury 
charges. Excellent hot, 


for extruder feed; 
reduces mixing cycles. 
Approved by 
Underwriters’ 
Laboratories, Inc. for 
electrical applications. 


High molecular weight 


dry blending properties 


Low molecular weight 
with high bulk density, 
designed for low 
temperature 
calendering. Can be 
hot dry-blended. Can 
be used in semi-rigid 
compounds. 


Medium molecular 
weight, low bulk 
density. Minimizes 
mixer clean-out 
problems. Mills and 
Banburys rapidly. 
Particularly good for 
most phases of 
calendering: film, 
inflatables, sheeting 
and coated fabrics. 
May be heat sealed. 
Excellent for injection 
molding. 


Stirs into plasticizers 
readily to form pastes 
of good shelf life and 
excellent viscosity 
characteristics, for 
cloth-coating, dipping, 
slush molding, film 
casting, spraying and 
rotational molding. 
Makes excellent 
organosols. 





0.38 


21 
15 
46 


0.50-0.52 


15-19 


1.40 











77 
2200 
270 
1300 
370 





78 
2800 
350 
1450 
410 





Physical Properties 
6 mil Film, 380° F. 
(100 parts VR-50, 
66.6 parts DOP) 


Tensile, psi 2700 
Elongation, % 280 
100% Modulus, psi 1300 





Naugatuck 


Chemical 








Division of United States Rubber Company 


Naugatuck, Connecticut 
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BRANCHES: Akron « Boston « Gastonia, N.C. « Chicago « Los Angeles « Memphis « New York « Philadelphia « IN CANADA: Naugatuck Chemica 
Rubber Chemicals « Synthetic Rubber + Plastics * Agricultura! Chemicals « Reclaimed Rubber + Latices * Cable Address: Rubexport, N. Y. 


Elmira, Ontario 





This fastener 
works 
through thick and thin! 





Spring-Lock—the easy-to-use removable fastener for mod- 
ern designs— works whether panel thicknesses run over 
or under specifications! Spring wire deflects automatically 
to handle greater or lesser thicknesses. Spring-Lock’s de- 
sign flexibility makes it more than a fastener: it can be 
adapted as a shelf support, door strike, knob or any 
similar panel-mounted device. Many standard shapes and 


sizes of Simmons Spring-Locks are available from stock. 


SIMMONS FASTENER CORPORATION 
1751 North Broadway, Albany 1, New York 


QUICK-LOCK 

r SPRING-LOCK 
IMMons | sss 
LINK-LOCK 
) DUAL-LOCK 








JUST OUT 
NEW 36-PAGE CATALOG WITH APPLICATIONS 





1. Insert fastener. 2. Half-turn locks it in place. 


With production costs on the uptrend, you can 
figure on Spring-Lock as an assembly time 
and money-saver, because: 


@ Installation is BLIND 


@ Installation is EASY: no special tools are 
needed 

@ Installation is QUICK: a half-turn locks it 
in place 


@ Installation is SECURE: the spring steel 
locks the fastener, resists vibration 


Send for details and samples, or write us about 
your fastening problem. 
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Your order of... 


TIMKEN’ 52100 steel 
tubing 
goes from here 


OT a rush hollow parts job? Phone, wire or 
write the Timken Company. We'll ship you 
less-than-mill quantities of 52100 steel tubing from 
mill stock within 24 hours after receiving your order. 
It’s the ideal steel for many of your hollow parts jobs. 
Besides saving you time, Timken® 52100 steel tub- 
ing can save you money. It can be substituted for 
more expensive steels. It’s through-hardened in 
moderate sections and can be heat treated to file 
hardness and tempered back to any desired point. 
Available in sizes from 1” to 10%", Timken 52100 
steel is especially suited for hollow parts jobs like 


YEARS AHEAD —THROUGH EXPERIENCE AND RESEARCH 


SPECIALISTS 
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eee to here 
within 24 hours! 


aircraft parts, ball bearing races, pump parts and 
plungers, collets, bushings, spindles, grinding ma- 
chine parts, and precision instruments. 

As America’s pioneer producer of 52100 steel, 
the Timken Company has unequalled experience, 
assuring you of uniform quality from tube to tube 
and heat to heat. And we're the only company that 
makes 52100 steel in tubes, bars and wire. 

For fast delivery of your less-than-mill quantity 
orders, pick up your phone right now. Call The 
Timken Roller Bearing Company, Steel and Tube 
Division, Canton 6, O. Cable address: ““TIMROSCO”. 


TIMKEN 


STEEL 


IN FINE ALLOY STEELS, GRAPHITIC TOOL STEELS AND SEAMLESS TUBING 


=—- 


/> 





Twice the life of materials previously used is 


reported for this group of Ni-Vee bronze half bearing 
castings used in the first six or eight rolls each side 
of rollout table on large reversing mills. Ni-Vee type 


bronze castings are used for various heavy duty steel mill 
maintenance jobs. Castings 
produced by A. W. 
Pittsburgh, Pa. 


shown on this page were 
Cadman Manufacturing Company, 
under their trade name “NICUITE.” 


NI-VEE bronzes double life of parts in 
rollout tables and other mill machines 


STRENGTH UP TO 90,000 psi and 
high resistance to wear, impact 
and galling characterize Ni-Vee 
bronzes. 


compositions. 


Other advantages include easy 
castability, low shrinkage, pres- 
sure tightness, fine grain, economy 
and versatility. 

Containing 5 per cent nickel and 
5 per cent tin, Ni-Vee bronzes in- 
crease life of gears, cams and simi- 
lar “constructional” castings. Like- 
wise, the life of “pressure” group 
castings such as pumps, valves and 
fittings. 

And for bearings, bushings and 
anti-friction metal, leaded Ni-Vee 
bronzes process into hard, wear- 


INCO 


dNco, THE INTERNATIONAL NICKEL COMPANY, INC. 


resistant products that are un- Get the 
matched by the usual lead-free 


Ni-Vee bronzes are produced by 
authorized foundries in industrial 
areas from coast to coast. They 


Four times life of replaced tin 
bronze and still good. That’s the status 
of Ni-Vee bronze feed screw nuts 
cast by A. W. Cadman Mfg. Co., for 
Babcock & Wilcox, Beaver Falls, Pa. 


facts about nickel-tin 
bronzes and see how they can save 
you money. Write now for the 
valuable data-packed booklets en- 
titled, “THE NI-VEE BRONZES.” 
are yours for the asking. 


2,000,000 tons of steel 
were rolled by a 40” blooming mill, 
before its Ni-Vee bronze screw box 
nuts ... such as the one shown above 
.. called for replacement. 


67 Wall Street 
New York 5, N. Y. 
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“Cycolac”’* wheels, molded byG.E.’s 
Plastics Department, add to the 
appearance and utility of the new 
G-E Roll Easy vacuum cleaner. 
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nifoum Sbucture 
of Mallory 1000 Metal assures 


effective radiation shielding 





Mallory 1000 Metal, under high magnification, shows completely 
uniform grain structure. Its high density extends through every 
part of the piece . . . free from voids and weak spots. 


THEN you design radiation shields with Mallory 
s\ 1000 Metal, you can figure on the basis of accurate 
characteristics instead of having to estimate on 
“typical” values. You can predict performance of your 
design precisely, because every piece of Mallory 1000 is 
produced to the same, precisely controlled qualities . . . 
and, most important, these qualities are completely 
uniform throughout each piece of the metal. 


Up to 40% more effective than lead, Mallory 1000 is 
being used for shielding at energy levels up to 100 MEV. 
It has excellent weathering qualities, and machines to a 
high surface finish. Intricate shapes are produced 
economically to accurate tolerances by exclusive Mallory 
contour pressing methods. For complete data, write to 
Mallory for ‘Technical Bulletin 6-7. 


In Canada made and sold by Johnson Matthey & Mallory, Ltd., 
110 Industry Street, Toronto 15, Ontario. 


Serving Industry with These Products: 


Electromechanical—Resistors ¢ Switches © Television Tuners © Vibrators 
Electrochemical—Capacitors © Rectifiers © Mercury Batteries 
Metallurgical—Contacts ¢ Special Metals and Ceramics © Welding Materials 







Voids in less uniform metals look like this under the microscope. 
They seriously impair shielding effectiveness and tend to make 
performance unpredictable. 





Typical source capsules made of Mallory 1000 
provide “leakproof” shielding. 


In rotors and counterweights, 
the uniform structure of Mallory 1000 


eliminates danger of unbalance. High 
mechanical strength, density and rota- 
- - tional inertia make possible smaller 


( 


Pa parts, faster rotational speeds. 








Fer information on titanium developments, contact Mallory-Sharon Titanium Corp., Niles, Ohio 


a 
a* 
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Dumore’s New Automatic Drill 


Dumore Precision Tools, Racine, 
Wisconsin, uses 4 Waldes Truarc 
Retaining Rings in their versatile new 
automatic drill unit. Machining 
operations have been eliminated, 
assembly simplified. 

Great labor savings have 

resulted from use of 

Truarc rings. 























A Single Waldes Truarc External Retaining Ring (Series 
5100) acts as shoulder, holds the lever in position. Labor 
savings are tremendous—a simple groove cutting operation 
replaces turning a shoulder, grinding and polishing. 


Whatever you make, there’s a Waldes Truarc Retain- 
ing Ring designed to improve your product...to save 
you material, machining and labor costs. Theyre quick 
and easy to assemble and disassemble, and they do a 
better job of holding parts together. Truarc rings are 
precision engineered and precision made, quality con- 
trolled from raw material to finished ring. 


36 functionally different types...as many as 97 


Cut Costs Drastically, 


Drive Spindle Assembly 


tional machining operations. Bowed Truarc ring takes up 
accumulated tolerances resiliently. 


Easy assembly is assured by use of one Waldes Truarc 
Bowed Ring (Series 5001) to lock the bearing to the piston 
assembly. When unit is to be used in tapping applications, 
entire spindle assembly can be removed without disassembly. 


different sizes within a type...5 metal specifications 
and 1 4different finishes. Truarc rings are available from 
90 stocking points throughout the U.S.A. and Canada. 
More than 30 engineering-minded factory represent- 
atives and 700 field men are available io you on call. 
Send us your blueprints today...let our Truarc engi- 
neers help you solve design, assembly and production 
problems... without obligation. 


For precision internal grooving and undercutting ...Waides Truarc Grooving Tool! 


ala Me on- he: EleleME-i'ielell teal Jah. 





RETAINING RINGS 


r Waldes Kohinoor, inc., 47-16 Austel Place, L. 1. C.1,¥. ¥. 

Please send the new supplement No. 1 which 

brings Truarc Catalog RR 9-52 up to date. 
(Please print) 


| See 











WALDES TRUARC Retaining Rings, Grooving Tools, Pliers, Applicators and Dispensers are protected by one or more of the following U.S. Patents: 2,382,948; 2,411,426; 
2,411,761; 2,416,852; 2,420,921; 2,428,341; 2,439,785; 2,441,846; 2,455,165; 2,483,379; 2,483,380; 2,483,383; 2,487,802; 2,487,803; 2,491,306; 2,491,310; 2,509,081; 
2,544,631; 2,546,616; 2,547,263; 2,558,704; 2,574,034; 2,577,319; 2,595,787, and other U.S. Patents pending. Equal patent protection established in foreign countries. 
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MICRO SWITCH Precision Switches 


A PRINCIPLE OF GOOD DESIGN 



















ENCLOSED 
LIMIT 
SWITCHES 


Small 
2-circuit 


Roller arm 


sealed plunger 








Roller plunger 
operated 





Sealed plunger 


Send for new Catalog 83 for complete description of a wide variety 
of enclosed switches for industrial use. 





the beabiitien switch for your application! | 


MICRO SWITCH enclosed precision 
switches afford the design engineer SMALL 2-CIRCUIT LIMIT SWITCH 
Sle gland ft t t t For control of two independent circuits. 
awi ns cnoice bes ypes to meet mos Sealed construction, high electrical capacity 
exacting requirements. Shown here and features of adjustability suit it to all 
types of industrial applications where space 
are a few of the many types of s limited. 
MICRO SWITCH enclosed switch- 
es. They are available in a wide vari- 
ety of circuit arrangements and 
actuating mechanisms. 8 
Is your equipment to work in at- EXPLOSION-PROOF LIMIT SWITCH 745 
mospheres laden with dust, dirt, Suitable for use in hazardous atmospheres 
ist b . 2 MICRO such as are present in chemical factories, 
moisture or abrasives: refineries, flour mills, paint spray booths 
SWITCH provides both general pur- and metal processing plants. Available 


— : with roller arm actuator (shown). Also 
pose and limit switches sealed so as with pln and roller plunger actushen, 


to be unaffected. Explosion-proof 





switches for hazardous atmospheres 


and splash-proof switches for condi- COMPLETELY SEALED a 
tions of extreme moisture may meet -—*| CYLINDRICAL SWITCH 


: Developed for aircraft designs, this switch 
your design problem. Two decades has greater versatility than switches many 


of experience in meeting industrial times its weight and size. Two single-pole, 


- . . ble-throw switching units are completely 
recision switch problems is as cl double- ge 
—— tch p oo sealed in a housing filled with inert gas under 


as your telephone. pressure. 
MICRO SWITCH branch offices 
are located in 22 principal cities. ae 
ACITY 
These offices are staffed by factory- SWITCHES 
trained, experienced personnel. Long-life precision switches 
Their experience in solving every will make and break steady 
Z x A - state currents of 20 amperes 
type of switching problem is avail- and switch inrush currents as 
able to you. A call may save you high as 75 amperes. Shown 
‘ d ther thednadl sole with sealed plunger actuator 
time and money by bringing a quic for in-line operation. Also 


solution to YOUR design problem. available with roller arm ac- 
tuators. 








A complete line of snap-action and mercury switches 
= F Bddesbtae af 


extremely reliable, small-size, high-capacity, 
snap-action precision switches and mercury 
switches. Available in a wide variety of sizes, 
shapes, weights, actuators and electrical char- 
acteristics. For all types of electrical controls. 


MICRO SWITCH provides a complete line of I 











MOTOR FACTS ON INDUSTRY'S 


MOST-PREFERRED “POWER PACKAGE 





Electrical System Fact: New fortified insula- 
tion includes exclusive Bondar, Bondite and 


Mylar* for greater protection against the tough- 


est Operating conditions. 


*Du Pont registered trade-mark 








has stronger insulation than any 
other motor on the market 


Meaning what? Simply that the new Westinghouse Life-Line® “A” 
motor with new fortified insulation can withstand heavier overloads and 
operate at higher temperatures than any other motor you can buy. 

Similar design advances in the mechanical and lubrication systems 
make Life-Line “A” industry’s most preferred motor. 

It takes the right combination of a// three systems—electrical, mechan- 
ical and lubrication—to build the best package of power on the market. 

Get all the facts by calling your Westinghouse sales engineer .. : 
The Man With The Facts! }-21877 


you can BE SURE...1¢ 175 


Westinghouse = 


Mechanical System Fact: New cast-iron housing on Lubrication System Fact: New “4-way sealed”, pre- 
both drip-proof and totally-enclosed types. Ventilation lubricated bearing eliminates completely the 3 main 
openings only in end brackets make the motor drip- causes of bearing failure: 1) contamination, 2) over 
proof whether mounted on floor, ceiling or wall. greasing, 3) wrong grease. 















ITEMS LIKE THESE AVAILABLE AT 





WAREHOUSES! 





INDUSTRIAL WIRE CLOTH 
BRASS or COPPER BRASS, COPPER, BRONZE SOLDERING COPPERS 


[I 


BRASS ESCUTCHEON PINS 











BRASS STRAINER CLOTH 








f 


TLL 


Can US FOR ANYTHING from Bearing 
Bronze Bars to Brass or Bronze Bolts...or 
other fastenings like those shown here for 


maintenance, repair, operating or production. 











pone SNE Twenty-five Chase warehouses are located 


AUTOMOTIVE FITTINGS 





in major industrial centers from coast to 


coast. Phone the one nearest you. We can 
usually fill your orders from stock. 
NEW! Chase’s informative rod and wire movie: 

® “IN THE CHIPS.” Arrange for a free loan of this film 


by contacting the Chase warehouse or sales office 


B R ray S S & Cc oO P P E R Cc Oo . near you. Write on your company letterhead, today! 


WATERBURY 20, CONNECTICUT + SUBSIDIARY OF KENNECOTT COPPER CORPORATION 


The Nation's Headquarters for Brass & Copper 
Atlanta Baltimore Boston Charlottet Chicago Cincinnati Cleveland Dallas Denver Detroit Grand Rapidst Houston Indianapolis Kansas City,Mo. Los Angeles 
Milwaukee Minneapolis Newark New Orleans New York Philadelphia Pittsburgh Providence Rochestert St.Louis San Francisco Seattle Waterbury ({ sales office only) 
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ONE OF A SERIES 


You Get Many Benefits 


' 1 by Specifying Y, ICKERS, Hydraulics 


Mindful of the fact that capital goods (much 
of which is Vickers equipped) constitutes 25% 
of U.S. non-military exports, Vickers is actively 
building up its export representation. In the 
panel at the right, are listed the organizations 
which represent Vickers abroad. 


Each of these is equipped to supply engineer- 
ing information, service, parts, and replace- 
ment equipment for the Vickers Hydraulics 
on the machine tools, industrial machinery 
and mobile equipment you send abroad. This 
added convenience is important to your cus- 
tomers... hence an important sales factor 
in your export business. 


This is another way in which you get added 
value when you specify and buy Vickers 
Hydraulic Equipment. 


VICKERS INCORPORATED 
DIVISION OF SPERRY RAND CORPORATION 
1454 OAKMAN BLVD. e DETROIT 32, MICH. 


Application Engineering Offices: 

ATLANTA (ATwood 0187) e CHICAGO (HUnter 5-0300) 
CINCINNATI (MAin 1-1756) e CLEVELAND (SUperior 
1-4638 e DETROTIT Diamond 1-09990) e HOUSTON 
(JAckson 2-9623 e LOS ANGELES AREA (El Segundo 

ORegon 8-2503) e MINNEAPOLIS (GEneva 5646) e NEW 
YORK AREA Summit, N SUmmit 6-7960) 
PHILADELPHIA AREA Media—MEdia 6-5300) 
PITTSBURGH AREA (Mt. Lebanon—LOcust 1-3504) 
PORTLAND, OREGON (Filmore 9446) e ROCHESTER 
LOcust 5384) e ROCKFORD (2-0615) e SAN FRANCISCO 
AREA (Berkeley—AShberry 3-4997) e SEATTLE (SEneca 
8171) e ST. LOUIS (PArkview 14311) e TULSA (Dlamond 
3-8655) . WASHINGTON EXecutive 3-9650) 

WORCESTER (PLeasant 3-7736—6-5281) 


IN CANADA Vickers-Sperry of Canada, Lid., Toronto 


service 


repair parts 


replacement equipment 


Within Easy Reach of 


Your Export Customers 


VICKERS Expert Representation 


AUSTRALIA 
Industrial Service Engineers 
Pty., Lid. 

Ashley Street, Braybrook W. 19 
Melbourne, Victoria 


BELGIUM 
Fenwick (S.A.) Beige 
68 Quai de Rome 
Liege, Belgium 


CANADA 
Vickers-Sperry of Canada Ltd. 
156 Evans Avenue 
Toronto 14, Ontario 


DENMARK 
Akts. Nordisk Venditor 
14, Tordenskjoldsgade 
Copenhagen K, Denmark 


ENGLAND 
Stein & Atkinson, Ltd. 
Universal House 
60 Buckingham Palace Rd. 
London, $.W.1, England 


* 
FINLAND 
Ins. tsto. H. Auramo 
Fabianinkaty 13 
Helsinki, Finland 


FRANCE 
Fenwick S.A. 
8 Rue de Rocroy 
Paris 10° France 





HAWAII 
Hawaiian Equipment Co. 
2880 Kilihau Street 
P. O. Box 2990 
Honolulu 2, Hawaii 


ITALY 
Societa Fenwick 
Viale Vittorio Veneto, 16 
Milan, Italy 
>. 
JAPAN 
Tokyo Keiki Seizosho Co., Ltd. 
31, 4 Chome, Higashi-Kamata 
Sta-Ku, Tokyo, Japan “ 


NORWAY 
Venditor A/S 
Post Office Box 127 
Ski, Norway 
. 


SOUTH AFRICA 
Hydraulics (S.A.) Ltd. 
P.O. Box 111 
Paarden Eiland 
Capetown C.P., So. Africa 


SPAIN 
S.A.M. Fenwick 
Bruch 96 
Barcelona, Spain 


SWEDEN 
AB Specialpumpar 
Goteborg, Sweden 


7302 


ENGINEERS AND BUILDERS OF OIL HYDRAULIC EQUIPMENT SINCE 1921 


Product Engineering — November, 1955 


5> 





How “tailored-to-order’”’ 


wrre cloth 


TRIMS HARDBOARD 
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e There’s a tell-tale pattern on the back of a leading brand 
of hardboard. It was left there by a new kind of wire cloth, 
developed by the Reynolds Wire Division of National- 
Standard —developed because their customer had a prob- 
lem which, as usual, Reynolds solved. 


replacement, slowing production and adding to costs. 


But now all that is past . . . because Reynolds tackled 
the problem and came up with a radically new cloth con- 
struction. So unusual was the cloth that Reynolds even 
had to build special looms to produce it. 


In this hardboard manufacture, wire cloth carries the 
heavy wet compound, supports the material during 
pressing, and pulls out the hardened boards, while 


being stripped away from the big boards by force. The 


Here again is an example of the lengths to which Reynolds 
often goes to help customers save money, produce better 
products, or both! But problem or no problem, if you 
use wire cloth, or want to check on its use, you'll find 


stress is terrific! In fact there was no wire cloth that 
would hold up. It failed too often, requiring frequent 


Reynolds’ kind of service and cooperation always pays 
off. Try us and see. 


NATIONAL-STANDARD COMPANY + NILES, MICHIGAN 
Tire Wire, Stainless, Fobricated Braids and Tape 

ATHENIA STEEL DIVISION «+ CLIFTON, N, J. 

Flat. High Carbon, Cold Rolled Spring Steel 

REYNOLDS WIRE DIVISION + DIXON, ILLINOIS 

Industrial Wire Cloth 

WAGNER LITHO MACHINERY DIVISION «+ JERSEY CITY, N. J. 
Special Machinery for Metal Decorating 
WORCESTER WIRE WORKS DIVISION - 
Round and Shaped Steel Wire, Small Sizes 


WORCESTER, MASS. 
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1. Self-anchoring in any metal. Allenut pro- 
vides positive anchoring action through its 
hardened knurls. 


2. Compact design. Requires no space for 


box wrenching. 12-point socket permits 
tightening in awkward places. 


3. Smooth surfaces. Fits flush or below sur- 
face in counterbored hole . . . permits 
streamlined, safe surfaces. 


4. A ready-made, hardened, tapped hole. 
When used as a bushing, prevents costly 
stripping of threads caused by frequent re- 
moval and replacement of screw or bolt. 
In castings and other soft metals a stripped 
hole can be counterbored, an Allenut in- 
serted and the same bolt or screw used. 


5. Tighter fit. Greater thread contact than 
with ordinary nuts because of Class 3 fit. 
Weld-like setups accomplished with one 
hand wrenching. Allenut holds firm against 
turn of screw. 





9 design 


that can fh 


problems 
met with the... 


Ever-increasing applications for the new ALLENUT have 
caused sales to double within the past two years. Here are some of 


the things it can do to aid your product designing: 








ra rere 


eevee eeeeveeeeeeneevneeeeneeeenne 
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6. Usable with any type of bolt or screw. 
Permits space-saving, internal wrenching of 
cap screws, T bolts, machine bolts, and 


other common fasteners. 


7. Saves perts. No washers required when 


anchored. 


8. Easier te use. Knurled 
fingering-in. 


ring facilitates 
Ailenut is always square to 
counterbored hole. Removable by hitting 


screw or bolt head with tap of a hammer. 


9. Reusable indefiaitely. Anchoring action 
remains unimpaired. Hardened threads and 
socket stand up under repeated removal 
and replacement. 


Allenuts are available in a full range of 14 
standard sizes from no. 4 to 1” from lead- 
ing industrial distributors. 


We welcome your inquiry and request for 
engineering details on Allenut applications. 
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TORRINGTON 


NB SERIES NEEDLE BEARINGS 
For Oscillating Motion or Heavy Rolling Loads 





Torrington NB Series Needle Bearings employ the 
same needle roller principle as the famous DC Type 
Bearing. 

They are available in the five types illustrated, 
all being of nonseparable construction and designed 
for periodic relubrication. Outer and inner races 
are of high carbon, chrome steel, hardened and 
precision ground. 


Like the DC Type, the compact design of NB 
Series Needle Bearings permits saving in size and 
weight of surrounding parts. 


Torrington NB Series Needle Bearings have been 
used extensively in the aircraft industry and for 
ordnance work where their extremely high static 
capacity and anti-friction characteristics enable them 
to withstand heavy impact loads. 


Designs can be modified to meet industrial appli- 
cations involving rotating motion. 





Type NBC—oscillating motion only. Designed specifically for 
applications in which the OD is supported by a housing 
and the washers are backed up by clamping surfaces. 





Types NBE and NBK—oscillating motion only. Self-aligning. 
Designed for applications where it is difficult to obtain 
alignment during assembly or where deflections make a 
self-aligning bearing desirable. 


Types NBF and NBL—heavy rolling loads. Designed for use as 


Cs nn rollers under heavy loads at slow speeds. 


/ ER | See our new Needle Bearing Catalog in the 1955 Sweet's 


Product Design File—or write direct for Catalog No. 55. 


THE TORRINGTON COMPANY 
Torrington, Conn. South Bend 21, Ind. 





District offices and distributors in principal 
cities of United States and Canada 


TORRINGTON #//0// BEARINGS 
Needle » Spherical Roller - Tapered Roller - Cylindrical Roller 
Ball - Needle Rollers 
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a NEW fine-grain phosphor bronze with 
0% GREATER ENDURANCE LIMIT 


FINE-GRAIN STRUCTURE IS THE MAIN REASON... 


DURAFLEX* is a new, fine-grain phosphor bronze 
developed and sold only by Anaconda. Compara- 
tive fatigue tests show that the endurance limit of 
DURAFLEX is approximately 30% higher than for 
ordinary phosphor bronzes. In surface appearance, 
surface smoothness and resistance to corrosion, it 
is equal to, or better than, other phosphor bronzes. 
Further, its formability is increased with no sacri- 
fice in yield strength. puRAFLEX is a premium phos- 
phor bronze in every way except cost; there's no 
increase in price. 

If youre now using a hard-temper phosphor 
bronze, chances are that you can do the same form- 
ing in extra-hard temper purAFLEX. If you're look- 


ing for longer life in the parts you form, we'll be 


glad to send you a free sample of puRAFLEXx. Try it, 
test it, and you will agree that it’s superior. 





5576 *Trade- Mark 
Micrographs (75x magnification) tell 
the inside story. Top, note the fine- 
grain structure of DURAFLEXx. Compare 
it with the grain structure of ordinary 
phosphor bronze, bottom. 


DURAF LEX fine-grain phosphor bronze 


an e WP product 


Try a FREE SAMPLE of MADE BY THE AMERICAN BRASS COMPANY 
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The American Brass Company, Waterbury 20, Connecticut 
(In Canada: Anaconda American Brass Ltd., New Toronto, Ontario) 


Yes, we'd like to try purnar.ex. Please send us a free sample of 


sheet in temper thick, 


wire in temper diameter. 
C We'd like to talk toone of your metallurgists about pURAFLEX 
NAME 

COMPANY 


ws STREET 
Sheet . . . up to 0.062” thick 


. as Se cITY ZONE STATE 
Wire . . . up to 46" diameter (approx. ) 
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(Advertisement) 


8 RECENT DEVELOPMENTS 
10 BRING YOU UP 10 DATE 


ON ALCOA ALUMINUM 
FORGINGS 


HERE’S WHEN IT WILL 

PAY YOU TO SET YOUR 

SIGHTS ON ALUMINUM 
FORGINGS 


How long has it been since you really 
re-examined the possibilities of alumi- 
num forgings for your particular 
design problems? That’s a loaded 
question—because even if you said, 
“‘a month ago,” we'd tell you to take 
another look. That’s how fast things 
are happening. 

The basic principles don’t change 
much, of course. Aluminum forgings 
still are a natural choice when any 
of the following apply: 


1. Weight reduction— you can figure on saving 
up to two thirds. 

2. Strength—a forged aluminum part provides 
the added strength so essential in some parts, 
such as airframes. 

3. Surface quality and finish—of aluminum forg- 
ings offer greater smoothness and freedom 
from laps, greatly reducing the need for finish- 
machining operations. 

4. Dimensional uniformity — also reduces finish- 
machining to a minimum, and permits design- 
ing of thinner sections to closer tolerances, 
with important savings in weight. 


The changes we want to talk about 
are merely a matter of the degree to 
which these ground rules apply. Let’s 
take a couple of “‘for instances:”’ 


90» 





ROLLED RINGS 


Did you know we’ve been rolling 
forged rings in any of the standard 
forging alloys and tempers, using a 
specially designed forging machine, 
in the following sizes: 


Maximum Minimum 
Outside Diameter 40” 12” 
Inside Diameter 38” 10” 
Length 18” 4” 


We're even beginning to get some 
experience on contour rolling—and 
while we’re not able to offer any 
and every shape, it might pay you 
to talk over your requirements with 
our engineers. 

We also invite your inquiries on 
rolled rings in AM65S, AMC57S, 
AMC58S and AMA76S magnesium 


alloys. 


WHY FORGE ON A 
HYDRAULIC PRESS? 


When it comes to the really big stuff, 
we think hydraulic presses may be 
your best bet—especially if weight 
reduction and a minimum of machin- 
ing are critical with you. And we 
have some of the biggest and best 
hydraulic presses in the business. The 
two biggest in our Cleveland plant, 
for example, rated at 50,000 tons and 


Forged aluminum rings — iron out many 
production wrinkles. 


35,000 tons, can make forgings hav- 
ing a plan area of up to 5,000 square 
inches. That’s pretty fair sized, when 
you stop to think that a typical air- 
frame fitting has had a plan area of 
1,500 or 2,000 square inches. 

This ability to make bigger forg- 
ings is not the whole story, however. 





50,000 and 35,000-ton hydraulic forg- 

ing presses—two of the biggest in the 

business, at Alcoa’s Cleveland plant. 
There’s an inherent advantage in the 
way the thing works: one stroke and 
you’re done. The single stroke of a 
hydraulic press and the ability to use 
knockouts permit the reduction of 
draft angles from the customary 5°-7° 
of hammer forgings down to 1°, or 
less, in some cases—and it minimizes 
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beam (equalizer beam) of a bogie to 
cut road shocks on truck trailers. In 
steel, this unsprung weight amounted 
to 120 pounds per beam (240 pounds 
per tandem); in aluminum, 60 pounds 

Str. | % in per beam. The resultant savings, 

7G... 120 pounds, not only means less tire 
“4 wear, less shock on chassis and load, 

5? | 60 but also a lower tare weight that pays 

off in increased revenue. These forged 
aluminum beams are fairly large (48” 
between center lines of the bosses on 
the two ends), designed to support 
a static load of 16,000 pounds at the 
center. Some have been in service a 
year—and we're turning them out 


MECHANICAL PROPERTIES SPECIFICATION, X7079 


(Section thickness up to six inches, heat-treated at mill) 


HAND FORGINGS 





LONGITUDINAL 


Yield EI 
Str. % in 
ksi 4D 


| 9.0 


62 
67 13.0 


LONG TRANSVERSE 
Yield El Tens. 
Str. % in Str. 
ksi 40 ksi 
60 6.0 65 


63 | 90 | 71 


SHORT TRANSVERSE 


Tens. Yield El 


Str. 
ksi 
73 
77 


Tens. 
Sir. 
ksi 
70 


73 


Guaranteed minimum 


~ ‘Typical 














DIE FORGINGS 





GUARANTEED MINIMUM 


Tens. | Yield El 
Str. Str. % in 
ksi ksi 4D 


74 | 64 | 10.0 | 


64 
72 61 4.0 


TYPICAL 

Yield 
Str. 
ksi 
68 
66 


YF 
% in 
4D 


14.0 
9.0 


AXIS OF TEST SPECIMEN 


Parallel to forging flow lines 


Other than parallel to forging flow lines 

















“New Aluminum Alloy Developments” by W. D. Stewart. 


the slivers and abrasions of repeated 
hammer blows. Result: less weight, 
less machining. What’s more, because 
of the slower action and higher die 
temperatures possible with a single 
stroke, thinner web sections are pos- 
sible, and because of the resulting 
better meta! flow, punch-outs present 
additional opportunities for weight 
reduction. Surface quality is better, 
too—with greater smoothness and 
freedom from laps, folds or other de- 
fects. And slower metal movement 
lets us flow metal around the corners 
of a die more readily than on a ham- 
mer. That could mean smaller fillet 
radii—and further weight reduction. 


WHAT’S NEW WITH 
ALLOYS? 


First, there’s a new high-strength 
alloy, X7079. It’s of the aluminum- 
zinc-magnesium-copper type—on 
the same family tree as 7075. But 
look at the chart. You’ll find some 
distinct mechanical advantages. It’s 
less quench sensitive-—and provides 
a higher level of short transverse 
elongation. We think it’s going to be 
less apt to distort on machining, too. 
If you’re machining large hand forg- 
ings and die forgings, that ought to be 
pretty interesting. Let us know and 
we'll see you get the complete dope. 

Then there’s X2219—a new ele- 
vated, temperature-wrought alloy of 
the aluminum-copper type, contain- 
ing small additions ef manganesc, 
vanadium and zirconium. It offers 
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substantial advantages in tensile 
strength for operation in the 500- 
600°F temperature range. We think 
it has possibilities on almost any ap- 
plication—engine, aircraft or pres- 
sure vessel—in that range. We hope 
you'll think so, too. 

And here’s a new magnesium alloy 
for forgings—AMA76S-T5. Its yield 
strength is slightly lower than 
AMC58S8-T5; but its elongation is 
considerably higher. It’s easier to 
forge—but it is not recommended for 
use where the operating temperature 
exceeds about 180°F under load. 
Here’s an alloy with a tougher, read- 
ily worked composition, almost as 
strong as AMCS585S, the strongest of 
the magnesium alloys previously 
available for forgings. Does that give 
you ideas? 


YOU SAY YOU WANT 
TO SAVE WEIGHT? 


Here’s an example of how an alumi- 
num forging cut—almost in half 
the load a lineman or lumberjack has 
to carry: the shank ona pole climber. 
In steel, it would weigh eight pounds; 
in aluminum, it’s a little over four 
pounds, yet just as strong as steel. 
Finish is better, too—and with a di- 
mensional stability that permits the 
addition of an extruded aluminum 
oval sleeve, sliding over the forged 
shank to provide adjustment for 
length. 

And here’s another example of cut- 
ting weight in half: a tandem axle 


at the rate of 1,000 a month. Better 
get on this band wagon—not only 
for your own trucks, but for the 
basic principle of weight saving 
they represent. 


Weight cut almost in half—a pole climber 
that uses an aluminum forging and pro- 
vides the plus feature of adjustable length, 


for greater comfort. 





WHAT YOU CAN DO 


If any of the foregoing has 
sparked an idea—or if you have 
any kind of a problem in alumi- 
num forgings, big or small 
parts or problems, we mean), 
call on Alcoa. To contribute 
solid technical thinking, at the 
design stage, your local Alcoa 
sales engineer is listed under 
“Aluminum” in your phone 
book. Use him. Aluminum 
Company of America, 1992-L 
Alcoa Bldg., Pittsburgh 19, Pa. 











Your Guide to Aluminum Valve 
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HELICAL GEARING 
FIRST REDUCTION 


DOUBLE ENVELOPING WORM GEAR 
SECOND REDUCTION 


How Westinghouse new right-angle 


gearmotor delivers 32% more power 


With this exclusive match of gearing, Westinghouse 
right-angle gearmotor gives you top horsepower and 
rugged dependability at the lowest cost. It’s the result 
of skillful use of helical gearing to gain maximum 
efficiency from high lead-angle worm gearing. Over a 
range of speed reduction, from 20:1 to over 100:1, 
the Westinghouse right-angle gearmotor averages 32% 
more power than conventional single-reduction, worm 
gearmotors. At a ratio of 60:1 you actually get 98% 
more power. 
Greater dependability and long life result 
from Westinghouse exclusive double-enveloping worm 
gear. It provides 330% more gear-tooth area to sup- 
port the load. As wear occurs, only double-enveloping 
gears regenerate or reproduce themselves. 

In application, Westinghouse design for high over- 


hung load capacity requires no outboard support. 
Right-angle gearmotors are available in a complete 
range of AGMA output speeds and Life-Line® “A” 
motor enclosures. 

FREE detailed facts about Westinghouse new right-angle 
gearmotor in booklet B-6579. Call your local Westinghouse 
Sales Office or write Westinghouse Electric Corporation, 
3 Gateway Center, P. O. Box 868, Pittsburgh 30, Pa. 

J-07349 


7 


you can 6€ SURE...1¢ i175 


Westinghouse © 
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this 
attractive 


new discpenser of STAINLESS STEEL 


meets every standard for cleanliness and top design 


The Norristocrat is the newest addition to the line of 
milk dispensers manufactured by Norris Dispensers, 
Inc., of Minneapolis, Minnesota. It’s designed by 
Raymond Loewy Associates and, like many Norris 
dispensers, it’s Crucible stainless steel inside and ov?. 


INSIDE, it’s stainless to keep milk dairy-fresh, with 
flavor unchanged . . . to make cleaning easier . . . to meet 
all sanitary codes ...and to satisfy the most exacting 
demands of schools and hospitals across the nation. 


OUTSIDE, it’s stainless to insure an attractive, lasting 
appearance that complements its clean, modern design 
...and adds to its promotional effectiveness for encour- 
aging the consumption of milk. 


Crucible 
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Cleanability, product protection and bright good looks 
are the main reasons Norris insists on stainless steel. 
But stainless offers many other properties, too — among 
them corrosion and heat resistance, high tensile strength, 
excellent workability. And you'll find exactly the com- 
bination and degree of these properties you need in one 
of the thirty grades of Crucible stainless steel. To see 
what general and technical literature is available to help 
you make the most of Crucible stainless — or any other 
Crucible special purpose steel — write for your free copy 
of the Crucible Publication Catalog. Crucible Steel 
Company of America, Henry W. Oliver Building, Pitts- 
burgh 22, Pa. 


first name in special purpose steels 


Steel Company of America 
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U. S. ROYALITE 
WINS ANOTHER CASE! 


“Impact” couldn't | 
crack it! 


Exhibit “A” _the ROYALITE case of the new Revere 









“wre 


777” 8 mm. portable projector, is cleverly designed by 
Revere Engineers as an integral part of the machine. 
The removable cover contains a ribbed inner liner to which 
is riveted a reel support, cord retainer and lock. Revere, a 
user of Royalite cases since 1949, has pioneered in engineer- 


ing, and for limited runs or prototypes, dies can 


be quickly and inexpensively made of wood or 
resin as well as metal. Needed supports and di- 
viders to receive accessory parts can be formed 
simultaneously with the case, saving assembly 
operations. 


ing its products for functional beauty. 


© WIN, time after time, in the trial 
ge use and abuse, any “portable” 
must have an eye-appealing case that 
stands up under hard knocks. A case 
like that of the fine, precision-built 
“777” portable projector, formed from 
U.S. ROYALITE. 

This tough, versatile fabricating 
material has the structural rigidity of 
plastic fortified with rubber for needed impact resistance. 

Supplied as a thermoplastic sheet, it is easily formed 
to complicated shapes with sharp detail on low-cost tool- 





‘US United States Rubber 
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U. S. Royalite thermoplastic sheets can be 
obtained in attractive standard or special 
built-in colors with glossy-smooth or dull tex- 

tures. Various degrees of rigidity are obtainable, as well as 
flame-resistant (self-extinguishing) material. Contact us at 
once to see how Royalite can be turned into cases or covers 
for your product ...cases that combine beauty, utility, and 
economy as never before. United States Rubber Company, 
2638 Pulaski Road, Chicago 39, IIl. 


US ROYALITE 
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“Economical Buying of Screw Machine 
Products Now Calls for Greater Care 


in Specifications,” 


says Leonard Schaffer, President, Mechanical Art Works, Inc., Newark, New Jersey 


“The tremendous versatility of automa- 
tion in modern manufacturing has 
placed a bigger burden on the designer 
and buyer of screw machine parts,” Mr. 
Schaffer explains. “The trend toward 
miniaturization has shifted many more 
parts to the screw machine. And the 
screw machine's ability to provide tol- 
erances as close as .0005", and finishes 
heretofore obtainable only by center- 
less grinding, has left a tremendously 
wide choice in specifications.” 

Mr. Schaffer, a long-time user of 
Anaconda products, says, “I can count 
on the uniform machining characteris- 
tics of ANACONDA Rods from batch to 
batch, which is important for both 
quality and economy in my business.” 

For complete data on composi- 
tion and machinability of standard 
AnaconDA Alloys, standard specifica- 
tions, weights and dimensions of stand- 
ard rods, write for Publication B-14. 
Address: The American Brass Com- 
pany, Waterbury 20, Conn. In Canada: 
Anaconda American Brass Ltd., New 
Toronto, Ont. 


5583 





A few typic al fine-finish, close tolerance 
screw machine products currently pro 
duced from ANACONDA Rods at the M« 


nical Art Works 


A few of Mr. Schaffer’s suggestions to buyers of 


screw machine products for keeping costs down. 


Wherever possible, the largest diameter of the piece should correspond 
to a standard stock rod diameter. 


Avoid fancy shapes calling for expensive forming tools. 
Use hole diameters obtainable with standard tools. 


Allow commercial tolerances if possible, otherwise specify tolerances 
no closer than necessary. 


Specify Standard National Coarse or National Fine Threads wherever 
possible. 


On external threads, cutting full threads close to a shoulder is expensive 
—and may be unnecessary. 


Tapping blind holes close to the bottom is difficult and costly. 
Specify free cutting material unless special physical properties are re- 


quired, then select the best machining material containing those 
properties. 


ANACONDA RODS ror screw MACHINE PRODUCTS 
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... The secret behind its 


compactness is this 


plastic housing custom molded by Sylvania 


Tue Anscoflash Type I is a highly 
compact flash attachment offering 
the camera fan an economical entry 
into the field of “flash” picture taking. 

To achieve this compactness and 
economy Ansco designed a unique 
plastic housing . . . one which would 
serve both as a reflector base and 
battery case. 

All parts of the Anscoflash Type I 
are in some way fastened to this 
plastic housing. That made design of 


* SYLVANIA_ 


LIGHTING * RADIO « 
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this part complicated and the im- 
portant question where to get com- 
plete follow through on such a complex 
injection molding. Ansco found the 
answer at Sylvania. That’s because 
Sylvania offers complete “‘one source”’ 
service in custom molding of both 
thermoplastic and thermosetting 
materials. 


Here’s the important point we want 
to make: However simple or complex 
your plastic parts, we’d like to make 


these same facilities available to you. 
They include an experienced design 
and engineering staff—expert mold 
makers— modern automatic molding 
equipment— metal stamping and 
forming—and complete assembly if 
your part requires metal inserts or 
additions. 


Let us meet with you and discuss 
your next custom-molded plastic 
parts job. Phone or write Dept. L 338. 


Sy.vaniA Evecrric Propucts Inc. 
1740 Broadway, New York 19, N.Y. 
In Canada: Sylvania Electric (Canada) Ltd. 
University Tower Bldg., Montreal 


TELEVISION ~°* 


ATOMIC ENERGY 
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Hydraulic Tool ‘‘Winterized”’ 
With Dow Corning 200 Fluid 


The instability of most fluids has been 
the limiting factor in designing compact 
hydraulic systems or hydraulic cevices 
exposed to even seasonal changes in 
temperature. During the past decade, 
the accuracy and usefulness of hydraulic 
devices has been greatly increased 
through the use of Dow Corning 200 
Fluids with their incomparably flat 
viscosity-temperature slopes. Here’s a 
new example of product improvement 
through the use of silicone fluids. 


For splicing electrical high lines, Burndy 
Norwalk, manu- 
factures a portable hydraulic tool called 
“Hypress”. This compact 
nine pounds but develops a 
force of 18,000 pounds. 


Engineering Co., Conn., 


the device 
weighs only 


Although widely accepted by utility com- 
panies, the usefulness of the Hypress was 


Pressure Sensitive Silicone Tape 
‘Welds’ Seam in Hot Water Heater 


New opportunities for product improve- 
ment and production economies have 
been opened up by the introduction 
of heat-stable, waterproof tapes made 
with pressure sensitive Dow Corning 
Adhesives. 
resistant 


Such tape forms a water 
that retains adhesive 
strength at temperatures from —100 to 
550 F. Here’s how White Products 
Corp., Middleville, Mich., replaced a 
welded joint; saved production time and 
cut unit costs with such tape. 

A leading producer of hot water heaters, 
White frequently found it necessary to 


seal 


(continued pg 2) 
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Silicone Insulation Eliminates Need for TEFC Motors in 
Tidelands Oil Operations; Saves $3,000 per Unit! 


In the dark ages before silicone insula- 
developed, it was standard 
practice to TEFC motors in 
outdoor where 


tion was 
specify 

installations excessive 
moisture, weathering or corrosive chem- 
icals limit service life. Now progressive 
engineers that 

motors Dow 


are finding 
insulated with Corning 
Silicones are equally effective and sub- 


open-type 


stantially less expensive. 








1955 CHEMICAL ENGINEERING AWARD 
WON BY DOW CORNING CORPORATION 
New York — Dr. Sidney D. Kirk- 
patrick, editorial director of Chem- 
ical Engineering magazine has 
announced that the 1955 Award for 
Chemical Engineering Achievement 
will be presented to Dow Corning 
Corporation. The selection was made 
by an 84-man committee of senior 
chemical engineering educators head- 
ed by Professor Walter G. Whitman, 
director of the chemical engineering 
department, Massachusetts Institute 
Dr. W. R. Collings, 
president of Dow Corning, will accept 


of Technology. 


the award December 7 at a special 
presentation banquet to be given in 
Philadelphia during the 25th Bien- 
nial Exposition of the Chemical 
Industries. 








4 typical example of good modern practice 


is the silicone insulated compressor 


motor 


operating on one of the California Com 


pany’s fixed oil well platforms in the Gulf 
Built by Machinery 
Minneapolis 300 hp, 900 


of Mexico 
Mfg. Co., 


rpm induction 


Electric 
this 
motor is exposed to the 
most severe weather 
Installed 10 


excellent 


the Gulf can produce 


months the unit Is in 


ago 
operating condition 


l he 


insulated witt 


this “Sil-Clad” 


Dow Corning 


windings of motor are 


silicone re 


sins 


silicone resin-impregnated components, and 


Silastic 
Quter 


a tape made with Dow Corning’s 


silicone rubber protection is pro 


baffle d 


dust, 


vided by a steel housing with a 


ventilating system that prevents 


moisture and chemicals from lodging in 


the motor. The housing and motor frame 


are coated inside and out with a silicone 


based paint formulated by Midland Indus 


trial Finishes Co 


According to Electric Machinery, this 


“Sil-Clad” motor is more reliable and more 
resistant to than conventional 
Class A or 


motors ol 


corrosion 
B totally fan cooled 
the And it 
$3000 less than a comparable TEF( 
built 


Lower 


enclosed, 


Same rating 


cost 
MOLOor 


with ordinary insulating materials 


initial costs combined with greater 


reliability and lower mainterance costs 


account for the rapidly increasing market 
for No. 208 


such motors. 


PAT 


FOR DATA RELATING TO THESE ARTICLES, CIRCLE REFERENCE NUMBER IN COUPON ON NEXT PAGE 
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DOW CORNING 
PUBLICATIONS 
ON NEW 
DEVELOPMENTS 
AND TECHNICAL 
DATA.... 


Silastic R Tape provides a convenient method of 

resilient, moisture-proof, electrical 
jacket that remains serviceable at 
high temperatures. Available in various widths 
and thicknesses this silicone rubber tape is excel- 
lent for wrapping Class H field and armature 
coils, transformer and solenoid coils. No. 212 


Specifications for Silicone Fluid-Electrical Grade 
is a new data sheet that briefly describes the 
various tests of dielectric and physical properties 
that electrical grade Dow Corning 200 Fluid 
must pass before shipment. No. 213 


Silicone mold lubricantsserve the rubber industry 
by cutting mold maintenance costs as much as 
80%; reducing rejects; improving surface finish 
and detai! of rubber parts. Booklet describes 
properties, performance and application of all 
types of Dow Corning silicone mold lubricants. 


No. 214 


forming a 
insulating 


Silastic, the Dow Corning silicone rubber, keeps 
its shape, stays resilient from —100 to 500 F; 
resists hot oils and chemicals; withstands weath- 
ering ozone and corona; and is an ideal dielec- 
Properties of Silastic are fully 


No. 215 


tric material. 
detailed in new reference brochure. 


& 


Silicone Foaming Powders produce heat-stable, 
noninflammable, easily machined, low density 
foam structures for electrical and thermal insu- 
Supplied ready to use, they can be 
foamed in place and often cured in service. Data 
sheet suggests applications; describes properties 


No. 216 


lation. 


and foaming characteristics. 


Documentary film “What's a Silicone?” a sailable 
free of charge for showings to technical audiences 
in every industry. In full color and sound, this 
dramatic 16mm film allows you to see Dow 
Corning Silicones in action improving the per- 
products ranging from 


formance of nursing 


bottle nipples to diesel locomotives. For more 
information about this educational film and how 
showing for interested persons 


No. 217 


to arrange a 


in your plant, circle 





FAST RELIABLE DEFROSTING WITH SILASTIC INSULATED LEAD WIRE 


Take temperatures low enough to pre- 
serve frozen foods in an open display 
case and high enough to defrost the 
case in a hurry, and you have an ideal 
climate for Silastic*. Serviceable at 
temperatures ranging from —100 to 
500 F, Silastic insulated lead wire 
solved the problem of a fast and 
reliable defrosting system for Tyler 
Refrigeration Corporation. 


Originator and leading producer of open 
frozen food display cases, Tyler employs 
high-powered strip heaters for fast, auto- 
matic defrosting. Twice daily, tempera- 
tures at the terminal connections may jump 
from a low of —30 F to a high of 212 F 
and remain there for 30 to 50 minutes at 
a time. At such temperatures, the organic 
rubber insulation on conventional lead 
wire deteriorates rapidly. Unexpected 
failure could mean the loss of hundreds 
of dollars worth of frozen foods. 


Tyler eliminated the possibility of insula- 
tion failure due to high temperatures, and 


gained Underwriters’ approval at the same 
time, by specifying lead wire insulated 
with Silastic. In the thousands of frozen 
food cases that have been put into service 
1951, no 


since lead wire failures have 


ever been reported. 

For extra protection against moisture con- 
densation, Tyler coats the connection be- 
tween the terminal strip and the bare wire 
with Dow Corning 4, a non-melting water- 
proof silicone dielectric compound. No. 209 


* 
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SILICONE HYDRAULIC FLUID ( continued 
limited because the organic oil became so 
thick at low temperatures that it could 
not pass freely through the port and valves. 
Even at 20 F the viscosity of this oil in- 
creased to 2400 Saybolt seconds. 

Faced with the problem of “winterizing” 


the standard Hypress for operation at 
—30 F, Burndy 
engineers developed a special packing only 


to find that low temperature organic oils 


temperatures down to 


caused excessive swelling. Then they tried 
a 20 centistoke Dow Corning 200 Fluid 
with a viscosity of only 420 Saybolt sec- 
onds at —30 F and 68 seconds at 130 F. 

The silicone fluid filled unit operates just 
as easily at —30 F as organic oil-filled 
units do at room temperatures. Swelling 
of the packing is eliminated. Utilities now 
use the Hypress in all seasons with equal 
ease. Field checks made since 1950 show 
that the investment made in Dow Corning 
200 Fluid has been repaid many times 
over in additional resulting from 
dependable year around service. No. 210 


sales 








SILICONE ADHESIVE ( continued 
operate their tank plant overtime to meet 
production demands. One of the most time 
consuming jobs in the plant hand 

welding a com- 


was 


bustion-cham- 
ber skirt to the 
base of each 
heater to com- 
ply with Ameri- 
can Gas 
ciation require- 
ments for the 
prevention of 
flue gas escape. 


Asso- 


In 1954, at the suggestion of Mystik 
Adhesive Products Co., White production 
men tried sealing this 48-inch seam with a 
new Mystik tape coated with Dow Corning 
Adhesive. The seal passed all AGA tests, 
including constant high fire and surface 
temperatures in the range of 520 F. With 
this new tape, White realized material sav- 
ings amounting to 7c a unit. Production 
in the tank plant has doubled. No. 211 
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we ‘threw away the book’ 


to make this die casting ---« 


@ Thin walls blending into heavy sections made this a tough one... 


but Stewart turns out castings like this in volume 


After 45 years, Stewart Die Casting is still young enough to 
have new ideas. When conventional methods are not good 
enough, we “throw away the book” and find a way. Whatever 
type of die castings you need—small or large, simple or intri- 
cate—count on Stewart to meet your most rigid specifications 


...on time. 


SERVICES AVAILABLE 
s . Designing ¢ Engineering * Die Making 


Metallurgical Control « Most Modern Die Casting Equipment * Complete 
Machining, Polishing and Assembly Facilities. 
45 years of helping industry to “Make It Better” 


STEWART 


Z Blewarl ow CASTING prone SU 


CHICAGO, ILLINOIS, 4535 FULLERTON AVENUE © BRIDGEPORT, CONNECTICUT, 275 WARREN STREET 





Skyline’s Production Line methods such as this seam weld- 
ing operation have reduced prices of Monel nickel-copper 
alloy tanks to a point within reach of most boat owners. 


This and other Inco Nickel alloys provide superior fabrica- 
tion and mechanical properties. That’s why Inco alloys are 
widely used in Skyline products. 


Bill Jung doubles company’s size and business... 


MONEL helps young engineer 
break cost barrier 


A year ago. BILL JUNG. a successful 
engineer, headed a small company that 
fabricated air-borne equipment exclu- 


sively. 


Today, his company . SKYLINE 
Propucts, Inc., Deer Park, Long Is- 
land, New York .. . is twice as big. All 
because Bill Jung had a bright design 
idea that was made practical by Monel* 
nic kel-« oppelr alloy. 


Watching his Sciaki spot and seam 
welders speed the output of aircraft 
weldments, Bill reasoned: why not use 
this method to weld fuel and water 
tanks for boats . . . resistance welding 
would cut the cost. 


He checked with boat builders. He 
found not only definite interest, but 
also universal preference for Monel 
alloy because of its strength and cor- 
rosion resistance. 


98 


$40 cut from cost 


However, not everybody could afford 
this alloy. Bill learned that hundreds 
of tanks were made of materials like 
steel or copper, coated with zinc, tin 
or lead to cut costs. But unlike Monel 
nickel-copper alloy, these materials do 
not respond to resistance welding. 


Bill set up to make tanks by resist- 
ance welding. And typical of the re- 
sult, Skyline now sells a welded Monel 
fuel tank for $85. The same size tank 
used to cost $125. 


Along with fuel and water tanks, 
Skyline now produces hardware for 
boats, and other equipment made of 
Monel alloy. Because this alloy is 
tough, long-lasting, and corrosion- 
resisting all the way through, it with- 
stands heat and cold as well as many 
acids, alkalies and salts. It’s a ma- 


terial for use where you want strength 
and corrosion resistance ... as well 
as low-cost production. 


*Reg. Trademark 





Whenever you are faced with a 
problem of finding an alloy to suit 
your needs, it will pay you to in- 
vestigate Inco Nickel Alloys. A brief 
description of their properties and 
uses is contained in “Standard Al- 
loys for Special Problems.” A copy 
is yours for the asking . . . Write 
for it now. 








Product Engineering - 





The International Nickel Company, Inc. 


67 Wall Street (fr New York 5, N. Y. 
INCO 


YEARS OF 
Niche Alloy 
PIONEERED BY MONEL 
1905 - 1955 
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How Hy-Loads can help you... 


OVERCOME OVERLOADING 


a —<! 


~— 


HY POTENUSE, the sage of the slide rule, says: 


This HYATT Hy-Load is heading for a long hard life. It’s 

been designed into as tough a job as you can hand any bearing— 
the armature shaft of a steel mill motor. 

These HYATT Bearings must maintain the armature on centers 
with very close running clearance despite the fact that steel 

mill motors are frequently overloaded and are regularly 

reversed under full load! 

But ability to “take it” isn’t the only reason leading motor 
builders mount HYATTS on both ends of armature shafts: the 
offset of the flanged inner race provides vital inbuilt, 
non-adjustable free end float, permitting the armature to 
center itself electrically. What’s more, HYATT’S separable and 
interchangeable races facilitate quick replacement of armatures. 
See why so many smart designers agree? You can’t go awry 


when you specify — 


YOUR COMPLETE LINE 
OF CYLINDRICAL ROLLER BEARINGS 


WATE ncuss cxrnines 


STRAIGHT BARREL TAPER 


HYATT BEARINGS DIVISION + GENERAL MOTORS CORPORATION + HARRISON, NEW JERSEY 
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Magnesium 





made it 
ortable 











Lightweight TOOLING PLATE builds advantages 


into portable fixtures 


THE DOW CHE,AICAL COMPANY 
Magnesium Sales Dept. MA 320B, Midland, Michigan 


Please send the booklets checked below: 


["] Tooling plate brochure 

[-] Booklet “Machining Magnesium” 
["] Booklet “Joining Magnesium” 
Name 

Title 

Company 


Address 


seo Wee important savings 


There’s a growing preference for magnesium tooling plate—and 
good reason, too! It’s lighter in weight, easier to machine, and 
lower priced than most commonly used tooling materials. 


The light weight of magnesium—*s the weight of aluminum, 
4 the weight of steel—permits ease of handling in portable jigs 
and fixtures for increased speed, safety and economy. Many 
other tooling uses benefit from magnesium’s desirable properties. 
Magnesium plate in all sizes is rolled for greater accuracy. 
Dimensional stability, too, is assured by stress relief through 
oven flattening. 

Get all the details from your Dow Magnesium distributor, or 
write to THE DOW CHEMICAL COMPANY, Midland, Michigan, 


Dept. MA 320B. 


DISTRIBUTORS: COPPER AND BRASS SALES, INC., Detroit, Michigan + FULLERTON STEEL AND WIRE 
COMPANY, Chicago, Ill. * HUBBELL METALS INC., St. Louis, Mo. + A. R. PURDY CO., INC, Lyndhurst, 
N. J. © RELIANCE STEEL COMPANY, Los Angeles, Colif. 


you can depend on DOW MAGNESIUM |ale)","/ 
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GM STEEL TUBING BY ROCHESTER PRODUCTS, DIVISION OF GENERAL MOTORS, ROCHESTER, N.Y. 


Product Engineering — November, 1955 10] 




















BRIDGEPORT BRASS COMPANY 


__CopPER ALLOY BULLETIN 








vias 


Reporting new developments in copper-base alloys and metalworking methods. 















Brass valve co 
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ponents help give these ducklings a clean, cool and continuous water supply. 





Automatic Drinking Fountains for Poultry 
Use Brass for Dependable Service 


A good supply of clean, cool water 
helps to produce steady chick growth 
and good eggs, but the problem is to 
water poultry adequately without spill- 
age, flooding, and, in the case of chicks, 
drowning. 

A solution to this problem is the 
ingenious automatic drinking fountains 
made by Drinxall Manufacturing Com- 
pany of North Hollywood, California. 

With parts fabricated from Bridge- 
port copper-base alloys to Drinxall’s 
own design, these poultry fountains are 
self-filling and sanitary. Poultry can’t 
get in, nor water out, and chicks do 
their drinking right in pens, batteries 
or cages. 

Drinking cups are suspended from 
water-supply lines by valves made from 
Bridgeport Free-Cutting Brass Rod 
Alloy 6 and by wire clips of Bridgeport 
Spring Brass Alloy 37. When water 
gets low in the plastic cups, a counter- 
weight opens a supply valve until water 
reaches the proper drinking level, when 
the counterweight causes the valve to 
close 

Drinxall also uses Bridgeport 
copper-base alloys for a fountain us- 
ing a peck-type valve, the valve open- 
ing when poultry peck at the moist 
valve stem 

The small, yet accurately made parts 
for the Drinxall valves shown are made 
from Bridgeport Free-Cutting Brass 


> BRIDGEPORT BRASS 


COMPANY @ BRIDPGEPORT. CONNECTICUT 
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Rod Alloy 6. A composition of 61% 
copper and 3.4% lead gives this alloy 
exceptionally free-machining proper- 
ties and a uniform composition. The 
use of Bridgeport Alloy 6 also assures 
accurate dimensions, essential in close- 
tolerance parts such as the small Drinx- 
all valves shown above. Bridgeport 
Free-Cutting Rod Alloy 6 gives manu- 
facturers a fast-production alloy ideal 
for high-speed, economical machining. 
Its strength and uniform composition 
serve close-tolerance requirements and 
make it particularly suitable for valves. 
Precision finishing assures efficient 
functioning, including perfect closing 
of metal-to-metal valve seats. 

Bridgeport Copper Alloys were se- 
lected for Drinxall fountains because of 
their uniform high inner quality and 
consistent conformity with specifica- 
tions covering composition, temper, 
finish and dimensions. 

In thousands of cases such as this 
one, Bridgeport Technical Service rep- 
resentatives studied the requirements 
of an application, then recommended 
materials that have given satisfaction 
to manufacturers and customers alike. 

Bridgeport Technical Service will 
recommend the alloys best suited to 
your particular applications, manu- 
facturing methods, and production re- 
quirements. Call your local Bridgeport 
office for this helpful advice. 





Magnet Holders Stamped from 
BRIDGEPORT Nickel Silver 
Withstand Rugged Use, 
Meet High Standards 


To insure that the ruggedized meters 
it manufactures are able to withstand 
hard use, Weston Electrical Instrument 
Corp., Newark, New Jersey, uses only 
the sturdiest of materials. In addition, 
these Weston instruments are tested on 
machines such as a 2,000 foot-pound 
shock-testing machine and various 
vibration-testing machines. 





Weston Milli Ammeter Model 1521 uses the 
Nickel Silver Magnet Retainer inset at right 


A typical Weston part is the mag- 
net retainer (shown above) stamped 
and formed from Bridgeport Nickel 
Silver Grade B 555. This alloy has high 
strength and corrosion resistance, plus 
good spring properties and high elec- 
trical resistance. These properties make 
Bridgeport Nickel Silver B 555 ideal 
for telephone boards, radio parts, elec- 
trical controls, optical goods, surgical 
and dental instruments, and dia- 
phragms. 

Weston’s magnet holder is formed so 
that its base has a slight buckle which 
flattens when the holder is fastened to 
the instrument housing. Permanent 
spring action of Bridgeport Alloy B 
555 secures the magnet holder. 

In this application, as in others, the 
selection of suitable Bridgepert alloys 
was made after Bridgeport’s technical 
service and laboratory experts studied 
the metalworking requirements of the 
manufacturer, then recommended the 
exact alloy, temper, finish and size— 
not only to meet specifications, but to 
assure product quality and _ sales 
acceptance. 

Bridegport’s helpful services . . . and 
90 years of metalworking experience 

. are available to you through the 
nearest Bridgeport sales representative. 

(3970) 
Vills at Bridgeport, Conn., 
Indianapolis, Ind., and Adrian, Mich. 
Sales Offices in Principal Cities— 
Conveniently Located Warehouses 
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Low Cost io shies, wie ee 
steel housing that combines Soe apa SELF-ALIGNMENT. Aligning surface of 

pao t weight, yet equipped with ee noe to assure proper fit and 
recision enaleas used in all . — of _ ns action and full load 

eve A locks. capacity are maintained even shaft misalignment. 








It’s important 


bearing differences 


like these that add up to strength plus economy 


MAXIMUM SEALING EFFICIENCY. Synthetic rubber lip-type 
seal, a ral with the bearing, retains lubricant and 
excludes . even in extremely dusty conditions. 
Greased at factory, bearing needs no further lubrication. 


SINGLE-ROW, DEEP GROOVE BALL BEARING assures smooth 
operation and long life. Manufactured in accordance 
with the ntededidtne the Anti-Friction Bearing Manu- 
facturers Association BCO2 ball bearings. 





They're all present only in this new, 
low-cost LINK-BELT ball bearing 


ERE’S the kind of specialization you get in industry's most 
H complete line of ball and roller bearing blocks. The 
wide-spread need for a low-cost bearing—offering precision, 
anti-friction bearing performance—led to development 
of the JPS-200. Bulk is minimized—unrestricted alignment 
and effective sealing characteristic of Link-Belt bearings 
are maintained. The result is a bearing that costs you 
less .. . yet can challenge any for efficiency 
in light-duty applications. 


Low-cost series 


Every Link-Belt bearing is made to meet just such yee hehe 


a specific need. Ask your Link-Belt office for 3 most complet 
e4e —~ . - = ¢ of Dall and 
Folder 2517 on the JPS series. Get Book 2550 : ' ol ~ 


_ roller bearing 
for data on Link-Belt’s complete line. —— 


LINK-BELT COMPANY: Executive Offices, 307 N. Michigan Ave., Chicago 1 § : 
To Serve Industry There Are Link-Belt Plants, Sales Offices, Stock Carrying .*. A 
Factory Branch sresee and Distributors in All Principal Cities. Export Office, “Ir 


New York 7; Canada, Scarboro (Toronto 13); Australia, Marrickville. 
N.S.W.; South Africa, Springs. Representatives Throughout the World 


i. Ball and Roller Bearings 
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R/M engineers can help you solve product problems 
with precision-made molded parts of natural or oil- 
proof synthetic rubber, silicone or nylon. R/M molded 
parts are custom-engineered to meet your particular 
requirements—to assure long life and trouble-free 
service under temperature, atmospheric, or other 
operating conditions. Specialists in the application of 
molded parts and components, R/M engineers assist 
you in determining the best design and material to 
meet new requirements . . . or to overcome trouble- 
some conditions or higher costs caused by other 
materials you are now using. 

Where your needs dictate, they will develop molded 
parts of natural or synthetic rubber. If silicone or 
nylon can do your job better, R/M will custom-engineer 
the exact parts you need to improve product perform- 
ance, prolong product life or reduce cost. Backed by 
more than 60 years research and experience in the 
manufacture of molded and industrial rubber products, 
R/M molded parts are produced by skilled personnel 
working with the finest in laboratory testing facilities, 
under exacting quality control, and with modern 


SPECIALISTS 


go S& 


Brake Blocks, Linings . Fan Belts and 
ond Clutch Facings Radiator Hose 





IN ASBESTOS, 


SINTERED METAL, ENGINEERED PLASTICS 





Mechanical Packings Abrasive and Industrio! 
and Ga 


CALL ON R/M ENGINEERING SERVICE 


mass-production methods. R/M offers you this same 
advanced engineering service with cut and extruded 
parts custom-made to your special order. Whatever 
your requirements, you can count on R/M for savings 
in design time and costs . . . and dependable deliveries. 

A new, illustrated folder describes the unusual ad- 
vantages of R/M Custom Molded Nylon Parts. Also, 
the R/M “Exclusive Features” book describes en- 
gineering advances in rubber hose, transmission and 
conveyor belts, V-Belts and R/M’s new concept in 
power transmission, the Poly-V® Drive. Ask your R/M 
representative about Manhattan Rubber Division’s 
Specialized Engineering Service for help 
with your rubber and nylon problems. 
For booklet shown, or other data, 


write, phone or wire: 


MANHATTAN RUBBER DIVISION 
Raybestos-Manhattan, Inc. 
Passaic, N.J. 

Gregory 3-2000 


RUBBER, 


CY 





skets Diamond Wheels Drive Belts 
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CUSTOM-ENGINEERED MOLDED PARTS—RUBBER - SILICONE - NYLON 


Industria! and 
Automotive Hose 
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SINTERED METAL Friction Parts 


Have a friction problem where high temperatures or close 
tolerances are factors? R/M Sintered Metal Friction Parts 
may be your answer. Under such severe conditions, R/M 
Sintered Metals will perform without appreciable increase in 
wear rate because of their high thermal conductivity and 
absence of destructible bond. Remember, unlike most 
manufacturers, R/M works with all kinds of friction materials. 
So whatever your friction requirements, you can be sure of 
completely unbiased advice when you consult Raybestos- 
Manhattan. 


Write for your copy of R/M Bul- 

letin No. 500. It’s loaded with prac- 

tical design and engineering data on 
all R/M friction materials. 


EQUIPMENT SALES DIVISION 


Raybestos-Manhattan, Inc. 
6010 Northwest Highway 
Chicago 31, Ill 
ROdney 3-2400 


PACKINGS, GASKETS, “ttriow 


R/M makes packings and gaskets for every conceivable 
application. They are used wherever it is necessary to seal 
against air, gas, water, steam, oil, chemicals, solvents, food 
products, and hydraulic fluids. R/M also makes a wide range 
of “Teflon” products and a great variety of asbestos textiles. 
If you have a problem in design or manufacture that any of 
these products might solve, don’t hesitate to call on R/M’s 
specialized engineering service for advice 


*Du Pont's trade-mari r its tetrafluoroethylene resin 


For booklet shown, or other data, 
write, phone or wire 
PACKING DIVISION 

Raybestos-Manhattan, I: 

Passaic, N.J. « Gregory 3-2 
ASBESTOS TEXTILE DIVISION 

Raybestos-Manhattan, In 
Manheim, Pa. « Manheim 5-2211 


RAYBESTOS-MANHATTAN, INC. 


FACTORIES: Passaic, N.J.e Bridgeport, Conn. eManheim,Pa.e No. Charieston,S.C. ¢Crawfordsville,ind. «Neenah, Wis.« Peterborough , Ontario, Canada 


Conveyor Rubber Lined and Sintered Metol Asbestos 
Belts Covered Equipment Friction Elements Textiles Sheets, 


Tefion Tape, Pockings, Engineered Molded 
Rods, Tubes Rubber and Plastics 
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THE DIFFERENCE... /arpenter stainless uniformity 


hese hinge pivot pins for automatic dishwashers 
were being turned out by “doing things the hard way.” 
l'‘ools had to be reground every eight hours. The ordi- 
nary l'ype 303 steel used wasn’t uniform, refused to hold 
ize, and didn’t provide the required finish. 

l'‘his job could easily have been chalked up as a “nec- 

sary headache,” but someone wasn’t satisfied . . . was 
willing to explore the possibilities for improvement. As 
1 result, Carpenter Stainless No. 8 (Type 303) has 
brought these worthwhile changes: Tool regrinding is 
required only every 18 to 24 hours . . . final grinding of 
the part is eliminated because size tolerances were held 
so accurately bar after bar machines the same 
* and each part now costs 50% less. 


Build your own improvement program with the co 


D 


operation of Carpenter . . . originator of the first Free 


Machining Stainless. The steel can be in your plant 
almost immediately if you call your nearest Carpente: 
Mill-Branch Warehouse, Office or Distributor now 


I'he Carpenter Steel Co., 117 W. Bern St., Reading, Pa 


Specify Carpenter... 
the one stainless job-proved to give you: 
isicr machining 
fewer rejects 
moother finishes 


lowe! production costs 


arpenter 


| Free-Machining Stainless Steels 
IMMEDIATE DELIVERY from local warehouse stocks — Export Address: Port Washington, N. Y.— “CARSTEELCO” 





i 








_ “Pin-O-Matic” Clothesline manufactured by Dennan Mfg. Co., | Washington Ave., Providence, R. L. 


BakELITE Brand Elastomeric Vinyl 
plastic extruded on twisted twin strands 
of wire makes the new “Pin-O-Matic” 
clothesline gentle to both the wash and 
the housewife’s hands. The line won’t 
rust or flake. It is easily wiped clean, 
leaving the gleaming white surface 
smooth as new. No matter how often 
the strands are parted by the disk- 
shaped spreader, the jacket of BAKELITE 
Elastomeric Vinyl retains its resilience 
for a safe, secure grip. 

This is only one example of how you 


can use BakELITE Elastomeric Vinyl 
compounds in products that must resist 
water, heat, and cold. The flexibility 
of these compounds can be varied ac- 
cording to your needs, from semi-rigid 
to soft. Transparent, translucent, or 
opaque, these materials can be pig- 
mented to a wide range of colors with 
a high-gloss or soft matte finish. 

Learn how Bake.iTe plastics and 
resins can help you market new prod- 


ucts. Write Dept. LE-145, 


BAKELITE 


Vinyl Resins 


BAKELITE COMPANY, A Division of Union Carbide and Carbon Corporation Ug 30 East 42nd Street, New York 17, N. Y. 


The term Bake.ire and the Trefoil Symbol are registered trade-marks of UCC 
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Look what they’re doing with 


nyl 
...the great NEW ADVANCE 
in tubing by POLYMER 





ie 
f 











Just think of the many uses for a tubing with all of nylon’s 
abrasion and corrosion resistance, flexibility, resiliency, 
and other desirable properties! What's more, NYLAFLOW* 
tubing usually cuts initial tubing and assembly costs. 
There’s no pre-bending, only two connections are needed, 
and you can use either standard flare or compression 
fittings. NYLAFLOW tubing is supplied in stock diameters 
and lengths, and in two grades: Type T with a tested burst- 
ing strength of 1,000 psi and Type H, 2,500 psi. Just take 
a look at some of its exciting possibilities! 

















ae 


NYLAFLOW* LUBRICANT LINES 


In the new push-button power lubrication system 
for 1955 Lincoln and Mercury automobiles, Lincoln 
Engineering Co. of St. Louis chose NYLAFLOW tub- 
ing because it is dent proof and flexes as chassis 
members move. NYLAFLOW also costs less than 
other tubing tested, and is faster, cheaper, and 
easier to assemble and install. 






~~ 





NYLAFLOW* AIR LINES 
NYLAFLOW should give excellent 


results in air lines for pneumatic 
instruments and control valves, 
pneumatic equipment and tools, 
pumps and water systems, etc. 


NYLAFLOW* FUEL AND OIL LINES 


NYLAFLOW tubing’s properties indicate added abrasion and 
fatigue resistance, as well as lower cost, for fuel and oil lines on 
internal combustion engines, etc. 


NYLAFLOW* PROCESS LINES 


NYLAFLOW is not subject to corrosion, nor is it attacked by most organic 
THE POLYMER CORPORATION solvents, process gases or strong alkalies. This suggests it should be ideal 
of Penna. © Reading, Penna. for plant gas and fluid lines. 


POLYMER NYLAFLOW* TUBING 


.-- nylon...Tefion...and other non-metallic shapes 


*NYLAFLOW is the trademark for The Polymer Corporation's nylon tubiag 
















SEND FOR NEW 
NYLAFLOW 
TUBING BULLETIN 


















In CANADA: Polypenco, Inc., 2052 St. Catherine W., 
Montreal, P.Q. 


Tefion is the trademark for DuPont tetrafivoroethylene resin 
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ONLY CHRYSLER MAKES OILITE, 


one-half million spins under tension and— 


ite bearings show no appreciable wear 


Here’s a fishing reel that is subjected to laboratory 
tests far more drastic than it receives from anglers 
and the self-lubricating OILITE bearings take it 
in stride. Here’s what the spinning reel manufac- 
turer reports: 
*‘Last summer we had one stock reel tested under 
tension (up to and including four pounds) at vary- 
ing speeds. This reel had your bearings, of course. 


“Our original intention was to give the reel a break- 
down test. However, after running the reel under 
tension 186,727 revolutions of the crank handle, 
actually revolving the head over half a million 
times, we found that the bearings showed no 
appreciable wear. In fact, your bearings appeared 
only slightly worn in. This is a terrific reeommenda- 
tion, in our opinion, for your bearings.” 

The impregnated oil in self-lubricating OILITE 
bearings is held in storage by capillary attraction 
and provides a surface film for positive, constant 


. . « In Powder Metallurgy . . . It’s Amplex 


lubrication. OILITE bearings are particularly suc- 
cessful in trouble areas where it is difficult or im- 
possible to provide lubrication. The built-in oil 
cushion absorbs heavy shocks and stresses. 
Chrysler engineered OILITE bearings are made of 
various metals and alloys in a wide range of sizes 
for a multitude of uses. Standard bearings and 
bearing material (cored, bar and plate stock) are 
available from local dealers throughout the U.S. 
and Canada. 


Contact Amplex for help with your bearing prob- 
lems. The engineering facilities of Chrysler- 
Amplex are available to serve you. OILITE Field 
Engineers, Supply Depots and Dealers in all 
principal cities. Overseas distribution thru 
Chrysler Export. 


Chrysler-Amplex also manufactures Permanent 
Metal Filters, Finished Machine Parts and Fric- 
tion Units. 


IT’S NEW! IT’S FREE! 


First complete informa- 
tion on self-lubricating 
bearings, finished 
machine parts, filters 
and other powder metal 


CHRYSLER CORPORATION uniss. 53 pepe. eae 


AMPLEX DIVISION 


Dept. F-11, Detroit 31, Michigan 
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his was our 
calling card... 


18 AALR 


Mee. ..exactly fifty years ago, the skill- 
fully cast piece of zinc shown above in actual 
size was the ingenious calling card used by 
our founder, Carl J. Moberg, to tell potential 
customers about the new die casting business 
he had just started at Mount Vernon, N. Y. 


The legend it carried was significant — and 
prophetic. On one side it reads: 


Cast by C. J. Moberg, Inc. Reliable Die 
Casting. And on the reverse: 


We cast intricate parts finished in steel dies. 


Write us before you make patterns, buy 
costly tools, or order elsewhere. 


If we accept your order, we guarantee satis- 
faction. ; 


It is superfluous to point out at length how 
greatly the world around us has changed since 
Carl Moberg handed out his “calling card.” 
On country roads, horses were still prone to 
rear up in terror at the occasional automobile. 
Carl Moberg never die cast a part for even 


S AG 


so “commonplace” a product as an electric 
iron. There were none. 

Nor could he foresee the enormously 
expanded physical facilities, in 1955, of the 
business he began—with our 165,000 sq. ft. of 
floor space, with our complete tool and die 
shop, our automatic electric furnaces, our 
forty die casting machines. 

One basic thing, however, has not changed. 
It is the essential reason, we are sure, for 
Mount Vernon’s growth. Carl Moberg indeed 
founded well. 

“If we accept your order, we guarantee 
satisfaction.” 


Shy ~p 
EE) tty itt 
$33 24) alee we 


MT. VERNON 
DIE CASTING CORP. 


CONNECTICUT 


5 Doe 


STAMFORD 
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How to make 3 clutch plates do the work of 


A leading appliance manufacturer modified the trans- 
mission in his automatic washing machine to make use 
of cork-faced clutch plates. 

The result? A lighter, simpler, less costly transmis 
sion—with the required torque now being delivered 
by three cork facings in place of eight other plates 
called for by the original design. 

Cork makes design economies like this possible be- 
cause of its inherently high torque capacity. Cork, in 
fact, retains a higher coefficient of friction when im 
mersed in the oil of a wet clutch than any other fric 
tion material. Because of this, cork will transmit a 
given amount of torque with fewer or smaller plates 
—or lower engagement pressures. This permits the 
use of smaller, less complex hydraulic systems. 

Cork helps reduce costs in other ways, too. First of 


all, it costs less than most friction materials. And 
there’s no need for surface or finish grinding when 
you use cork facings. They're resilient and mate per 
fectly with their opposing plates. 

Most important, cork is a dependable facing mate 
rial. A cork facing in a properly designed wet clutch 
There's 


and no abrasive 


will last the life of an appliance or automobilk 
virtually no wear in normal service 
particles to contaminate oil and damage gears 
For the whole story on cork 
friction materials, send for a 
copy of “Armstrong Resilient 
Materials.” Write 
Cork Company, 
Industrial Division, 7211 Irvin 
St., Lancaster, Pa. 


Friction 
Armstrong 


‘Armstrong FRICTION MATERIALS 


... used wherever performance counts 
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YOUR PRESENT PART IN 
CAST IRON VERSUS LARGE 
PERMANENT-MOLD CASTINGS 


On the pure chance of saving a buck, 
we heartily suggest that any designer 
now thinking of cast iron turn a 
calculating eye in the direction of 
aluminum permanent-mold castings. 
Our reasoning goes like this: 


1. Cast iron must be cast in 
fairly thick sections—often 
stronger than you need. This 
isn’t true of aluminum, and the 
resulting weight saving often is 
larger than the accepted ratio 
of 2.6 to 1. 


2. Big iron castings usually re- 
quire large dry sand cores. This 
isn’t cheap in a foundry. If 
quantities are reasonable, the 
cost of an aluminum permanent- 
mold casting becomes extremely 
competitive. 


3: The lighter weight of an 
aluminum casting over its iron 
counterpart lowers shipping 
costs, eases handling during ma- 
chining and speeds installation. 
4. Aluminum’s natural advan- 
tages over iron—notably resist- 
ance to corrosion—can materi- 
ally reduce maintenance costs. 


5. Faster feeds and speeds 


MINUTES OF 
DESIGN INFORMATION 
ABOUT ALCOA ALUMINUM 
CASTINGS THAT COULD 
PUT YOU YEARS AHEAD 
OF COMPETITION. 


(Advertisement) 




























































possible in machining aluminum 
as compared to cast iron. 


Proof of the foregoing pudding is in 
two recent jobs previously made in 
cast iron—now doing better in alumi- 
num P.M. One is a large gas meter 
case. In iron, it weighed 500 pounds 
assembled. In aluminum, 175 pounds. 
Pressure tests prove it’s stronger, and 
corrosion tests indicate practically 
no maintenance. Further savings are 
realized by easier handling and in- 
stallation. The other job is bases for 
street lighting poles. Here the saving 
in maintenance is considerable, too. 
In both instances, use of Alcoa’s 
research and development facilities 
clinched the economic argument in 
favor of aluminum. We can do that 
kind of thing for you, too. 





In iron it weighed 500 pounds. : . 















Product Engineering — November, 1955 








WHAT’S NEW WITH ALLOYS? 


Every time you turn around these 
days, it seems somebody has brought 
out a new casting alloy. We’re no 
exception. And while we applaud the 
spirit of progress, we urge buyers of 
aluminum castings to look behind 
the scenes a little. Is the introduction 
of a nonheat-treatable alloy an 
advantage to the buyer, or to the 
foundry that has no heat-treating 
facilities? While a nonheat-treatable 
alloy may have fine properties in test 
bar, how it performs in the casting 
depends on more than alloying con- 
stituents. Metal handling, casting 
technique and metallurgical control 
are equally important. All of which 
says it pays to know your foundry 
as well as your alloy. 


Having thus cautioned you, we 
now blow our own horn about two 
new Alcoa-developed alloys for 
permanent-mold casting: XC 355 and 
XA 356. These are new high-strength, 
high-elongation alloys that require 
careful control of impurities and 
careful foundry handling. Both are 
heat-treatable. Both can be handled 
in Alcoa foundries that are fuily 
equipped to deliver close to test bar 
properties in your finished casting. 
The little bar charts below compare 
tensile, yield and elongation with the 
familiar 355 and 356. Structural 
assemblies and parts subject to im- 
pact seem most likely candidates for 
these new alloys. Any ideas? 
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“PRECISION CASTINGS”? 
+ Ye" or + 0.005” 


Close tolerance casting has its justi- 
fication in terms of the subsequent 
machining it can eliminate. These 
days, close tolerance is a loosely used 
term meaning somewhat less than 
plus or minus }@”. You'll find no 
shortage of foundries who are willing 
to take on a close tolerance job. There 
are proponents of everything from 
shell molding to investment casting. 
Each is willing to argue the advan- 
tages of whatever process they have 
equipment to produce. Since it is 
impossible for any foundry to work 
by all methods, it becomes the 


Cast with thin steel inserts . . . 


Not a speck of finish machining . . . 


supplier’s difficult choice to pick one 
or two. This Alcoa did several 
years ago. 
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Precision casting at Alcoa is done 
in plaster and tolerances of 0.005" are 
not unusual. Parts we are currently 
making in plaster include automobile 
tire molds with thin steel inserts, 
called “‘sipes,”’ to give tires a squee- 
gee action on slippery pavement. 
Also for the automotive trade, we 
are making molds for rubber and 
plastic arm rests and dashboard 
covers. These have the characteristic 
leather grain cast into the mold. 
Thin-bladed torque converter parts 
are also being cast in plaster. In 
every case, not a speck of finish ma- 
chining is necessary on the as-cast 
surface. The experience we have 
gained in such production is readily 
available to you. 


' 


* 

, 
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A very profitable sandwich... 


JOINING ALUMINUM CASTINGS 
—SANDWICH BRAZING 


We’re seeing more and more complex 
castings being broken down into a 
series of simple castings and then 
joined back together. 

The machine tool valve body, 
shown above, is a case in point. As 
you can see, it has a series of intri- 
cate passageways to control hydrau- 
lic fluid. This part replaces many 
lines and fittings. It is practical only 
because it can be made inexpensively. 

In this case, the center section is a 
sand casting of C612 alloy. The 
cover pieces are then brazed to the 


center casting by a furnace opera- 
tion. Other applications of this tech- 
nique are oil-cooled pistons for diesel 
engines, fuel regulator housings for 
jet engines, wave guides for radar 
equipment and cylinder heads for 
engines. We have had considerable 
experience with this sandwich-type 
construction, and are in a position 
to offer some interesting suggestions 
on any cast part that would apply. 


STRAIGHT TALK 


It is a fact that a hard 
look at aluminum cast- 
ings has put a competi- 
tive edge on many a 
designer’s thinking. 
When you take that 
look, you needn't be 
confined by one or two 
casting processes be- 
cause Alcoa foundries 
produce all kinds— 
sand, die, permanent 
mold, plaster and com- 
bination mold. To con- 
tribute solid technical 
thinking, at the design 
stage, your local Alcoa 
sales engineer is listed 
under “Aluminum” 
in your phone book. 
Use him, Or write to 
Aluminum Company 
of America, 1992-K 
Alcoa Building, Pitts- 
burgh 19, Pa. 


Your Guide to 


Aluminum 


ALWAYS FASTEN ALUMINUM WITH 
ALCOA® ALUMINUM FASTENERS 
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Motodrive 


Variable Speed 
disc assembly 


Recognized Leader | 
in the specialized Any standard NS : ¥ Optional 


foot-mounted Handwheel 
motor « location 


field of variable / din cdtitle 


REEVES FLEXI-SPEED ... with new low speeds! 


speed control Amazing new Fiexi-Speed is but one outstanding example of the complete line 
of Reeves Variable Speed Drives. Now available with output speeds from 300 
rpm to 4800 rpm—speed ratios as great as 8:1. Combines efficiency, versatility 
and /ow price. 
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offers the only complete line of variable 


speed drives and automatic controls 


g AU’ 


Syncro-Differentia! 


Auto-Tens ae 
eg 
*, 


Pneumatic 


Hydraulic 


FREE! REEVES New Automatic 
Production Control Booklet — Specify 
K4a-G537 


~~ 


._—_ 
~~, 


—S 
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IT’S AS 
SIMPLE AS THIS . 


1. Standard Pneumatic Controllers 
measure changes in heat, pressure and 
practically any other variables. 


2. The slightest change noted by the 
controller is relayed by air pressure to 
the Reeves Motodrive. 


3. The Reeves Motodrive automati- 
cally changes speed to compensate for 
changes in heat, pressure, etc., return- 
ing the system to equilibrium. 


REEVES AUTO-PNEUMATIC CONTROL 


for regulating flow, pressure, heat, etc. 
REEVES PULLEY COMPANY 


OMATIC CO 


niROLS 


atl 
th 
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Controlled- 
Acceleration 


Electric Remote 
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Control 








ow 





pressure 












































LINEAR OUTPUT SPEED—necessary to 
most control applications—assures 
exactness for proportioning and gives 
precise speed control throughout the 
entire range of the Motodrive. 


°° COLUMBUS, INDIANA 


Division of RELIANCE ELECTRIC AND ENGINEERING CO. 
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Desi Ss 

esigners 

New machines with 7@//czao motors highlight 
“motor switchover’ at Machine Tool Show 


The giant Machine Tool Show at sions. One reason for this big “‘motor the newest machine tools, Tri-Clad 
Chicago demonstrated the tremendous switchover” by designers of machine motors give a neat, compact, modern 
effect made by the electric motor re- tools is the new and better Tri-Clad appearance. Available in a wide range 
rating program announced in 1953. Over ‘55’, G.E.’s completely redesigned line of ratings and enclosures, they’re easily 
62% of the G-E motors between 1 and of more powerful, more compact motors. installed and maintained, and shipping 
30 horsepower installed on machines at Weight is reduced up to 33% in some and handling costs of your product are 
the show are built to the new dimen- ratings, size cut up to 40%. Installed on reduced. Check Bulletin GEA-6200. 








GOSS & DELEEUW exhibited multiple spindle tool rotating chucking 
machines. Tri-Clad ‘55’ totally-enclosed fan-cooled motors in the 1—15- 
hp range are used for the tapping, drilling and feed drives. 


MORRIS MAC center column machine, dis- 
played at the Machine Tool Show in Chicago, uses several Tri-Clad ‘55’ 
motors. Note attractive appearance of motors on this modern machine. 


VAN NORMAN COMPANY exhibited Tri-Clad ‘55’ motors driving AMERICAN TOOL WORKS COMPANY uses Tri-Clad ‘55’ totally-enclosed 
wheel heads on several grinders, Also exhibited: totally-enclosed Tri- fan-cooled motor on its 32 speed Hole Wizard radial drill. TEFC con- 
Clad ‘55’ motors for feed and spindle drives on milling machines. struction assures smooth performance despite adverse atmospheres. 


wee GENERAL ELECTRIC 


ral ad 
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MOTOR & CONTROL 
HIGHLIGHTS 


‘Digest? 


Tests prove G-E heavy-duty HCI switch 
provides extra safety margin of 66% 


Normal tests call for a switch to 
operate at 6 times the motor full-load 
current. General Electric’s 30-amp 
heavy-duty HCI _ switches operate 
successfully at 10times full-load current, 
an extra safety margin of 66%. In addi- 
tion, pole units can be individually re- 
placed, reducing maintenance costs, and 
straight-in wiring makes installation 
simple. Quick-make, quick-break action 
helps prevent burning: operator can’t 
“‘tease’’ contacts in or out. Sturdily con- 
structed, these switches withstand 


Highly-versatile control switch: 


General Electric’s SB-1 control switch 
has been used for as many as 50,000 
different circuit combinations—from a 


severe electrical and mechanical stresses 
in a wide range of machine-tool control 
uses. Available in 30 to 200 amps, 125 
to 600 VAC and 240 VDC in two- or 
three-pole construction. 

Note these features above: 1. Rigid 
piano-hinges on heavy steel door with- 
stand abuse. 2. Easy-grip, unbreakable, 
front-operated handle. 3. Standard rub- 
ber gasket makes box semidust-tight. 4. 
Line shield guards against accidental 
contact. 5. Door interlocked. When han- 
dle is padlocked, door cannot be opened. 


50,000 circuit combinations 


meter to a complicated locking mecha- 
nism for a giant bridge. Continuous 
rating is 600 volts, 20 amperes. Inter- 
rupting rating depends on circuit volt- 
age. Single switches having 16 stages 
(32 contacts) are commonly furnished. 
GEA-4746A gives complete details. 


Specify G-E circuit breakers 
for fast action, durability 


General Electric molded-case circuit 
breakers must meet 16 tests for quality, 
and are U/L listed. De-ionizing arc- 
quencher keeps operation cool and 
lengthens life. Both thermal and mag 
netic trip give safer positive protec 
tion, and fast indication of “off,” 
‘“‘on,”’ or “‘tripped,’’ means production is 
not delayed. Solderless lugs and 
straight-in wiring make installation 
speedy, easy. Units are available with 
all standard accessories for industrial 
uses, and with enclosures for every pur- 
pose, including lead-plated water- and 
dust-tight enclosures for corrosive at- 
mospheres. Separate stocking of break- 
ers and enclosures speeds delivery. Bul 


letin GEC-1031. 


General Electric Co., Apparatus Sales Division, Sec. A668-126, Schenectady, N. Y. 


Please send me the following bulletins: 


| Vv for reference x 

GEA-6200 
GEC-1031 

GEA-4746A 


for immediate project 
Tri-Clad ‘55’ Motors 
G-E Circuit Breakers 
SB-1 Control Switch 


CONSULT YOUR SWEET'S PRODUCT DESIGN FILE. You'll find everything 
electric for machinery manufacturers in the General Electric Section. 


NAME COMPANY 


‘ STATE 
| ene 
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G.E. ENGINEERED the application of a totally- 
enclosed unit-cooled d-c motor as a drive for 
this giant saw. Above, motor is at back left, 
mounted with saw on movable bed. At left, saw 
blade is in front, with motor’s vent opening in 
view at top right. Motor is capable of handling 


blades even larger than the blade shown. 


-E d-¢ unit-cooled motor drives large 
circular saw, slices 43° aluminum ingots 


At Alcoa-operated U.S. Air Force 
plant 47, General Electric’s unit-cooled 
d-c motor helps perform a gigantic oper- 
ation. Motch and Merryweather’s high 
speed circular saw, largest they have 
built, is driven by the 150-hp G-E 
motor, with power supplied by a G-E 
Speed Variator. Its 84-in. saw blade can 
cut aluminum forging ingots up to 
43 in., and the saw-blade speed is 
variable from 400 to 3200 surface feet 
per minute. Because of the fine mist 
created by the blade in cutting alumi- 
num, the G-E d-c unit-cooled motor was 
selected to help prevent foreign material 
from entering and harming the motor. 

Compact, easy to maintain, no filters 
to clean, dependable G-E unit-cooled 
motors are available at all rated speeds. 
Where water or moisture, metal par- 
ticles, dust, dirt, oily vapors, fly ash, or 
other harmful materials are present, 
this better-protected motor will effect 
real operating economies. 

At left, four big features are shown: 
1. Compact, top-mounted cooling unit 
falls within length and width of main 
motor. 

2. Smooth vertical plates are self- 
cleaning. 

3. Protective thermostat helps safe- 
guard main motor in case of blower- 
motor power failure. 

4. Easy access to inspection opening 
no tools required. Red arrows indicate 
ventilation arrangement. Bulletin GEA- 
6091A gives complete details. 


mm GENERAL QQ ELECTRIC —— 
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Build in heat with G-E Calrod* heaters in 
hundreds of types, shapes, sizes, ratings 


To help speed your customers’ 
processes and help them reduce costs, a 
wide variety of General Electric Calrod 
heaters offer almost unlimited applica- 
tions in heating surfaces, liquids, and 
process air and melting metals. Types, 
illustrated above, include cartridge, fin, 
strip and tubular. Made from _ high- 
quality metals, magnesium oxide, and 
the finest conductors available, Calrod 
heaters give long life, dependable 
service. Today, Calrods are easier to 
install, more compact, and, depending 


on the size or shape of your product, you 
can wrap-around, cast-in, clamp-on or 
insert Calrod heaters to give you the 
most efficient method of heat transfer. 
You may select standard heaters or have 
them built to your requirements. The 
heating specialist in your nearby G-E 
Apparatus Sales Office will help you 
modernize existing designs or develop 
new processes. Call him early in your 
planning for application assistance 
Bulletins GEA-5866 and GEC-1005F 


*Registered Trade-mark of General Electric Company 


G-E selsyns automatically synchronize remote signals or controls 


Two or more remote points of a sys- 
tem can be electrically interconnected 
with General Electric selsyns to provide 
synchronized control or signals between 
them, automatically. Compared with 
ordinary control systems, the time re- 
quired to transmit readings or actions is 
greatly reduced. These versatile selsyns 
can be set up to give accurate indication 
at several points, and because of their 
careful design they maintain their 
accuracy indefinitely. Economical in 
operation, they require little or no 
maintenance and do not require spe- 
cially trained operators. Use them as 
components for indicating positions of 
water level, governors, turntables, 
valves, elevators; for control of ma- 
terial handling, dynamic balancing; for 
room-to-room and distribution-system 
signals; and for an extremely wide 
variety of other devices and systems. 
For details see GEA-2176C. 
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Please send me the following bulletins: 
GEA-6091A 
GED-2767 


GEA-2176C Selsyns 


GEC-1005F 


PRODUCT HIGHLIGHTS 


New G-E control transformers: 
smaller, lighter, more dependable 


Featuring 50-, 60-cycle, series multiple 
operation, these new transformers offer 
size and weight advantages not only 
over the previous line but over nine 
competitive makes. Saves on shipping 
costs and end-product size. Check these 
outstanding features. 

1. Coil layer-wound with new Class B 
Alkanex* treated wire. 2. Core and coil 
pressure-vacuum impregnated for greater 
dielectric strength. 3. Roomy wiring com 
partment in 25-2000 va ratings. Available 
with open wiring in ratings 25-250 va 
+. Unique core design eliminates corner 
bolts; reduces stray flux and core losses 
5. Wiring diagram printed on cover of 
wiring compartment. 6. One-piece welded 
“‘tour-poster”’ case affords maximum pro 
tection for lamination corners. 7. One 
piece pressed-steel cap securely locks rigid 
“four-poster”’ case Cesign. Bulletin GED 


276 "Reg. Trae-mark of Gen eral Electric Co 
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A668-127, Schenectady 5, N. Y. 


. for reference V for immediate project 
Unit-cooled d-c Motors 
New Control Transformers 


Calrod Heaters for Machinery Manufacturers 
Calrod Electric Heaters and Heating Devices 


CONSULT YOUR SWEET’S PRODUCT DESIGN FILE. You'll find everything 
electric for machinery manufacturers in the Genera! Electric Section 


| 
| 
| GEA-5866 
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NAME 


COMPANY 





Designers 
Digest 


G-E Packaged Speed Variator 
Lowers Production Costs 


REDUCED PRODUCTION COST per unit 
machined is provided by the G-E Speed 
Variator, a packaged adjustable-speed 
d-c drive operating from a-c power. Sup- 
plying constant surface-cutting ok 
quick acceleration, deceleration and re- 
versals, the Speed Variator assures better 
quality control, increased production and 
longer tool life. When combined with 
tracer control, it provides the wide v-rsa- 
tility required for automatic processes. 


FOR EASY, LOW-COST INSTALLATION, 
the Speed Variator comes to you com- 
pletely tested and packaged for your 
application. Power unit requires no spe- 
cial foundation and may be placed in any 
convenient location. After simple con- 
nections are made between the Speed 
Variator, operator’s control and motor, 


, ; : ACCURATE SPEED CONTROL provided by G-E Speed Variator helps boost output, reduce costs 
the drive is ready for operation. 


when powering high-speed saws (above), lathes, boring mills and many other machine tools. 


FOR COMPLETE DETAILS on how the 
Speed Variator and adjustable speed can Mectiesily epesated. cir circuit 
help your operation, contact your Gen- breaker provides better protection 
eral Electric Apparatus Sales Offfice. ; for a-c motor of m-g set 

Direct Current Motor and Generator 

Department, General Electric Company, 


Evie, Pennsylvania. inne Standard, stocked control compo- 


nents utilized throughout for quick 
maintenance. 

Strong, rigid steel cabinet is pres- 
surized to help keep dirt and dust 
from controls and m-g set. 

All devices identified for quick, easy 
recognition. 


D-c overload protection. 


Motor-generator set is of strong con- 
struction and alignment is precise. 
When installed, m-g set is better 
protected in steel cabinet. 


Large fan within enclosure forces 
filtered air over m-g set and controls 
for proper cooling. 





Separate belt-driven exciter has large hand- 
holes for quick brush inspection and easy 
maintenance. 


“E’ SIZE SPEED VARIATOR SHOWN WITH M-G SET ENCLOSURE REMOVED. 


GENERAL @@ ELECTRIC 
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[arpenter Stainless Tubing 


Pictured above is a sectional view of a packless expansion 
joint for pipe lines, pressure vessels, and special requirements. 
Sizes from a few inches to several feet in diameter have been in 
service for 15 years at temperatures to 1800°F and pressures 
to 10,000 psi, and no functional failures have occurred, 
according to the manufacturer. Unique design and construc- 
tion advantages, exclusive fabricating techniques, and highest 
quality materials account for this long record of failure- 
free service. 


All expansion elements (corrugations) in this type of jcint 
are formed from Carpenter Stainless Tubing by five punishing 
operations. “‘7here isn’t a truer test of tubing quality,” says 
the manufacturer. “‘/t must be perfect in all respects—uniform 
grain structure, wall thickness, size, soundness, and blemish-free 
surface. Inferior quality in any one factor will cause failures in 
fabrication as well as in use... Carpenter tubing is the only 
kind that has rendered consistently failure-free service.” 
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excells in quality and uniformity 


Many others, too, have found there is a time-saving, cost- 
cutting difference in stainless tubing quality and uniformity 

. and Carpenter makes it. So why not apply the advantages 
of this provable difference to products you design or fabricate? 
Start by contacting your nearest Carpenter Distributor or 


Representative for prompt information on your needs. 


The Carpenter Steel Company, 
Alloy Tube Division, Union, N. J. 


ik 


MEMBER 


Stainless Tubing & Pipe 
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INVESTIGATE the advantages 
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NOTE— 
teeth are cut on a 
true spherical arc 
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FLEXIBLE 
COUPLINGS 


and youll buy them 


“Sphereflex"’ is entirely different than any other coupling, 
because the male teeth are cut on a ‘true spherical arc’’ and 
the internal teeth are cut with a ‘“‘straight root’... This 
unique combination permits the curved teeth to constantly 
maintain a full line of contact with the internal teeth, even 
when the coupling is flexed; in addition, this feature makes it 
absolutely unnecessary to depend upon excessive backiash 
between coupling teeth, point contact or springs, in order 
to secure true flexibility. Size for size, ‘‘Sphereflex’’ Cou- 
plings will withstand higher horsepowers and greater mis- 
alignments than any other comparable couplings. 

Standard ‘‘Sphereflex'’ Couplings will compensate for an- 
gular mis-alignment up to 34° plus or minus on each cou- 
pling half, or a total of 7°, (special couplings are available 
for mis-alignments up to 14°). Due to this angular capacity, 
the ‘Sphereflex'’ Coupling can offer much greater parallel 
misalignment with minimum backlash. “‘Sphereflex'’ Cou- 
plings are priced competitively with ordinary commercial 
gear couplings. 

When you buy “Sphereflex'’ Couplings, you secure the 
background of 64 years in power transmission engineering 
and experience, covering thousands of jobs in every line of 
industry and transportation. 

lf you have a Coupling problem, ‘Phillie Gear'’ Sales 
Engineers can help you to secure a cost-saving and effective 
solution .. . Phone, wire or write for our new coupling Cata- 


log #C-540. 


HILADELPHIA 
EAR WORKS 


INCORPORATED 
ERIE AVE. AND G ST., PHILADELPHIA 34, PA. 


NEW YORK « PITTSBURGH + CHICAGO + HOUSTON « LYNCHBURG, VA. 
BALTIMORE + CLEVELAND 
Virginia Gear & Machine Corp., Lynchburg, Vo. 


Industrial Gears & Speed Reducers - LimiTorque Valve Controls 
Established 1892 
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Perspectives 





MAGNESIUM’S FUTURE 


PROBLEMS IN 
ACCEPTANCE 


AIRCRAFT USE 


IN DESIGN AND DEVELOPMENT 


The trouble with Magnesium is that it always gets compared with Alu- 
minum. This has been true for a number of years, during which time 
magnesium came out on the short end. Now, however, designers are 


taking the propert’es of this light metal at their face value, and are design- 


ing accordingly. Present indications are that its use will be greatly 
expanded. According to the President’s Materials Policy Commission, 
called the Paley Report, the rate of expansion for magnesium is 1845 per 
cent from 1950 to 1975. Titanium will have a 324 per cent increase. 

Magnesium is the lightest of metals; aluminum is 1} times heavier, and 
iron and steel are four times heavier. It follows then, that magnesium 
would find wide use in the aircraft field. Increased sheet thickness, offer- 
ing greater rigidity, is accomplished with a saving in weight compared to 
aluminum. High strength magnesium extrusions have a strength-weight 
advantage over aluminum. Also, new high temperature zirconium- 
thorium-magnesium alloys with good strength and creep resistance in the 
600-700 F range are of interest to airframe manufacturers. 


The disadvantages of magnesium are what one official in the industry 
calls “economic.” Some of the fabricating procedures are slightly dif- 
ferent, and consequently may be more costly than those in general use. 
With the exception of aircraft and some specialized uses, the saving in 
weight may not warrant the additional cost. However, the past few years 
have shown a greater demand for magnesium in commercial products, 
proving that the problems of fabricating are being solved with experience. 

Corrosion is another bogey associated with magnesium, but work is 
being done with surface finishes to remedy this. Finishes such as epoxide 
or polyvinyl butyral resins, and synthetic rubber are being developed. 


Some of the specific applications of magnesium in aircraft were on the 
B-36 where over 16,000 pounds of the material in all product forms were 
used. Total weight saving on the entire airframe was 4,000 pounds. Of 
significance is that large areas on the fuselage contained magnesium sheet 
in the gage range from 0.016 in. to 0.151 in. which was used as contour 
skin covering an aluminum substructure. The magnesium was used here 
as a circumferential stiffener. The Douglas C-124 contained 4,500 pounds 
of magnesium, and the Boeing B-52 jet bomber used about 6,000 pounds. 
The Sikorsky H-19 helicopter had 1,800 pounds. Sub-flooring of these 
planes had extruded magnesium I-beams with a depth of 10 to 11 inches. 

Just recently an all-magnesium F-80 jet fighter (wings, fuselage, and 
tail assembly) was successfully test flown by the Air Force. Built by 
East Coast Aeronautics, Inc., the plane is now undergoing final flight 
tests at Wright Air Development Center, Although the plane was orig- 


(Continued on page 125) 
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Why Bodine mofors 


were selected 


for Bruning 


Copying Machines 


d 














This is a new desk top copying machine. It's 
called the Bruning Copyflex. It will make 300 
copies an hour at less than 2¢ a copy. 














This neat, well dressed young lady is fond of 
the Copyflex because no stencils, no negatives 
or no messy inks are needed. 





As you might guess by now, the Bruning Copy- 
flex is powered by a Bodine motor. This is it 
...@ type NSH-11R ball bearing, reducer motor. 








"The reason we use Bodine 
Electric Motors is because 

we could not buy a product of 
juality elsewhere 

They make an excellent 

and this is about the 
only reason I can give why 

we buy their motors.” 


equal 


product, 








6 


Considering that the motor is the heart of the 
product, Mr. Arndt’s reason for using Bodine 
motors makes good sense...see above. 


] 


She can grind out facsimile copies of letters, 
invoices, reports...practically anything typed. 
written or printed...in just a matter of seconds. 


This is Mr. John P. Arndt, Works Manager for 
the large Chicago factory of the Charles Brun- 


=O DIE FE — 
Vieknel-t— 


Be sure your motor is as good as your product. 
For information contact Bodine Electric Co.. 
2260 W. Ohio St., Chicago, IIL 
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BODINE MANUFACTURES 
FRACTIONAL HORSEPOWER 
ELECTRIC MOTORS FOR: 


adding machines 
letter openers 
sanders 

vending machines 
exhaust fons 
duplicating machines 
portable tools 

sound recorders 

cit conditioners 
check protectors 
tespirators 

voltage regulators 
x-ray timers 

traffic signal timers 
stirrers 

calculating machines 
envelope sealers 
diesal governors 


... and for many other 
opplications. 


Ask for a sample copy of 
“The Motorgram,” a 
bi-monthly publication 
discussing application and 
design of fractional horse- 


power electric motors. 


~ November, 1955 








Perspectives 


WHAT NEXT? 


WHAT AIRCRAFT 
MANUFACTURERS 
SAY NOW 


NEW MAGNESIUM 
APPLICATIONS 


MORE COMPETITION 
NEEDED 


inally designed for aluminum, the substitution of magnesium made many 
significant points. The thick-skinned wing and fuselage construction 
reduced the number of structural parts and fasteners, saving man-hours 
in construction. Elimination of stiffeners in wings made possible a 30 
per cent increase in fuel capacity, and a cleaner aerodynamic surface 
(fewer rivets and reduced surface buckling in the thicker skin) boosted 
speed by 10 mph and improved performance. Increased wing rigidity is 
a result of magnesium skin thicknesses of from 0.064 to 0.375 inch. The 
thickest skin on the aluminum wing was 0.051 inch. East Coast figures 
that a plane designed from the beginning for magnesium construction 
would be 20 per cent cheaper to produce. 


The next move is anyone’s guess. At Wright Field engineers have a 
high regard for the magnesium design, and the research group at the Air 
Research and Development Command agree. At the Pentagon the Air 
Force is non-committal, saying that tests will continue, and that their inter- 
est in magnesium is still as a substitute material. Also, there are no plans 
for further design and production of all-magnesium planes. 


In an interview of West Coast plane manufacturers last month regarding 
the use of magnesium on their future planes, almost all the answers were 
not to magnesium’s advantage. As for all-magnesium plane: it was an 
interesting experiment, but not for them. The materials as well as the 
fabrication techniques, they say, were every bit as expensive. Use of 
magnesium in their future planes is definitely declining. Small magnesium 
castings will be used, but not skin, sheet, or extrusions. They prefer to 
extrude integral stringers in aluminum to thick magnesium skin. Still 
another headache with magnesium is corrosion. Because of this, the com- 
panies plan to replace such items as floor beams with aluminum. Training 
personnel to work with magnesium is another added cost, they say. 


Although the aircraft business is slipping, magnesium people point to 
production figures and say that more of the metal is being used each 
year for: housings for electronic devices; rocket wings and skins; lug- 
gage; loading platforms; ramps and ladders; printing plate; transporta- 


tion industry (trucks and trains); tooling plate; cathodic protection; and 
many more. Dow Chemical’s improved hot chamber die casting machine 
will make magnesium competitive with aluminum and zinc die castings. 


Perhaps the big problem with magnesium is the lack of competition. 
Dow Chemical Co. is the major producer of magnesium, but cannot expand 
further for fear of getting in trouble with the Justice Department. There 
are a number of government plants kept in standby condition which can 
be leased, but they are outmoded and cannot be operated profitably by 
a private concern. Also, new plant investment is too high without govern- 
ment help. Such a situation should rectify itself in several years when the 
demand is greater, and more technical problems have been solved. 
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Engineered by Tinnerman... 


NEW 
SNAP-ON MOTOR CLIP 
REPLACES 4 PARTS 


Cuts Assembly Time and Costs! 


If you manufacture 
or use fractional horse- 
power motors, this new 
Tinnerman SPEED 
Curp® can lower your 

parts and assembly costs by elimi- 
nating 4-piece screw clamps to 
hold motors in place. 


Made of high-quality spring 
steel, this SPEED CLIP is quickly 
snapped into place over the resilient 
motor-mounting ring, using a 
simple hand tool. It forms a vibra- 
tion-proof lock that won’t shake 
free. Assembly time is reduced 
because of the one-piece construc- 
tion . . . no loose parts to handle, 
nothing to tighten. Parts cost and 
assembly cost are reduced as much 
as 75%! 
These Sprep Cups can be pro- 
vided in sizes to fit any fractional- 
horsepower motor. They are 
designed to hold tight even under 
severest vibration and high starting- 
torque in any mounting position. 
Ask your Tinnerman Sprep Nut 
sales engineer for more information 
and arrange for samples to test on — 
your own assembly line. TINNERMAN PRODUCTS, INC. - Box 5688, Dept. 12, Cleveland 1, Ohio 
Canada: Dominion Fasteners, Ltd., Hamilton, Ontario. Great 
Britain: Simmonds Aerocessories, Ltd., Treforest, Wales. France 


Aerocessoires Simmonds, S. A., 7 rue Henri Barbusse, Levallois 
(Seine) .Germany: HansSickinger GmbH “Mecano”, Lemgo-i-Lippe. 


TINNERMAN 


« 
FASTEST THING IN FASTENINGS 


A 
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The Real Test 


PERHAPS THE MOST IMPORTANT work 
of the design engineer is to create a new product 
that will function satisfactorily. Usually the 
first model operates but not to complete satis- 
faction. It might be erratic or too slow. Perhaps 
some of the elements of the machine wear out 
too rapidly. Or the machine may be relatively 
inefheient. 

Having brought a new born babe into the 
world, it is quite natural that the designer con- 
centrates on its further development in order to 
achieve a product that will function as nearly 
perfectly as possible. Perhaps the best known 
example is the Model T Ford. Its sales slogan 
was “It ‘Takes You ‘There and Brings You Back.” 
The implications of this slogan were quite war- 
ranted, considering the performance of automo- 
biles of that day. 

When the curve of product operating effici- 
ency and performance begins to flatten, the pur- 
chasers and prospects begin looking for other 
improvements. The wise engineer keeps himself 
alert to this fact. He avoids digging a rut in 
the field of technical excellence. His mind 
starts dwelling more and more on the possible 
improvements in other channels. 

Again taking the automobile as an example, 
it is dificult to bring to mind any other product 
which has been improved in so many different 
directions and so intensively and steadily. At 
various times the endeavor was to improve start- 
ing, beauty, riding comfort, lighting, safety and 
then a series of major features in the direction of 
ease of operation that finally led to the fluid 
couplings, hydraulic drives and hydraulic stear 
ing. Many other products followed paths of im- 
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provements comparable to those of the auto 
mobile. 

Designers often do not recognize the impor- 
tance in the eyes of the customer of features that 
seem to be nothing more than minor irritations 
and minor discomforts to the designer. He may 
think little or nothing of getting on his knees 
to do some oiling. Or he may consider the dis 
comfort of manipulating controls as a necessary 
evil. But the alert designer will be quick to 
realize that the buyers and users of his product 
will, consciously or subconsciously, appreciate 
every little feature that makes the product more 
pleasing to behold, easier to operate, less difficult 
to keep in running order and comfortable to use. 

The three levels by which products and serv 
ices can be judged are necessity, comfort and 
luxury, The wheels of a factory can only turn 
as long as the designers of the products it manu 
factures reach out to the higher of these levels 
The designers must always bear in mind that the 
luxury features that they put into the product 
last year have now become comforts that replace 
the comforts that now have become necessities 
The real test of engineering design ability is not 
merely to develop a new product but to do that 
and then improve the design repeatedly so that 
it will always meet, or even anticipate, the ever 
mounting demands of a critical clientele—the 
buyers. 
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TODAY: In dictating instruments, New Departure 
ball bearings contribute to compactness of design 
and operating efficiency. They hold moving parts in 
alignment—reduce wear—require no upkeep. 


DEPARTURES OF TOMORROW 


Think of dashing through your correspondence with this imaginary scribel 
It converts your voice into electronic impulses which type, micro-record, fold, 
insert, seal, address and stamp letters almost as fast as you can dictatel 








It's just a notion now! But when some foresighted engineer works it out, 
you can bet New Departure will be called in to design the right ball bearings 
to keep these intricate parts working smoothly. New Departure works with 
engineers right from the planning stage to develop the exact bearing for 
even the newest departure in design. 








Whether you're planning a new product or redesigning an old one, call 
on New Departure. You'll benefit from a half-century of experience, 





NEW DEPARTURE © DIVISION OF GENERAL MOTORS © BRISTOL, CONNECTICUT 


o7)\ 
fe’ 
NEW// DEPARTURE 


(J “BALL BEARINGS 


NOTHING ROLES LEKE A BALE 
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Selected designs of 


MACHINE ELEMENTS 


How machine tool designers are solving their 
problems of constructions, power controls and transmissions, 


surface protection, hydraulics and pneumatics. 


Machinery design is basic. Independent of the purpose for which a machine is designed, 
solutions to the specific problems are the same for the same requirements of service. 
For given speeds, loads and ambient conditions on a journal, the solution to the lubrica- 
tion problem is based on the same fundamentals, whether it be production machinery, 
automotive equipment, or railroad rolling stock. 

It is relatively simple to design for common conditions. Heavy vibrations may be of no 
consequence in a bulldozer whereas even small vibrations in machine tools may prove 
intolerable. Over lubrication of a moderate speed, lightly loaded spindle on a packaging 
machine may have no appreciable effect in a piece of store equipment but may well re- 
quire a production machine to be put off the line. Summarizing, machine tool design must 
be best from every angle. Strength, rigidity, absence of vibration, perfect lubrication, 
protection against ambient conditions, dependability of controls, and ease of operation 
are required in every machine tool. 

Every problem in engineering design is sclved by the application of the same design 
fundamentals, and the method of their application will be almost identical. Wherever a 
component is applied to serve a stated purpose, a similar component applied in a similar 
manner will serve a comparable purpose on a vastly different machine. The design of 
accordion boots will serve equally well on a milling machine or a bottling machine. A 
central lubricator does not know or care if it is on a rolling machine, milling machine, or 
open side planer. 

With these thoughts in mind, editors of Product Engineering carefully studied the ex- 
hibits at the Chicago Machine Tool Show. Their sole purpose was to observe and record 
how machine tool designers had solved specific and pressing problems. 

Naturally, there were often a number of different solutions to the same problem. Thus, 
machine ways were protected against chips and dirt in many ways. At least four distinctly 
different methods were recorded. In other instances, only one method of achieving a 
Stated objective was recorded because it was considered that this was the only one of 
exceptional note, or that it was representative of a type. 

Several over-all trends in machine tool design were obvious to most observers. Signal 
lamps are being used much more extensively. Many more gages and instruments are now 
found on machine tools as compared to the 1947 show. Built-in lighting is becoming a 
common feature. 

True to all advance reports, automatic controls are getting a great deal of attention. 
This does not mean that automatic control is entirely new to machine tools. Automatic 
screw machines have been in operation for many decades. The Hydrotel and the Keller 
machines are now old timers, both machines still in the front rank for die sinking and 
similar jobs. Profiling machines are not new. But in this recent Machine Tool Show there 
was a big jump in the degree to which servos and automatic controls are being applied. 

Although all the designs of machine elements shown here relate to machine tools, it 
should be emphasized that the same techniques, components or design principles are ap- 
plicable to any other machine that encounters the same or similar operating requirements. 
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CONSTRUCTION TREND APPEARS TO BE toward heavy, massive, integral 
cast iron bases, frames and beds. Only a few of the machine tools seen 
(and then mostly the larger presses or very long bed machines) use steel 
weldments. Almost all bases, frames and beds are ribbed and reinforced. 
Major effort is to minimize vibration and the possibility of any misalign- 
ment, 


Much of the auxiliary equipment is cast integral with the base, frame 
or bed, This includes lubrication troughs, lubricant reservoir chambers, 
motor mounting pads and control panel pads. In almost all instances 
auxiliary equipment is easily accessible for maintenance yet rigidly 
mounted for operation. 


View of the underside of the Ex- 
Cell-O Corporation thread grinder. 
30 ft table is a steel weldment, 
heavily cross ribbed and construct- 
ed. Provisions are made on all ma- 
chine tools for jackscrews and hold 
down bolts. 
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Hardened and ground tool steel 
bonded to soft steel way of flat 
construction. Both table and 


MACHINE WAYS RANGE FROM phenolic inserts to hard chrome plated 


steel. General trend appears to de for cast iron or steel insert ways 
although many machine tools feature plastic ways usually 


riage running against steel 


on the car 
Plastic ways appear to be one answer to the 
age old problem of scoring and wear. Any chips falling on the way 
become embedded in the soft plastic 


Almost all machines feature force feed lubrication to the ways. Ways 


are joined to the machine in such a manner that they 


are genera 
replaceable. 


Flat and Vee ways are featured. Often a machine will have one flat 


and one vee unit, however, many machine tools are using either flat o1 
vee exclusively. 





WAY PROTECTIVE DEVICES range from spring steel units to strips of impreg- 
nated fabric. Many machines use wipers of phenolic, neoprene, leather, bronze 
to clean the ways of chips and other matter. Bellows are 


ind other materials 
use On machines as both way covers and spindle drive covers 
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Permanent magnets remove chips from coolant in magnetic 
separator produced by Barnes Drill Co. Cross sectional view 
shows flow channel, arrangement of magnets and construction 


details. 


Standard line of roller 
gear indexing drives is 
produced by Ferguson 
Machine & Tool Co., Inc. 
for high speed precision 
indexing. Illustration 
shows a 12 stop standard 
unit and housing designed 
for any combination of 
directions of rotation and 
can be mounted in any 
position and fastened by 
any of five sides. 
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Two-directional rack-and-gear drive for main tool 
slide combines accuracy, uniform movement and mini- 
mum idle time. Mechanism makes a full double stroke 
per cycle. It approaches fast, shifts smoothly into feed 
and returns fast. Point of shift is controlled by an 
adjustable dog on a calibrated gear. Automatic braking 
action assures smooth shift from approach to feed. 
Used on Greenlee 4-Spindle Bar Automatics. 
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* ~ Return cam 
Too/ slide trave/ 


Forward «<———-> Return 


Cam drive for tool slide mechanism is used instead 
of rack feed when short stroke is required to get fast 
machining cycle on Greenlee Automatic. Sketch shows 
cams and rollers with slide in retracted position. 





Automatic backlash eliminator operates during both directions 
of table feed screw. Moving rack in or out rotates 

which tends to rotate two independent nuts in 

rections. Used on Cincinnati Dial Type Milling Machines 
eliminate backlash during both down milling and up 
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Knob moves double face clutch axially to select hand or 
power feed on Pratt & Whitney jig borer. Threaded 
shoulder on tube engages tapped hole in stationary housing 
to shift clutch position. Both drives are through metal-to- 
metal contact. 
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Power Transmission 


WHERE POWER IS REQUIRED to drive two or more components, the 
tendency is definitely toward the use of separate drive units. The ma- 
jority of main drive motors are 220/440 v a-c. D-c motors are used 
occasionally but it was more common to find an a-c main motor with 
a separate d-c drive used to provide variable speed for a spindle or table. 

Multiple V-belts far outnumbered other methods of transmitting 
power from the main motor to the gear box. However, several applica- 
tions of Gilmer timing belts were noted, at least one section-leather belt 
(see illustration), and one Poly V-belt, Chain drives were encountered 
only in special forms of heavy duty equipment. 

To provide maximum capacity and eccuracy with minimum noise 
and vibration, gears are often made from alloy steel, hardened and 
shaved. 


Spindle drive on Baker Bros., Inc. drilling 
machines consists of a variable speed 
pulley unit (1) which incorporates three 
interlocking pulley sections to form a two 
groove V-belt pulley. Pulley is carried on 
a sliding shaft member mounted in the 
top of the upper frame. (2) As this sliding 
member is moved from front to back by 
hand crank (3), the center section of the 
pulley unit (1) moves vertically. (4) Indi- 


cator gives direct speed reading at pointer. 

Vertical movement of this pulley sec- 
tion causes one groove to widen as the 
other narrows, thereby changing the rela- 


and absorb sudden shocks due to change 
in load. Speed range can be changed at 
Motor driven unit hung from rear of any time by changing the motor pulley 
directions at rate of 185 in./min in and the motor belt. 


i 





tensioned precision roller chain to each 
end of the table thus converting the 
rotary motion of the drum to move 
the table to and from the work under 
preselected electrical control. No 
sprockets, cams, gears or linkages are 
used. 
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TS ee " : — 4 Multiple V-belt unit of Monarch Series 61 Engine 


= — lathe is typical of most main drives. Main drive motor 


is inside cabinet leg and mounted on hinged plate to 
pee a8 greta res of V-Selt on Sgrtagield Nee change belt tension. Drive clutch is mounted on its 


own support, and multiple disk brake is controlled 
by dual levers; one at left hand end of bed, one at 
apron. As control lever is pulled through a short arc, 
it passes from clutch to neutral to brake position. 
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Precision ball bearing 
Two-spindle driving keys 


Searings 


WITH BUT FEW EXCEPTIONS, the machine tool industry has 
from plain to anti-friction bearings. Gears, shafts, cams, c 
electric motor drives are almost exclusively equipped with ball 
Spindles may have ball, roller or tapered roller bearings depending 
the speed and thrust loads. For heavy duty operation at moderate speeds, 
at least one roller bearing is generally used. For high speeds, and light 
loads, precision and superprecision grades of ball bearings are common. 
To assure smooth operation and eliminate radial and axial play many 
manufacturers are incorporating preloaded types of anti-friction bear- 
ings. A preload is defined as a load which acts through the balls before 
an external load is applied to the bearing. The primary purpose of a 
preload is to reduce axial and radial movement within the bearing under 
applied load. The amount of preload is a compromise between attain- 
ing the desired axial rigidity and holding to a minimum the adverse 
effects of the preload remaining in the bearings under operating con- 
ditions. 
Most motor bearings and many spindle bearings are greased for life 


and sealed. Beside avoiding lubricstion problems, these bearings can 
also simplify design and avoid problems of over lubrication. Unless the 
speed is exceptionally low, a large quantity of grease can be highly 
objectionable. An excess of grease increases churning action which may 
lead to overheating and possible breakdown of the lubricant. The ten- 
dency to churn is dependent upon the consistency of the grease, bearing 
design, housing construction and the quantity of grease used. 























Table track for Giddings & Lewis Vertical Boring Mill rides on 
anti-friction bearing (A) consisting of upper and lower steel race 
with hardened rollers spaced in a bronze retainer. Entire assembly 
rolls in oil bath. Misalignment of table and work is prevented by 
large preloaded taper roller bearings (B). Preloading eliminates 
need for clamps and hold down devices to prevent tilting of table 
during cutting operations. 


Monarch Series 61 lathes use anti-friction bearings exclusively on 
headstock, end gear train, gear box, apron, tailstock, and cross 
feed screw. Phantom view above shows number of ball bearings 
used in taper attachment alone. Dark areas represent flame hard- 
ened and ground bearing surfaces. 
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Spindle sleeve for Cincinnati Gilbert 
Horizontal Boring, Drilling and Milling 
Machine is a heat treated alloy steel forg- 
ing 25 in. long. It revolves on two pre- 
loaded ball bearings mounted front and 
rear. The rear bearing floats endwise in 
the housing. The sleeve has hardened and 
ground alloy steel bushings in both ends. 


Heavy duty precision spindle designed for 
high accuracy and rigidity is mounted in 
double roller bearings front and rear. 
Front pair is preloaded to eliminate radial 
and axial end play. Spindle is used in 
Potter & Johnston Automatic Turret 
Lathe. 
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Semi-fiexible mounting for precision rol- 
ler bearings compensates for expansion 
that may occur at high speeds. Sufficient 
clearance is left on OD to permit bearing 
to expand radially without causing inter- 
ference. Used on automatic screw ma- 
chine produced by Cleveland Automatic 
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High speed grinding spindles 
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A- Air filter 

B - Pressure reguiotor 
C - Pressure gouge 
D - O/ atomizer 
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High speed work head 











Air-oil mist system used to lubricate high speed grinding spindles. Filtered dry 
air at about 15 psi is generally supplied by shop air systems. These systems are 
used primarily when speeds or ambient temperatures are such that conventional 
oiling methods would not provide adequate cooling. 














Vertical screws of Cincinnati Dial Type Milling Machines are lubricated auto- 
matically from an individual reservoir located in the column. Screw is con- 
tinually bathed in oil as the knee traverses up and down. 


Hypro Vertical Boring and Turning Mill, Giddings & Lewis Machine Tool Co., 
is a typical illustration of how two or more methods of lubrication may be used 
in one machine to satisfy different requirements. Motor driven pump on bed at 
rear of machine supplies pressure lubrication. 

Main drive motor is interlocked with pump motor to prevent starting the 
machine without adequate lubrication to all table bearings. 

Manually operated one-shot pumps conveniently located on ram, turret 
and side head provide adequate lubrication for all moving parts. 
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AN OVER-ALL LOOK AT lubrication 
equipment and techniques reveals the 
increased attention being devoted to 
this subject. On almost every machine 
there was some evidence of a careful 
analysis of friction and wear effect. 
Hit-and-miss hand oiling techniques 
have virtually been obsoleted. In their 
place are a wide variety of systems 
ranging from one-shot intermittent type 
lubricators that oil two or more bear- 
ing points, to completely automatic 
centralized lubrication systems operat- 
ing continuously. 

In most machines, two or more types 
of lubrication methods are incorpo- 
rated to meet the different needs of var- 
ious components. For example: the 
speed change and feed gears on a 
specific machine may be splash or 
pressure lubricated. On the same ma- 
chine, the ways may be oiled by a one- 
shot lubricator, whereas rotating parts 
in the base may be continuously lubri- 
cated by an automatic metering sys- 
tem. Depending upon speed and load 
requirements, spindle bearings may be 
lubricated by a force-feed or an air-oil 
mist system, or the bearings may be 
packed with grease and sealed, re- 
quiring no additional lubricant. 

Many different arrangements were 
noted for insuring that a machine or 
component could not be operated with- 
out adequate lubrication. For example, 
in a horizontal boring machine manu- 
factured by the Cincinnati Gilbert Ma- 
chine Tool Co., a self-priming positive 
driven pump operates when the fric- 
tion clutch is engaged. The slides on 
the Keller (Pratt & Whitney Div., 
Niles-Bement-Pond Co.,) type BG-22 
milling machine, are automatically sup- 
plied with lubricant by a motor driven 
pump which operates continuously 
when the main switch is on. Many 
pressure lubrication systems were pro- 
tected by safety switches. The main 
drive motor is interlocked with the 
pump motor so that it is impossible 
to start the machine without adequate 
lubrication. If, for any reason, oil pres- 
sure should drop below the safe op- 
erating level, the switches immediately 
stop all operation. 
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TAKING OVER THE FUNCTIONS OF GEARS, racks, levers 
and cam actuation, hydraulics is now playing an im- 
portant role in the operation of machine tools. Piping 
and fittings are being replaced by manifold panels to 
which valves and pumps are flush mounted. Fluid flows 
in passages drilled through the panels. Structural mem- 
bers of the machine may also serve as manifolds when 
high pressure fluids are conducted through direct pas- 
sages drilled in the parts. 

Many other drawbacks to the use of hydraulics have 
been circumvented. Nonflammable fluids promise safer 
operation in hazardous applications. Teflon seals permit 
higher operating temperatures, though in high horse- 
power applications proper cooling of oil is still required. 
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Variable delivery pumps reduce or eliminate throttling 
in flow control valves. Viscosity compensated relief 
valves insure a steady rate of operation of the hydraulic 
system regardless of oil temperature. 

Even headstock and spindle drives, traditionally gear 
or belt driven, have been invaded by hydraulics for hy- 
draulic gear shifting or hydraulically operated clutches. 
Warner & Swasey featured a headstock in which clutches 
provide sixteen speeds and reverse without gear chang- 
ing. Their 1A lathe provides 32 unduplicated spindie 
speeds from 20 to 1497 rpm. The Bullard Co. has pro- 
vided a hydraulic gear shifting unit on boring, milling 
and drilling machines. Pendent controlled solenoids actu- 
ate hydraulic cylinders for all speed and feed changes. 
Each cylinder rod is connected to a yoke in the gear 
box which shifts gears or clutches in geometric pro- 
gression. Mechanical interlocks prevent cross engage- 
ment of feed or speed clutches. 











hydraulic cylinders mounted back to back move the 
head on this Gisholt Superfinisher. The piston rods them- 
selves are superfinished to 2'2 to 342 microinches to prevent 
oil seal problems in the cylinder packings. 
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Grinder and planer tables are being driven by hy- 
draulic cylinders in tandem arrangements. A large Gall- 
meyer and Livingston grinder incorporates two in-line 
cylinders arranged to move in opposition. Pressurized oil 
is supplied to both cylinders to affect table motion with 
both pistons pushing. 

A similar arrangement on a planer by Rockford Ma- 
chine Tool Co. takes advantage of three different net 
piston areas against which the high pressure oil is applied. 
Any one of three speed ranges may be selected by sole- 
noid operated valves and a variable displacement pump 
is used to adjust the speed of traverse within each range. 
Top speed is 300 ft per min. 

Standard general purpose milling machines whose 
tables have been moved by electric motor driven screws 
are now in several machines, powered with hydraulic 
motors. Flow control valves permit infinite adjustment 
of feed speeds and automatic cycling is possible with 


erie! 
fil 


L 


ate 


the 
the 
die 
up 


pressure 


solenoid operated valves controlled by adjustable dog 
actuated switches. 

For single purpose machines Ex-Cello Corp. is supply- 
ing standard quill-type hydraulic power units which will 
rotate and advance a tool. Rapid traverse and feed 
speeds are infinitely adjustable and settable dogs control 
stop, start and reversal of the quill. A self contained pump 
with associated valving provides high pressure oil for 
the tool advance cylinder. A valve for remote control 
start and return is available as extra equipment. 

Installation convenience, versatility, and ease of 
centralized control have made hydraulic cylinders and 
motors standard equipment on much of the work han- 
dling and transfer equipment associated with automated 
machine tools. Carefully controlled advance speeds and 
overload protection provided by relief valves which limit 
maximum pressures provide the high power with safe 
control necessary to complex work handling problems. 
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may be accurately 
controlled up to 15,- 
psi. 


This Onsrud milling machine incorporates power feed in all 
directions by hydraulic motor drive of table screws. Speed 
control is in discrete intervals with five forward and reverse 
speeds for cross travel and vertical travel, four forward and 
reverse speeds in longitudinal travel. 
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Pneumatics 


LIKE HYDRAULICS, pneumatics is playing 
an ever-increasing role in the operation 
of machine tool fixtures, stock feeders, 
tailstocks and slides. Several manufactur- 
ers of air gages were represented at the 
show and many exhibitors of automated 
transfer included automatic air gaging 
with subsequent part rejection and even 
compensated tool control. Several pneu- 
matically operated tracing mechanisms 
are discussed in the section on Tracers. 
The major advantage of pneumatically 
operated components is that air, under 
pressure, is readily available in the aver- 
age machine shop without the need of 
extra motor driven pumps, tanks or re- 
turn lines. Where carefully controlled 
feeds are desired, combined air-hydraulic 
systems are manufactured in which the 
air supplies the power source and piston 
motion is controlled by oil metering in 
several forms. Force multiplication is 
possible producing high forces without 
the need for large diameter air cylinders. 
At least two rodless piston and cylinder 
combinations are used to feed bar stock 
into automatic machines. Many standard 
air cylinders position or kick out parts 
when the machining cycle is completed. 
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A WIDE VARIETY OF TRACING MECHANISMS 
were Offered operating on many different 
functional principles. Lathes, milling ma- 
chines and planers were controlled by air 
gage tracers, hydraulic valve tracers, opti- 
cal, electrical and mechanical tracers. 

Air gage tracers follow templates with 
practically no pressure on the pickup. 
Most of the hydraulic valve operated 
tracers are similarly lightly loaded permit- 
ting the use of plastic or other soft mate- 
rial templates. Optical tracers will follow 
a line drawing or blueprint and are 
claimed to duplicate within a few thou- 
sandths of an inch 

Regardless of pickup, actuation of tool 
post or milling head is almost invariably 
affected by hydraulic power. Hydraulic 
valve tracers directly control flow to either 
side of a cylinder while air gages may 
actuate pilot operated valves and optical 
and electrical systems energize solenoid 
operated valves 
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Enclosed panel controls speed and feed for as 
many as five operations on a Cleveland Auto- 
matic Machine Company screw machine. Once 
set, plastic panel may be closed and locked. Ex- 
ternal switches are for start and stop. Note panel 
feed calculation chart. 












































CONTROLS, IN MANY INSTANCES, have been grouped to provide for 
maximum operator convenience and safety. J.I1.C. Standards used ex- 
clusively. All control systems use 110 v ac. 

Usual procedure is to group the controls for any one function of the 
machine tool. For example, all controls, which include buttons or 
selector switches, for setup operations are grouped together. Speed and 
feed controls grouped. Some machines have dual interlocking speed 
and feed tools so operator may control from either front or side of work 
table. 

Mechanical interlocks make it impossible, on almost all machine 
tools seen, to engage a wrong machine sequence. For example, it is 
impossible to engage the rapid traverse of a head while it is feeding, 
or change rate of feed until feed interlocking mechanism is in neutral, 
or change speed if spindle is rotating. 

Many machines use signal lights to indicate the circuits that are 
closed. Where automatic gaging is included, signal lights indicate ac- 
ceptance or rejection. Some machines have buttons which light and 
show control function name. All control buttons are plainly marked for 
identification. 

Instruments showing hp, motor speed, spindle speed and other func- 
tions are used. Feeling appears to be that if the operator can read these 
speeds less machine tool and part damage will result. Many panels have 
nomograms or charts indicating best speed and feed for material or 
part being made. 














Elecric pushbutton control for presses 
and cutting or forming equipment is 
typified by this Elmes unit. Both “close” 
buttons must be pushed to operate press. 
Red light is lit when oil temperature ex- 
ceeds that for safe operation. Micrometer 
inching control permits control of slide 
movement for accurate setting and ad- 
justing of dies. 
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Electrographic detector system used to 
simplify the maintenance of complex 
electrical controls. System, designed by 
W. F. and John Barnes, isolates the 
trouble area by touching the test probe 
to contacts on the electrical diagram. A 
coded symbol indicates the exact location 
of the defect once the trouble area is 
found. 


, 





Single lever operates power feed and 
speed changes on Cincinnati milling ma- 
chines. Single lever control of table feed 
and rapid traverse is also incorporated. 
Feed and speed control is interlocked 


with rear operating controls. 





Some typical instruments provided for ma- 
chine control or gaging. Monarch 
rpm counter mounted on spindle 
Walsh Press incorporates stroke counter. 
Note large mushroom start, stop and jog 
buttons. Gardner Company has part counter 
in panel as well as Sheffield air gaging set-up 
on double spindle disk grinder. Rockford 
Machine Tool pendant showing pushbutton 
controls, cutting speed meter and toggle type 
emergency stop hanging from bottom of 
pendant. Hitting toggle in any direction will 
stop machine. 


unit has 
cover. 









Optical Systems 


Use oF oprics as a machine tool aid is still severely 













Transfer equipment may be signaled by breaking (or 
making) a light beam as parts move or turn in their 
travel. Counting or sequencing of operations is possible A different, and possibly significant, application of light 
in this manner. sensitive cells to machine control was apparent in the 
Morris Machine Company’s Automatic Piston Balancer. 
Pistons are fed to the rotatable table from the left. A 
lamp sends a beam of light at the piston, which rotates 
until the wrist pin holes line up, permitting the light to 
strike a photo-sensitive cell. Electrical controls then stop 
the rotation of the table and the piston is in correct 
position for subsequent operations of holding, boring 
to proper weight and checking. 









Designed for jigless drilling, a standard Leland Gifford 
7 drill unit has an oversize base on which a previously 
laid out template is mounted. An optical magnifier is 
mounted on the movable carriage and an enlarged image 
of the template is thrown up to a small screen. Crossed 

. lines on the template are aligned with similar crossed 
\\\ lines on the screen by movement of the carriage, provid- 
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Grinding machines are provided with profilometers in which an 
image of grinding wheel and work is projected on a large screen. 
Typical of these is the Visual Grind, of Cleveland Grinding Ma- 
chine Co. Line drawings may be made on the ground glass screen 


and parts machined to match. Magnification ranges from 10:1 to 
160:1 in six steps. 


Preventing Fires 
From Electrical Causes 


Experience in design of electrical appliances suggests eight 


ways of reducing operating temperatures in any device requir- 


ing a motor, resistance heater or other electrical source of heat. 


H. A. STRICKLAND, JR. 


Vice President, Engineering, Hotpoint Co., Chicago, Ill 


MANY DOMESTIC APPLIANCES today contain relatively com 
plicated mechanisms and controls which have operating 
duty cycles formerly used only in industrial equipment. 
Safety from operating hazards, particularly fire, is re 
quired because these devices use relatively large quantities 
of electrical power, are operated by untrained personnel, 
and are often unattended for lengthy periods of operation. 
While the design techniques described here have been 
developed out of experience in satisfying Underwriters’ Lab- 
oratories requirements for major domestic appliances, they 
are equally applicable to the design of industrial appli 
ances and equipment. 

Electrical fires are started by heat from an electrical 
source. Motor-winding burnouts is the largest specific 
cause; defects in wiring and cables is second; unattended 
heated appliances or lamps in contact with or too close 
to combustible material is third, while fires originating 
from electrical cords is fourth. 

Fire prevention consists of controlling elevated tempera 
tures associated with (1) normal operation, and (2) ab- 
normal operation of the device, such as misuse, part failure, 
or defective installations. Control of normal operating 
temperatures is best accomplished on a “cut and try” basis 
in an actual prototype. Control of abnormal temperatures 
is obtained by preventive measures including sound struc 
tural design; adequate electrical and thermal insulation; 
proper electrical protective devices; containment of fire and 
molten metals or water liable to start a fire; and effective 
installation, operation, and service instructions. These 
instructions serve to prevent fires which are beyond 
the designer’s control. 
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Control of Temperature in Normal Operation 


Varving the size of electrical heat source would seem 
control. If 
temperatures are too high a heating unit of smaller rating, 


to be the first step in normal temperature 


or a larger motor, solenoid, or control can be used; however, 
heating-element wattage are normally set by required per 
formance levels and larger motors or control components 
are more expensive. For both performance and economx 
reasons it is therefore usually preferable to devise other 
methods of improving heat dissipating to obtain cooler 
hot spots or reduce heat flow causing excessive operating 
temperatures. 

Convection cooling is the principal method for dissipat 
ing normal heat flow. In addition to the air 
which flow over the external chimney 
can be used to provide internal cooling, 
three examples in Fig. 1. In (A) air enters the toe space 
of an electrical range, flows under and through the rang« 
and up and out the top of the backsplasher, thereby cool 
ing the internal parts and controls. Hot spots not cooled 
sufficiently by general convection can sometimes be cooled 
by means of a draft stack or duct which serves to increas¢ 
velocity of air flow and concentrate the coolest available 
air directly on the trouble spot. In the example shown 
in (B) the hot-spot temperature of the timer control was 
reduced 20 F below that obtained with only general 
convection cooling. 

Forced air cooling is very effective. Fig. 1 (C) shows 
the location of an added fan on a disposer motor which 
lowered operating temperatures 50 C over the equivalent 
performance without it. 

Radiation cooling utilizing the high emissivity of porce 
lain enamel is frequently an aid to reducing temperatures 
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Fig. 1—Natural or forced-draft ventilation is a prime method of 
reducing hot-spot temperatures and fire hazards. (A) Convection 
of air are used to cool the inside of electric range. General 
flow is indicated by arrows. (B) To accelerate and con- 
air-cooling in critical areas, simple chimneys or ducts can be 
ing the timer control with a simple sheetmetal chimney 
temperature 20 F below that attained with con- 
i (C) Most effective air cooling is produced by fan- 
driven air flow. An additional fan, mounted on the bottom of the 
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Hot gas deflectors which divert hot air away from tem- 


perature-sensitive areas are occasionally useful. The cus- 


tom built-in oven popular today is frequently installed 
flush in combustible walls. A small deflector at the top is 
used to guide the rising stream of hot air away from the 
wall above the oven. For long periods of operation this is 
not adequate, and a larger pull-out deflector which 
projects further into the room deflects the hot gases a 
greater distance from the walls. 

Reduction in heat-flow rates prevents heat flow from 
higher-temperature areas to areas with a lower maximum- 
temperature tolerance. Techniques for heat-flow reduction 
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, increased air flow to lower motor temperatures 50 C. 


include spacing, insulation, and reflection. 

Increasing the space between a heated object and a 
critical temperature area is a simple and effective means of 
reducing temperatures. A griddle designed for use on a 
porcelain surface overheated a plastic surface under the 
griddle. Raising the griddle by adding # in. to the griddle 
supports decreased the temperature of the plastic surface 
enough to permit safe use. 

Thermal insulation, usually of an inorganic type, is used 
to limit heat flow where cooling is inadequate. An applica 
tion example is in the range oven where the insulation is 
not limited by the economics of oven operation but by 
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minum lowered tempera- 
tures below unit by 30 PF. 


Plastic 


shield ~_ 


Built-in automatic reset 
thermal overload relay 


the maximum temperatures on the outer surfaces of a 
range. Underwriters’ Form O installation permits the 
range to be installed in direct contact with combustible 
materials so that temperature control of surfaces adjacent 
to the oven is a function of the insulation. 

Radiant heat reflectors can be used to control normal 
temperatures. ‘They are usually most effective when higher 
temperatures are involved. An example, shown in Fig. 2, 
is the use of an aluminum reflector pan under the surface 
heating unit of an electric range. Temperatures below the 
reflector were reduced 30 F when an aluminum pan was 
substituted for one with a porcelain-enamel finish. 
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previous year in fires wused by 


defective installations 
Motor overloads most commonly produ 


ibnormal elevated temperature Overcu! 


rent or overtemperature devices shown in 


Fig. 3 are generally used for protection 
against these overloads. ‘The automatic-reset type is gen 
erally used where no operator hazard exists should the 
device automatically restart. 
matic washers and clothes dryers with door interlocks and 
Automati 
washers and continuous-feed disposers without access-doot 


interlocks utilize manual-reset 


Refrigerators, freezers, auto 


similar types of equipment are so classified 


overload devices to avoid a 
casualty hazard 
In clothes 
are used, in addition to 


dryers, fixed overtemperature thermostat 
idjustable thermostats, to doubls 
insure against internal fires 


because of the 


his extra precaution is taken 
combustible material present in these dryers 
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and to protect against such contengencies as loose 
drive pulleys or belt failure which would produce a 
hazard. 

Operating carelessness can cause fire, and design features 
must protect equipment against this. As an example, in an 
immersion type fryer shown in Figure 4, both heating unit 
unit and thermostat bulb are immersed in fat. If the unit 
is turned on with barely enough fat to touch the heating 
element, the immersion-thermostat response is inade- 
quate to prevent a fire. By adding metal thermal bridges 
between the unit and the thermostat, enough heat is con 
ducted to the thermostat to cut off the heating unit before 
dangerous temperatures can be reached. 

Electrical or mechanical parts failure, loss of electricai 
clearances, or flooding with water or other conducting 
solutions can cause short circuits or electric arcs which can 
lead to fires in appliances. Mechanical design precautions 
which minimize these hazards are an important aid to the 
designer. 

The cabinet, frame, and all components mounted on 
the frame of the appliance or equipment must have the 
strength and rigidity to withstand all abuses to which 
they might be subjected to in production, distribution, 
installation, service, and use. Wide variety of equipment 
sizes, shapes, and methods of assembly eliminate the possi- 
bility of establishing specific metal-thickness limitations. 
The strength must be sufficient to prevent partial or total 
collapse which might reduce electrical spacings, damage 
insulation, or loosen and displace functioning parts. 

Cabinet and frame strength is obtained by the use of 
weldments rather than fasteners wherever possible; by 
securely mounting electrical components, using a means 
other than friction, so they are prevented from turning or 
shifting; and by effective use of anticorrosion finishes for 
all metallic components. Whenever 
possible, cabinets should completely 
enclose the appliance to confine any 
combustion which might occur. 

Internal wiring and connections 
should be protected by shields, en- 
and armored 
cable against exposure to oil, grease, 
moisture, and mechanical injury. 


closures, wirewavs, 


Wireways should be free of sharp 
edges and burrs which could dam- 
insulation. Spacings between 
terminals have been established by 
industry and by UL. On motor ter- 
minals boards 4 in. between termi- 
nals of opposite polarity, } in. to 
ground through air, or # in. to 
ground across a surface is consid- 
ered satisfactory for voltages up to 
250. When the design and assem- 
bly limit possible movement of the 
parts, somewhat smaller spacings 
and clearances may be safe. 
Specifications for wire should 
take into account the temperature 
and voltage, to which it may be sub- 
jected, and also possible exposure 
to oil, grease, moisture, or other 
substances which may affect its 


age 


x 
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Thermostotic 
sensing tube 


life. All splices and connections should be mechanically 
secure, and insulation should be at least equal to that on 
conductors. Leads to motors or other components should 
be surely tied or fastened by other means so they cannot 
be caught in the rotating parts of the motor or mechanism 
it drives, with consequent grounds, arcing and fire. 

Electrical supply connections must be given major atten- 
tion. Strain relief of the external cord should be provided 
to protect connections and internal wiring. Where dam 
age could occur if the line cord were allowed to feed back 
into the cabinet, this should be prevented by a suitable 
stop. Sheet metal, to which the conduit of the supply 
connection is normally attached, should be stiffened to 
prevent excess vibration which could result in loose connec 
tions, frayed insulation, and arcing. 

Insulation of electrical current-carrying components, 
when required, should be made with porcelain or phenolic 
parts of the proper rigidity, strength, and resistance to 
ambient conditions sufficient to withstand maximum 
mechanical and electrical stresses of normal use. 

Where the failure of water-bearing parts would flood 
electrical circuits or components, deflectors should be 
used to safely drain the water away. Fig. 5 (A) shows the 
location of a pan in an automatic clothes washer which 
diverts water from electrical parts if the flexible-rubber 
sealing boot above it fails. To protect molten metals or 
burning insulation of failed electrical components from 
reaching combustible materials within and adjacent to 
the appliance, special pans or baffles, as shown under the 
dishwasher in (B), should be included. 

Warnings to the ultimate user should be prominently 
and permanently displayed on the appliance or equipment 
when safety against a fire hazard cannot be designed into 
the device. For example, clothes dryers have instructions 






Thermal 
bridges 


Fig. 4—Protection from user carelessness must be designed into equipment. An exam- 
ple is the addition of thermal bridges on this immersion fat fryer which conduct enough 
heat from the heating unit to the thermostat to maintain a safe heating-element tem- 
perature in shallow fat levels and yet prevent the heating element from exceeding a 
safe temperature in shallow fat levels. 
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Wosher ‘ub 


Fig. S—Special pans or baffles can be used 
to protect electrical components and com- 
bustible materials. (A) At left, clothes 
washer which has been sectioned to show 
working parts and location of power train, 
solenoids, and motor below water-collector 
bottom. Water-deflector pan which diverts 
water from motor and controls in event of 
flexible water-seal failure has been removed 
for clarity in this view. At right, location 
of water-deflector pan. (B) Sheet-steel pan 
located beneath this dishwasher motor 
catches molten metal in event of motor 
burnout. 











permanently fused into the procelain enamel of the dryer 
door to the effect that it should be used for drying water 
cleaned fabrics only; this is to forestall do-it-yourself dry- 
cleaning experts from using the machine for that purpose. 
Where the appliance may be moved and connected to 
the electrical supply by the user, detailed cautions regard 
ing connection to the power source are also attached. 
Further warnings against improper use and care are in- 
cluded in the customer’s instruction books. 

Since faulty installations are one of the major causes 
of electrical fires, it is important that the installation 
and service instructions produced for the field service 
organization place sufficient emphasis upon these and 
other hazards and plainly indicate the proper means to 
avoid them, or at least to minimize them. 
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ADDITIONAL DATA AND INFORMATION useful in design 
ing to reduce electrical fire hazards are contained in these previ 
ous articles: “Protective Coatings for Electrical Contacts,” April 
1955 page 156, describes the use of various type coatings to pre 
vent or inhibit the formation of relatively high-resistance surface 
films on copper and aluminum conductors and connectors; these 
high-resistance films can be the source of overheating and actual 
contact-surface disintegration and arcing. “Motor Overload Re 
lays,” January 1955 page 177, presents the fundamentals of op 
eration and application of bimetal thermal overload relays for 
normal and unusual service; how to determine and coordinate 
tripping time with short-circuit protection is also included 
“Controlling Radiant Heat,’ October 1954 page 175, describes 
how desired reflection and radiation characteristics of various 
common metals and nonmetals can be effectively influenced by 
the choice of surface finish; several of the applications described 
are electrical appliances; an bibliography is 
included. 


extensive also 
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Measuring Pertormance 


Of Hydraulic Machines 


Input and output power and efficiency can be determined from temperature and 


pressure measurements of the hydraulic fluid, replacing torque meters when 


speeds are high or shafts inaccessible. 


for precise measurements of rapidly 


H. STERN 


Aeronautic and Ordnance Systems Div. General Electric Co., 
Schenectady, N. Y 


HYDRAULIC PUMPS AND MOTORS of recent years have out- 
grown their test facilities. Dynamometer or torque shaft 
installations for testing pumps of 5 to 20 hp and 9000 to 
15,000 no satisfactory solution to the test 
requirements. In one instance a welding generator set was 
brought into the laboratory to drive a cradle-mounted d-c 


motor at 11,000 rpm. Other test-stands were not as spec- 


rpm present 


tacular but equally cumbersome. At such speeds each new 
test requires special power measuring equipment. 

hermodynamics has helped the turbine engineer in 
similar problems for many years. The principle of thermal 
power measurements is simply the equivalence of mechani- 
cal and heat energy. A pump is a power converter, just 
like a turbine, an electric motor, or a compressor. It can 
be considered a generalized “black box’”’ which trades one 
type of energy for another. 

I'he problem now is how to measure the passage of 
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Thermocouple and thermistor methods 


changing temperatures are compared. 


energy into and out of the “black box” without using 
torque or speed. Since the hydraulic fluid carries energy 
away from a pump, the energy change in the fluid passing 
through the “black box” can be measured. This is a prob 
lem in thermodynamics. 

The energy level or enthalpy of any fluid can be de 
termined from its temperature and pressure. This dete 
mination requires a knowledge of three independent physi- 
cal constants of that fluid such as the Joule-Thomson 
coefficient, dt/ap, (h = constant), the specific heat at con 
stant pressure c,, and the specific volume v, or the com 
constant), the coefficient of ex- 
pansion dv/dt, (p ind the specific heat. From 
such quantities and the Maxwell relations, the enthalpy 
and entropy values may be calculated for a given fluid and 
enthalpy-temperature charts constructed. One such com- 
putation procedure is described below in greater detail 


pressibility dv/dp, (t 
constant 


The diagram of Fig. 1 and the chart Fig. 2 then explain 
the process of determining power and efficiency. Fluid 
enters at a pressure p, and temperature t, and leaves at a 
pressure p, and temperature t,. The total energy supplied 
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Fig. 4—Simplest form of pump and motor schematics in which cooling port or drainage oil flow is returned to reservoir line 
before thermodynamic measurement of pressure, flow and temperature. Insulation may be required where heat loss to sur- 
roundings is an appreciable percentage of total energy exchanged. 


to the pump in the form of work and heat will be 
h, — h,) BTU/\b of fluid passing. In order to make 
first computations more meaningful, assume the “black 


box” is insulated and q = 0. Then the mechanical power 


supplied is 
” hp sec 
0.707 BTU 


: — lb 
oe *\ pec 


Had the work been done on the fluid without losses in 
an ideal pump the compression would have taken place 
along a constant entropy line and ended at B,. Since the 
efhiciency » of the pump is defined as the ratio of ideal to 
ictual work 


and is independent of the flow. The available power, fre- 


Pressure/constant is (hz, 
h,) BTU/Ib of fluid. Lines of constant pressure and con 
stant entropy are so nearly parallel for liquids that (hs, 
h,,) is equal to the ideal available pump output (or motor 


quently written as Flow 
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power. In 
ind discharged equal mass flows, and 
of heat through the case 


In a hydraulic motor the same computations apply, as 


input this simplest example, the pump re 


ceived received 


power without loss 


h,) would be a nega 
tive number showing that work was from th« 
expansion process. The ideal work obtainable from the 
fluid at state A, (hz, h, 
h,), and the 


shown in Fig. 3, except that (h 


obtained 


, would be greater than (h, 


motor has an efhciency of 


where » < 1.0. In both the foregoing examples, any cool 
ing port flow, case leakage, or drain port flow is assumed 
to be piped back into the main fluid circuit for simplicity 
of treatment. Fig. 4 shows the arrangement of the physi 
cal components. 

When the simplified cooling port drain connection 
shown in Fig. 4 cannot be used it becomes necessary 
to measure flow, temperature and pressure from the cooling 


port as well as from the main line, as shown in Fig. 6 


15] 








The enthalpy-temperature diagram for this flow schematic 
is shown in Fig. 5. Here wz, lb of fluid enter at port A 
and split up into the flow to B (ws = wa — we) and 
cooling port flow we. Since the cooling port flow w, 
is not useful working fluid, the output power is writ- 
ten as (hs, — hx)ws BTU/sec. The input power is 
(he — hy)we + (he — hy)we BTU/sec. 

The problem of insulation in the foregoing cases is 
not a serious one in most of our present day high pressure 
hydraulic machines. In a 3000 or 5000 psi aircraft 
hydraulic pump delivering 12 gpm or more, thermal losses 
to the surroundings are very small compared with the 
power handled by the machine, A dual layer of aluminum 
foil with a 1 in. thickness of any standard insulation 
material such as spun glass or rockwool will effectively 
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Fig. 6 


Fig. 5—Where cooling port flow cannot be combined 
with reservoir flow two separate compression curves 
may be drawn on the b-¢ diagram. Curve A-B repre- 
sents the pump flow and curve A-C represents the 
cooling port flow. Fig. 6 indicates that temperatures 
and pressures must be measured in three places and 
flow in two. 


Fig. 7—Heat loss to surroundings of a pump lowers 
the output temperature from fs to tra 











prevent radiation and convection losses to the surroundings 
If the unit is flange mounted, a gasket of 0.030 to 0.050 
in. asbestos or felt paper will help to reduce conduction 
losses to the colder mounting bracket. If the pump is 
to be tested at oil temperatures near its environmental 
temperature none of these precautions are needed since 
heat losses are a function of the temperature difference 
between the working fluid and the surrounding air and 
structures. Insulation is intended only as a means of 
raising the temperature of the immediate environment 
of the pump to the temperature of the oil inside the 
pump so that no heat can center or escape from the 
“black box.” 
If no means are available to insulate the unit and heat 
losses are suspected to be of appreciable magnitude, a 
rough estimate of these losses is frequently 
adequate. Relatively large errors in this calcu- 
lated heat loss (say +25 or 30 per cent) still 
would be tolerable because the total heat loss 
is very likely only 4 or 1 per cent of the power 
input. The accompanying example serves for 
ready reference and will show the order of 
magnitude of the various heat losses. The 
derivation of the equations can be found in 
“Heat Transmission,” by McAdams, McGraw 
Hill, 1942, or any standard engineering hand 
book. 
Total heat loss in this example is equal to 
300 BTU/hr or 0.12 hp. It is evident that by 
insulating, both the convection and radiation 
losses approach zero and the heat loss is re 
duced to 0.04 hp. 
Effect of heat loss in a pump is shown in 
(h, — h;.)w BTU 
sec appears in the form of a lowered outlet 
temperature t,, in this pump. The theoretical 
outlet temperature t, should have been highe1 
by an amount computed from the above equa- 
tion. Input power is as before (h», h,)w 


BTU /sec. 


Fig. 7. The heat loss q 


Chart Construction 


Computations to determine the thermal 
properties of the fluid follow the standard pro- 
cedure used in thermodynamics of gases. A 
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Fig. 8—Temperature-enthalpy chart for 
hydraulic fluid MIL-0-5606. Curvature 
of lines is not apparent in this small 
portion of the b+ diagram of a liquid. 
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Temperature °F 


particular aircraft hydraulic fluid (MIL-0-5606) 


was 


chosen to calculate a set of tables. The basic equations 


n be | O(Pr) | aps 
e p { ol P f T—constant 
dt "Ps ( ov ) \ 
_—— — dp 
| a: | rey | jg 
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used are 


where = specific heat at constant pressure 
= absolute temperature 
= temperature, F 

1/T 

specific volume 

pressure, absolute 

entropy 

enthalpy 


Here both h and s were assumed zero at 32F, hence the 
lower limit of both integrals. 
Values of (dv/dp), have been determined for various 
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fluids over wide temperature ranges. Similarly c, = 
(0h/oT), is known for atmospheric pressure and was 
found to be constant for all normal operating pressures. 
Special volume v (or specific gravity 1/v) was measured 
by a hydrometer in a constant temperature bath. Fig. 
8 is a portion of t-h chart computed for MIL-0-5606. 

If other properties are known, the computation pro- 
cedure may be varied accordingly. Thus, if the Joule- 
Thomson coefficient (2T/dp),, the specific heat 
(oh/oT), and the specific volume v, are measured, the 
properties of the fluid can also be fully determined. 


Temperature Measurement 


Of the three quantities to be measured only one, the 
temperature poses a problem not normally encountered 
in power computations. Both pressures and flow rates must 
be known no matter what method is used to find the 
efficiency of a hydraulic pump or motor. Temperatures, 
however, must be determined to accuracies rarely en- 
countered in hydraulic work. 

Often temperature changes of 5 to 7 F have to be 
measured, For an accuracy of 2 per cent fluid temperature 
differences must be determined to 0.1 F. Three means 





. A : 
pa Tt ig iP aS : mR cme a kh Se ta 


Fig. 10—Thermistor fitting for 3000 psi hydraulic line. Stagnation- 
pressure may raise thermistor temperature 0.1 F if fluid velocity is 
close to 50 ft/sec, but only 0.01 F at 15 ft/sec since temperature 
rise is proportional to the square of velocity. 


Fig. 9—Time-temperature plot of thermistor readings. 
Three flow temperatures are measured at fifteen second 
intervals and the plotting procedure permits determina- 
ition of all three temperatures for one moment in time. 
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were explored to obtain the necessary pre- 
cision: (1) multiple differential thermo- 
couples with a standard thermocouple 
bridge (5 millivolt full scale by 100 micro- 
volt divisions using 5 Cu-Constant junc- 
tions; (2) single differential thermocouple 
with precision Leeds & Northrop Bridge 
(Type K, sensitivity 0.1 microvolt using 
Cu-Con junction); and (3) calibrated 
thermistors with Generai Electric bridge 
and galvanometer. 

While all three means were found 
useful, none is without its serious draw- 
backs for ready use in the field. In gen- 
eral the differential measuring techniques 
have the advantage of measuring a tem- 
perature difference at one instant of time 
and no compensation for time elapsed 
between readings is needed as long as 
only one fluid stream is measured. If two 
fluid flows are used as in Figs. 5 and 6, 
the two measurements of At must be 
referred to a common time base. 

Thermistors offer more convenient installation and 
faster reading but require careful time compensation for 
readings. Table I lists the chief characteristics of each 
of the measuring techniques. Thermistors, even though 
in an early stage of development, proved more convenient 
and no more expensive than calibrated thermocouples in 
recent experiments. Better techniques of reading and 
recording highly accurate thermistor data are now being 
worked out. Extended temperature ranges are under 
investigation. Under these conditions thermistors are 
expected to show even greater advantages in thermo- 
dynamic measurements in the near future. 

Temperatures in a hydraulic circuit may be controlled, 
but cannot be maintained constant. A so-called constant 
temperature in any common hydraulic circuit would send 
the thermistor galvanometer from stop to stop across the 
scale every few seconds. There are three significant tem- 
peratures which need be determined to give data for 
Fig. 5 accurate to 0.1 deg. If reading t, is taken, than 
ts, and last to, by the time it is to’s turn, t, has changed. 
To take a difference (t. — ts) would be meaningless and 
yet a steady state will never exist. If the three thermistor 
(or thermocouple) bridges are read by three men at pre- 
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Aside = -656 fre - Asbestos gasket 
~<O50° Thick =.OO4/6TI 


PUMP /80°F 
(Housing painted, ¢=.95) 








Sample Calculation Air at 80° F 
bulkhead 


= KA = (Kan 


100 
00416 


Heat conducted t 





033 X .136 
108 BTU /hi 


Heat convected to surrounding air 





An example of the determination of heat loss to surroundings 
of an uninsulated, bulkhead-mounted pump at a temperature of 
i80 F. Air and bulkhead temperature is assumed to be 80 F. 
The pump is separated from the bulkhead by an asbestos gasket 
.050 in. thick. 


A = Area (ft 


. Bt 
Convection ccefficient ( hr Su) 
: Btu-ft 
= Conduction coefficient - —= 
hr-°F -ft? 


= Convected heat (Btu/hr 
Conducted heat (Btu /hr 
Radiated heat (Btu /h 
= Temperature (deg F 
Insulation length (ft 
= Emissivity 


cisely the same time, all is well, but if one man with one 
set of equipment is willing to take nine times as long, 
precision can still be had by a plotting procedure. Read 
tis, ter, ter, tae, tee, tee, etc. in this order at 15 sec intervals 
and plot the result as a function of time as in Fig. 9 
Chere will be a trend in all three temperatures and it is 
possible to establish t,, ts, and te. for any arbitrary time 

It is conceivable that low fluid flow velocities at times 
of rapid temperature change may introduce appreciabk 
errors in the temperature estimate made in Fig. 9. How 
ever, if the time for fluid particles to travel from A to B 
and C is known, the graph of temperatures versus time will 
permit elimination of this problem also. 

The “where”’ of temperatures measurement is every bit 
as important as the “how” and “when” which were dis 
cussed in previous paragraphs. A thermocouple taped to 
a copper line cannot be expected to read the average 
fluid temperature to 0.1 F. There is little difficulty, how 
ever, in getting repeatable, good data by inserting the 
temperature-sensitive element in the middle of the fluid 
stream. Turbulence helps and insulation of the tube or 
pipe is necessary for 4 to 6 in. before and after the tem- 
perature tap. 

Fluid velocity near the temperature element may affect 
the readings taken. Stagnation temperature rise of the 
order of magnitude of 0.1 F will result from fluid velocities 
of 50 ft/sec; at 15 ft/sec this effect is of the order of 
magnitude of 0.01 F and hence negligible. Fig. 10 shows 
a typical temperature tap. 


Summary 


1. The method of computing pump efficiency from a 
heat balance is universally applicable to any fluid power 
converter. 
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“Since this article was written we have, with the 
aid of IBM digital computers, cut down the computa 
tion time for the data obtaimed to 5 data points per 
minute. Raw test data measurements of temperature, 
pressure, and flow are used to compute input power, 
efficiency, output power and other quantities of sec 


ondary importance 











2. Feasibility of this method must be determined from 


the individual conditions of the 


3. It is most successfully applied to hydraulic machines 


problem 


when pressures are over 1500 psi and the power-to-we ight 
ratio is high so that heat losses can be easily minimized 

4. Thermal measurements become indispensible when 
torques cannot be determined because 


inaccessible shafts, etc 


of very high speeds, 


5. Accuracy of the measurements depends largely on 
the application, knowledge of the properties of the fluid 
and ability to measure temperatures, pressures, and flows 

6. Determination of temperature corresponds to the 
calibration and measurement of torque in a dynamometer 
system; relative accuracy of measurement determines thc 
merits of thermal versus torque measurements 


EDITOR’S NOTE—A review of piston, gear and vane pumps, 
their relative performance and operating characteristics appeared 
in Product Engineering for July, 1955, under the title “Hy- 
draulic Pumps,” by H. A. Vander Kaay, R. J. Murphy, and W. 
Traut, on page 132. 

“Hydraulics for High Horsepower Applications,” by M. A 
Hayden, appeared in February 1955, starting on page 129. This 
article discusses factors influencing the design of hydraulic cir 
cuits for high power and includes sample calculations for deter 
mining pump and motor sizes. 
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Collet open-close knob Tachometer + Hydraulic motor 
. speed adjustor 
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Engineers of the Hanson-Whitney Co., 
Hartford, Conn., have developed a ma- 
chine with infinitely variable speed, hy- 
draulic collet, interlocked controls and 
welded base construction. 
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IN NEW PRODUCTS 


Tachometer Hydraulic cutter motor 
pickup ; 
grr Ss Hydraulic work 
head motor Collet Constant-volume duplex gear 


cylinder pump delivers oi] to each of two 
adjustable-speed piston motors — one 
drives work spindle; the other drives the 
cutter spindle. Controls are positioned 
abeut shoulder height for left-hand op- 
eration and are in close proximity of 
the two spindles. Thus, the operator 
can have his right-hand free for making 
other adjustments or handling the work 
pieces. Adjustment of work spindle 
speed and variation in cutter speed can 
be made conveniently by manipulating 
metering valves at the front of the base. 
Speed of hydraulic motor driving the 
cutter is set by knob on top of carriage 
(behind tachometer). 


All connections from pumps and 

controls to the hydraulic motors 
are through hoses in rear of machine. 
The hydraulic cylinder that closes and 
opens the collet is interlocked with the 
hydraulic motors to prevent the ma- 
chine operating when collet is open. 
Welded base construction was chosen 
for economy, easier machinability and 
compact housing of components. 






































All bearings are lubricated from 
* a one-shot lubricator. The lubri- 
cator piston is solenoid driven with the 
solenoid circuit closed when start but- 
ton is pushed and automatically opened 
again at the end of the stroek; spring 
returns piston to its initial position. 
When oil level reaches a minimum, a 
mercury float switch actuates solenoid 
valves to shut off hydraulic oil from 
pumps to motors. 


Carriage 


For accessibility for servicing and 

* replacement of the hydraulic power 

elements, the electric driving motor and 

the duplex pump unit are mounted on 

a wheeled platform that slides on rails 
in the base of the machine. 


A-¢ motor 


‘ nection (continued om next page) 
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PRODUCT DESIGNS 
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Work head motor 
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Cutter motor 
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Hydraulically Driven Thread Miller (continued) 


Panel includes 


Flexible 
tubing 


A) 


















































WORK-HEAD MOTOR receives power 
from the high-pressure 2-gpm pump which 
king power for the collet 
uigh a pressure reducing and 

oid valve. Cutter motor is powered 

the 3-gpm pump which alternately 
pplies power to the cutter motor and 
the speed control of the work-head motor 
When start button is pushed, SV. di 
rects 3 gpm pump output to the speed 
ontrol cylinder for the work-head motor, 
hifting it to high speed, driving cutter 
id cam in rapid advance, with work rotat 
ng at high speed. When cutter approaches 
, a limit switch shifts SVs to energize 

r motor, and cut off power to work- 
speed control. Pressure at FC, re 
speed control action, slowing work 

utter lead advance. After 
is completed, SVs: again energizes 
ork he id speed 


] 


motor and 


ontrol, rapidly retracting 
utter and stopping cutter motor At end 
of cycle, work-head motor stops, as limit 
switch neutralizes SV 
valve maintains collet cylinder pressure; re 
maining oil returns directly to tank. FC 
in be adjusted to keep constant cutter 
speed FC, is used to adjust workhead feed 
SV; controls work-head direction 


and SV2; sequence 
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Retaining ring 


Cylinder 
end- 
plote 





Cylinder wall 














__3he 18000m | 





40 golion cap tank in base 


Collector ring 


Collet 
operoatina 
tube 



































COLLET is closed by a hydraulic cylinder mounted on the outer end of the hollow 
spindle and rotating with the spindle. Hydraulic line connections are made through 
sealed glands as shown. When collet-operating cylinder is drawn back, collet is « losed 


Collet stays closed in event of power failure sinc 
de-energized when applying power 


solenoid controlling cylinder is 


Previously, a mechanical open and close collet 


mechanism was used, failing to give the desired flexibility of control. 
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One obstacle facing prospective users 
of automatic lubrication systems is that 
rarely do all points on a piece of equip- 
ment require the same frequency of 
oiling. This problem was solved on the 
circular knitting machines manufac- 
tured by the Jacquard Knitting Ma- 
chine Company by using two lubri- 
cators, both powered by the main 
motor drive of the machine, but oper- 
ated separately, with individual pumps 
and feeding systems. 

Each of the systems, produced by 
Bijur Lubricating Corp., consists of 
three elements: /ubricator, which pumps 
measured amounts of oil into the 
system at regular intervals; tubing lines 
and fittings, that carry oil to bearings 
and gears to be lubricated; and meter- 
ing unit at each lubricating point, that 
filters and controls the amount of oil 
to be dispensed. 

Where individual operators formerly 
added oil in a random and haphazard 
fashion, one man now systematically 
fills the reservoirs of several machines 
in a few minutes each day. 

Jacquard has already included Bijur 
lubricators on gear box assemblies of 
more than 350 of their knitting ma- 
chines, and is now producing machines 
with automatic lubrication on the dial 
cap and cylinder assemblies as well. 
When full-scale installation is reached, 
Jacquard plans to have Bijur systems on 
most their new machines at no increase 
in selling price. For machines already in 
operation, installation can be made 


within a day. 
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FULLY-AUTOMATIC, multi-feed, circular knitting machines, manufactured 
by Jacquard Knitting Machine Co., Philadelphia, produce tubular fabric in body 
lengths. Machines are powered by a 14 hp electric motor, which drives revolving 
cam boxes around a stationary needle dial and cylinder 

Key parts to be lubricated are: (1) dial and cylinder needles and two bearings” 
on the dial cap; and (2) four sets of gears in the reduction drive of the motor. 

Manual lubrication which was formerly done by the machine’s operator proved 
unsatisfactory. Some parts got too much oil; the excess drained down onto the 
material as it was knitted causing spoilage. Other parts got too little oil; friction 
between moving parts caused excessive wear. Needle butts broke because of lack 
of lubricant; drive gears, not properly lubricated, failed far short of their expected 
life. 

Automatic lubrication applied here reduced downtime, eliminated product 
spoilage and gave longer life for the machine parts. 


(continued on next page) 
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PRODUCT DESIGNS Automatic Lubricators (continued) 














_Piston 
4 





/nlet check 
volve~_ _ 











"~Qurtlet check 
volve 





(B) 


af 
s 
ne 
Main drive bever ,- Low speed geors 
owe \ High speed geors 
GEAR BOX LUBRICATOR is a continuous type piston pump ~ s 


actuated by an eccentric cam on the shaft in the motor drive (A 
A rotating cam lifts the rocker arm, which raises the piston and 


’ 














ompresses a spring inside the lubricator. The rising piston draws 
oil from the reservoir through a felt filter and valve (B). The 
cam then releases the rocker arm and the piston is forced down 
by the spring, pumping oil into the distribution system. Oil is 
pumped continuously from the 2-quart sump at the bottom of 


the gear box into the single-line distribution system, composed Reduction geors 


of #2 in. tubing with branch lines transmitting oil from main 





ne to lubrication points. One branch of the system goes to an 





oil window, which indicates flow and shows that the system is 

functioning (C). At each lubricating point a metering unit filters 

ind measures the exact amount of oil required by the specifi 

set of gears. Oil pressure, transmitted from the lubricator pump J 
through the distribution system, forces oil into each unit. The (”) 
size of the orifice determines the amount of oil that will go onto ‘ 

the gear. A check valve at the outlet of the meter insures flow in a be os : N (Cc) 
a single direction to prevent drain-back, and always keeps the Main drive lubricator 
system full of oil 
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LUBRICATOR for dial cap and cylinder system (A) is a small of drive cams mounted on th rhead stationary hub of the 
ratchet-drive cyclic pump with its own reservoir. Sketch (B) machine. Normally, the reservoir which holds § of oil is filled 
shows its construction and identifies important components every 24 hr. Oil is filtered at pump inlet, fed into distributing 


Lubricator rotates with the dial hub and is actuated by a series system (C) and through metering units to lubricati 


1 points 
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PRODUCT DESIGNS 
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Dial Controlled Stitching 


New sewing machine, developed by the Pfaff Com- 
pany, Kaiserslautern, Germany and now available here, 
automatically provides more than 80 basic types of 
stitches, each with seven selected stitch densities, with no 
interchanging of cams or parts. Control is provided by 
five built-in adjustments with numbered dials; dial set- 
tings are selected from a chart keyed to a diagram of the 
stitch. 

Representing the completion of a two-stage develop- 
ment, the earlier model placed on the market two years 
ago had three independent control adjustments: stitch 
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length, lateral position of needle, and stitch width (zig- 
zag or range of lateral swing). Each of these adjust- 
ments produced a fixed stitch, unchanged during sew- 
ing unless the dial was manually changed. New control 
assembly designed into space available in the top arm 
of the machine adds a cyclic pattern both to the lateral 
shift of the needle and to the stitch width or zig-zag. A 
third control varies the stitch density or the number of 
stitches in a cyclic pattern. Only change to the basic 
machine is the addition of one cam t™ the main drive 
shaft and insertion of the control assembly. 
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REAR VIEW of a special demonstration 
model with transparent plastic housing. 
Stitch density within a selected cyclic pat- 
tern is contrulled by a conical cam on main 
shaft; position of follower along the coni- 
cal cam axis—and therefore the range of 
travel—is adjusted by the contro) dial. 
Intermittent motion of cam follower ro- 
: tates the 8-cam assembly through a one- 
fags a ' way clutch thus varying the number of 
stitches required to produce one revolution 
of the cam. 


Hook 

bracket 
FOR AUTOMATIC NEEDLE 
THREADING (an exclusive Praff feature) 
the needle bar is placed in its highest posi- 
tion, and a lever at rear of head lowers a 
thireader bar to a stop which brings hook 
on level with eye of needle. Further mo- 
tion of lever rotates the hook through the 
eye as illustrated. Thread is placed over 
hook and lever released, threading the nee- 
die and lifting threader bar up and out of 
the way. 
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PRODUCT DESIGNS 


Cargo Carrier 
for Difficult 


Terrain 


To successfully carry a 10-ton cargo 
over arctic snow, desert sand and 
rocks, or soft swampy ground, major 
requirement is to reduce unit ground 
pressure. In the Teracruzer, developed 
by Four Wheel Drive Auto Company 
in cooperation with Army Ordnance 

‘ Corps, this was accomplished by using 
Goodyear Rolligon tires — melon- 
shaped nylon and rubber bags inflated 
to only 3 to 5 psi. Eight tires are mount- 
ed in pairs on four bogies, two bogies 

. side by side at front and rear. No 
springs are needed. 

Design problems faced in develop- 
ing this carrier included: mounting and 3 Enclosed god! 

driving each tire; power steering; in- 5, “~~ gear drive 

; Rotary air seal 

for tire inflation 









dependent control of air pressure in 
each tire from the driver position; and 


4 


adjustment of weight distribution to 
meet surface conditions. 


ee ae eee Ne oa 


ee BS hic oo ij 
Sue Ys Hydraulic cylinder ' ; 
7 5 } 


for steering : ’ 

‘. aaa (hs aa . , TIRES are 5 ft long and 34 ft in diam- 
i? “~ ‘ . eter; each tire is supported on its own 
axle and guided by a pivoted frame. 
Air to each tire is supplied through a ro- 
tary seal on the outer end of the axle. 
Weight of vehicle is applied to, top of 
tire (rather than through axle) by a se- 
ties of six rubber-surfaced rollers that 
also drive the tire to supply propulsion. 
Rollers are driven by enclosed gearing; 
chain was considered but required 

means for adjustment. 
Bogie mounting of tire pairs gives 
flexibility needed for rough terrain; 
bogies can pivot to equalize load, or 
may be tilted by pneumatic power to re- 
duce load on leading or trailing tire. Use 
of air instead of hydraulic power for 
tilting provides desirable cushioning. 
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FRONT BOGIE is “fifth wheel” 
mounted for steering, with steering 
power supplied by two double-acting 
hydraulic cylinders controlled by a tiller 
in the driver compartment, as shown 
above. Driver position is at left of en- 
gine and, in addition to usual instru- 
ments and controls, includes four air 
valves for tilting bogies, plus indicators 
showing the actual tilt of each bogie as 
sensed by a transducer mounted on the 
bogie supporting frame. 

At driver's right, next to engine com- 
partment (shown at left with cover 
raised) are the eight valves for control- 
ling pressure in each tire, and indicators 
showing the pressure in each tire. Air 
compressor delivering 12 cfm is 
mounted on front of engine. Rotating 
air seals allow inflation of tires while 
vehicle is in motion. 

Power is supplied by a 340-hp 8-cyl 
air-cooled engine through a torque con- 
verter and six-speed automatic transmis- 
sion. Mechanical braking is applied 
by a disk-type brake on each bogie 
drive shaft; a dynamic hydraulic brake 
is also designed into the automatic 
transmission. 
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PRODUCT DESIGNS 


SONF OM enres J 
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AMPLIFIER is 84 in. high, 114 in. deep and 174 in. 
long; weighs 50 lb. A single meter checks carrier volt 
ige and output of each of the four amplifiers, with 
Each 
channel has its own controls for attenuation, ampli 
tude and phase balance, and gain. Multiple position 


power and meter selector switches are used 


neon lamps indicating the circuit being checked 


Controls are small enough for adequate finger clear 
ance, yet large enough for easy manipulation. Indi 
vidual grouping of controls for each amplifier on pads 
of a deeper hue of the panel color provided needed 
separation to avoid error in operation. Control shafts 
have locking nuts and plug-in components are clamped 
to secure against vibration. 


ee 


2 


. : 
Ne ea 


Amplifier Packaged for 
Resistance to Shock and Humidity 


New types of variable-reluctance and differential- 
transformer transducers, developed by Consolidated En- 
gineering Corp., Pasadena, Cal., had greater range and 
higher sensitivity than earlier types. This, in turn, called 
for recorder amplifiers of wider frequency range and 
faster response, and led to development of the Type 
1-127 carrier amplifier. 
recording transients in internal 
combustion engines, stresses in aircraft wings, and high- 
frequency vibration in other types of motion, called for 
a package unit with a 20-kc oscillator and power supply, 
a calibrating system and four channels with a frequency 
range of 0 to 3000 cps. Equipment had to operate under 


Measuring and 
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95 per cent relative humidity. 

Germanium diodes were desirable for space consider- 
ations but presented a problem in temperature control. 
A shock resistant mounting and enclosure was required, 
and controls had to retain settings under heavy vibration. 
A high level of reliability was important, with simple 
operation, easy maintenance, and minimum space. 

To achieve these objectives, the design incorporates 
cellular amplifier units, dip-soldered printed circuits, 
a built-in blower with filter, and restraining and locking 
devices. 

For different installations and varying numbers of 
channels, unit can be mounted four ways. 
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REAR VIEW with top removed and back panel open. 
Cabinet ends are cast aluminum to add rigidity and abili 


thickness also. When used with a shock moun 
amplifier will withstand a shock of 15 g horizontal a 
vertical. All plug-in components are secured with clamps. 
Cellular construction gave greater component density while 
increasing the ease of assembly. Fan and filter are at lower 


L a ps Wie ton yg CL Pee 
FOR OPTIMUM STABILITY in critical amplifier circuits, the 
umplifier was designed for printed wiring Epoxy glass was se 
lected for the printed circuit base because of its low moisture 
absorption. All printed circuit elements are confined to one side 
of the plate. Components are assembled on the other side and 
dip soldered. A final coating of epoxy resin is applied over the 


Product Engineering — November, 1955 


right; to give germanium diodes priority on the cooling air, 
they were located nearest the blower. Air was then circu- 
lated through channels formed by cutouts in the side walls 
of each cell past the high-dissipation keying tubes. Air was 
exhausted out the rear of the cabinet past the voltage amplifi- 
cation tubes. Effective cooling was thus obtained even with 
the high component density, Rear panel is hinged for access 
to blower intake air filter and tubes. 


soldered side for additional protection agait igh 
Instrument can be bench mounted a 


Units are 


humidity 
or multiple unit 
ked by tw 
on bottor 


ve rack-mounted by placing screv 


interlo 


lotted 


with or without sho kproof base 
pins on top panel of lower unit slide 
panel of upper unit. Unit can | 


end holes for 


engaging 
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SYMBOLS 
A = length of toggle arm 
S = free of in 
aaa 


dy from dented tend contr pos 


oS seas Soe 0G, ae, eee © 


moving from detented ead 
center position 
CD = chordal distance between detent 
points 
L = chordal distance between detent 
point and dead center 
K = height of are swept by toggle arm 


0 = pivot point of toggle arm 
B = pivot point of toggle spring 


Designing Snap-Action 


ERWIN F. C. SCHULZE 
Remington Rand, Division of Sperry Rand Corp., 
South Norwalk, Conn 


OVER-CENTERING rOGGLI MECHA 
NISMS, Fig. 1, are widely used in 
mechanical and electrical switches, 
latch mechanisms and mechanical 
overload controls. Such toggles also 
serve as: (1) detent (holds other parts 
in selected position); (2) overload 
device in a mechanical linkage (shifts 
to opposite position when sufficiently 
loaded); and (3) energy storage 
device. 

'wo applications shown in Fig. 2 
illustrate the “snap-action” of a toggle. 
As the toggle passes dead center it is 
snapped ahead of the actuating force 
by the toggle spring. In most applica- 
tions it is desirable to obtain maxi- 
mum snap action. 

Snap-action is a function of the 
elongation per length of the toggle 
spring as it moves over dead center. 
Elongation at dead center is equal 


to 
J =K H (1) 
The elongation e in per cent of length 
is equal to: 
e = (100)//S (2) 
Since the resisting force of the 


168 


spring increases with elongation but 
decreases with an increase in length, 
the ratio J/S should be as large as 
possible within the capacity of the 
spring for best snap-action perform- 
ance. 

The ratio ]/S as a function of angle 
@ can be derived as follows 


H=S S cos ¢ (3) 
and 
K =A —Acos@ (4) 
Substituting Eqs (3) and (4) into 
Eq (1), 
J =A(l cos 6 
S(1 cos ¢ (5) 
OT 
J/S = (A/S)(1 — cos 0 
(1 — cos ¢) (6) 


The relationship between @ and ¢ is: 
L = Asin @ = Ssing 

or 

sin ¢ = (A/S)(sin 6) (7) 
By trigonometric identity, 

sin @ = (1 — cos? @)'? (8) 
Substituting Eq (8) into Eq (7) and 
squaring both sides, 

sin g? = (A/S)*(1 — cos? @) (9) 
By trigonometric identity, 


cos g = (1 — sin’ ¢)'” (10) 


Substituting Eq (9) into Eq (10), 


cos ¢ = |! 1/S 
+ (A/S)? cos® 6}! ll 
and Eq (11) into Eq (6), 
J/S = (A/S)(1 cos 6) — 1 
fl A/S)? 
- (A/S)? cos* 6} (12 


Eq (12 can be considered as having 
only three variables: (1) the spring 
elongation ratio J/S; (2) the toggle 
arm to spring length ratio, A/S; and 
(3) the toggle arm angle @. 

A series of curves are plotted from 
Eq (12) showing the relationship 
between J/S and A/S for various 
angles of @. The curves are illustrated 
in Fig. 3; for greater accuracy each 
chart uses a different vertical scale 


Maximum Snap-Action 


Maximum snap-action for a particu 
lar angle occurs when ]/S is a maxi- 
mum. This can be determined by 
setting the first derivative of Eq (12) 
equal to zero and solving for A/S. 

Differentiating Eq (12), 

d(J/S) 
d(A/S) 


= 1 — cos @ + 


[—2(A/S) + 2(A/S) (cos? 6)] 


: — (13 
2{1 — (A/S)? + (A/S)? cos? 6}! 
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(8) 


Unwinding 
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Fig. 2—Typical applications of toggles: (A) snap-action switches; (B) ribbon reversing mechanism for typewriters and 
calculators. The toggle in (B) is activated by a lug on the ribbon. As it passes dead center it is snapped ahead of the lug 
by the toggle spring, thus shifting the shaft and reversing the direction of the ribbon before next key is struck. 


Toggles 


Setting Eq (13) equal to zero and re- 
arranging terms, 


cos 6 ] 
cos? 6 — 1 


(14) 


1/S)|(S/A)? 1 + cos? 6)! 


Cross-multiplying, squaring and sim 
plifying, 
5/ A)? 

cos- 6 - 2 cos 6 + l 
Reducing, 


9 


S A)? 2 cos 6 + 2 


and finally simplifying to the following 
equation of A/S when ]/S is a maxi- 
mum 


i/S 2(cos 6 4+ l j 1/2 (15) 


The maximum value of J/S can be 
determined by substituting Eq (15) 
into Eq (12 

l — cas 0 


Pecos @ + 1)}12 


cos’ 6 : 
+ 16) 
2(cos 6+ 5| (16 


l 
[1 2(cos @+1) 


which is simplified into the following 


a 


expression 


2(cos 6 + 1)}'” 
{a 


[2(cos 6 + (17) 


Che locus of points of J/Suss is a 
straight line function as shown in Fig. 


Theory, formulas and design charts for quickly determining 


toggle dimensions to obtain maximum snap- action. 


3. It can be seen from Eq (15) that 
the value of A/S at J/S,... varies from 
0.500 when @ = 0 to 0.707 when 
6 = 90 deg. This relatively small 
range gives a quick rule-of-thumb to 
check if a mechanism has been de 
signed close to the maximum snap 
action point. 

Elongation of the spring, Eq (2) 
is based on the assumption that the 
spring is installed in its free length 
S with no initial elongation 
spring with a free length E smaller 
than S, the total elongation in per 
cent when extended to the dead center 
position is: 


For d 


e = 100/(S/E)(1+J/S)—l) (18 


Relationship between ¢ and @ at 
the point of maximum snap-action for 
any value of @ is: 


19 


This can be proved by substituting 
Eqs (9) and (11) into the trigono 
metric identy: 


cos 2¢ = cos* » — sin’? ¢ (20 


and comparing the resulting equation 
with one obtained by solving for cos 
@ in Eq (15). This relationship be- 
tween the angles is another means of 
quickly evaluating a toggle mechanism 
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Design Procedure 


A toggle is usually designed to oper 
ate within certain space limitations 
When the dimensions X and W a 
shown in Fig. 4 are known, the angk 
@ resulting in maximum snap-action 
can be determined as follows 
W /2 


4 sin @ S sin ¢ 


Substituting Eq (19) into Eq 


») 


i sin @ S sin (0 


From Fig. 4 


xX = 6 COs (7 2 > { 


~ 


Substituting Eq (22 


into Eq (23 
W cos (6/2 


2 sin (6/2 


X 


vv W cos @ 


2 sin @ 


24 
2 sin 6 
Converting to half-angle function 
and simplifying, 
X = W /'2 sin (6/2) cos (6/2 
Using the trigonometric identity, 
sin @ = 2 sin (6/2) cos (6/2 
Eq 25 becomes 
X = W’/sin @ 
= 


ain @ WX 2i 


Solving for @ permits determination 


169 
















x 100 


2 
s 


ey 


uw 





J | 
$ (maximum 


Percent elongation of spring, 


Nn 


@= 20° 



















Mi mn ee ee ee 











Fig. 4—Designing a toggle to lie within 
space boundaries W and X. It can be 
shown that for maximum snap-action, sin 










































































@=/0° e=X/W. 
. 
.¢] oO. 0.2 03 04 0.5 0.6 07 O8 09 LO 
Ratio of toggle arm to spring length, & 
Fi p : | @=90°_| | 
ig. .3—Design charts for evaluating toggle : 
arm and spring length for maximum spring 40 si . }+—— 
elongation. Chart (B) is an extension of | | | 
chart (A). Fig. 3|(B) | 
35 0: 85* 
1 4 —— 
ak 
° | | | | 
c : = 30 / @-8gQ° i | 
‘f ratios A/S and ]/S from the charts in ™ | “2 co a 
Fig. 3 when using the ]/S(max) line. The — , | 
values of S and A can then be obtained 4 {= 75° 
from Eq (22). c 25 - 7 | 
It can be seen from Fig. 3 that @ = 90 deg Ps 90 0 | 
results in maximum snap-action. Substitu- . | 
) FO dee in Ea (27) re ° =a SoS Gan 
tion of the sin of 90 deg in Eq (27) results 2 20 9.65 
in W X; in other words, the most . ; 
efficient space configuration for a toggle is : @°60° \ 
1 square, > —} 
< @= 55° 
° 
EDITOR'S NOTE—In addition to the type dis- © @=50° 
cussed here, the term “toggle” is applied to a >» - 
mechanism containing two links which line up | @= 45° 
in a straight line at one point of their motion | 
giving a high mechanical advantage. A_ two- J 
page mechanism spread, “Toggle Linkage Ap- 5 ——|—~¢ (meximum Rm Po 
plications in Different Mechanisms” Thomas P. 
Goodman, appeared in the November 1949 issue | | 
of Product Engineering, p. 172, describing ap- 0 | 


plications of this type to obtain: (1) high me- 
chanical advantage, (2) high velocity ratio (3) 
variable mechanical advantage. 
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ONE-PIECE BODY has this Lind- 
say valve for a water softener is 
injection molded Kralastic type B; 
three chambers and horizontal and 
vertical openings are cored in. 


KRALASTICS 


A new series of thermoplastic materials combining high 
strength, toughness, and resistance to heat and corrosion. 


EUGENE J. TRUNK, 
Technical Service 
Naugatuck Chemical 


Division, U. S. Rubber Company 

NEW BLEND OF COPOLYMERS—styrene-acrylonitrile resin 
and butadiene-acrylonitrile rubber—produces a series of 
thermoplastic gum materials of high flexural strength and 
stiffness, high hardness and toughness, good chemical 
resistance and a high distortion temperature. The materials 
can be extruded, and injection and transfer molded. Five 
types with varying proportions of resin and rubber have 
been developed, each designed for specific applications. 

Kralastic B has maximum toughness, and combines 
maximum impact with good chemical resistance and high 
heat resistance. It is the most difficult one of the series 
to injection mold, but this is not a problem in heavy- 
section parts such as pipe fittings and valve bodies where 
large runners and gates can be used. Because of its higher 
acrylonitrile content, this material generally has the best 
chemical resistance of the series. 

Major applications for the type B material are for pipe 
valves and fittings. Other uses include extruded window 
or cabinet door slide tracks, various extruded shapes, screw 
driver handles and underground conduit. It resists cor- 
rosion conditions common in chemical equipment, plating 
and pulp machinery. 

K-calastic D is a medium impact material with the high- 
est hardness and heat distortion temperature of the series, 
and is intended for uses where these qualities are more 
important than impact strength. It has fair to good injec- 
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tion molding flow characteristics. Major uses to date have 
been in tool handles and camera parts. 

Kralastic F material has properties intermediate between 
types B and D. It approaches type B in toughness and 
hardness, while sharing the good injection flow of typx 
D. It is intended for more intricate molded shapes where 
ease of flow is important. The largest uses to date have 
been in such parts as lawn mower wheels, mine sweep 
cable floats, textile bobbins, and various housings and 
boxes, light duty gears, water meter housings, and refrig 
erator parts. 

Kralastic H (recently designated Kralac) is a straight resin 
material with the maximum heat and chemical resistance 
of any material in the series. It is intended for molded 
or extruded items where only moderate impact is required 
Ease of injection is between types B and F. Present and 
potential uses are in such parts as auto windshield wipers, 
washing machine parts and hot water tank dip tubes. 

Kralastic J is a special blend which combines toughness, 
rigidity and good moldability. It has good toughness and 
high impact at temperatures as low as —40 F, 1 ype J has 
the best injection flow rate of the series. Principal uses 
are for refrigerator parts and antenna brackets. Potential 
uses could be found in such items as battery boxes, suit 
cases, housings and pipe. 

Mechanical properties of the five grades, listed in Table 
I, show relatively high impact strength, high hardness and 
flexural strength. Note that the all-resin material, type H, 
has the highest modulus, strength and heat resistance, 
but the lowest impact strength. Also, thermal expansion 





Table I—Physical and Mechanical Properties 





H D B F J 


Specific Gravity... 1.08 1.05 1.04 1.02 

Thermal Expansion, 
oe € eee 3.6 4.7 . 5.6 7.3 

Heat Distortion, 
264 psi... 


s 193 
Hardness, Rockwell R. 


108 92 

Modulus X 10° 
Compression. . . 
Bending. . 


0.43 
0.39 
Strength, < 1,000 psi 
Compression. . . 
Bending. . 
Tension.... 
Impact, Izod ft-lb 
| ee 0.3-0.5 0.4-1.3 
2 Pee 0.4 0.4 
—-40F.... 0.6 0.4 


Charvy, unnotched, 
ft-\b 


73 F. 11-12 23-33 35-51 28-42 25-35 








is the lowest for the group. Type J has the highest impact 
strength at low temperature (sub-zero) and lowest modu 
lus and tensile strength, with the lowest heat distortion 
and highest thermal expansion. The other types range 
between these two extremes. 

Thermal conductivity is 1.0 BTU/hr/ft?/deg F/in., and 
specific heat is 0.35 BTU/Ib/deg F for all grades. Water 
absorption for all five materials is 0.2 to 0.3 per cent in 

"24 hr (ASTM D570-42). 

As an indication of molding or extruding properties, 
the mobility range (ASTM D569-48) is 280 F for types D, 
F and J; 290 F for type H and 306 F for type B. Compres- 
sion molding temperature for all grades is 325 to 375 F 
at a pressure of 1,000 psi; for injection molding, 350 to 
600 F and 6,000 to 34,000 psi for all but type B for which 
the lower temperature is 375 F. Mold shrinkage averages 
0.003 to 0.004 in. per in. Extruding temperature is 350 
to 375 F for types D, F and J; and 400 to 450 F for 
types B and H. 

Chemical resistance to acids and alkalies is excellent, and 
all grades are relatively unaffected when exposed to solu- 
tions of ammonium chloride, food acids, chlorine (wet 
or dry), castor oil, bleach solution, hydrogen peroxide 
(3 per cent max), kerosene, turpentine, and apcothinner. 
Table II shows the effect of a number of common chemi- 
cals on $ x 1 x 3 in. specimens immersed for 7 days at 
room temperature in accordance with ASTM D543-43. 
Figures shown are for per cent change in weight. 

Electrical properties are well above the average for plas 
tics materials even with the all-resin composition for type 
H. Properties for the five materials are listed in Table III, 
with the types arranged in the same order as in earlier 
tables, (the all-resin compound listed first). 


Molding and Extruding 


All five grades are readily adapted to injection molding 
and extruding. However liberal production tolerances are 
required to allow for thermal expansion. While tighter 
tolerances can be held with closer production control, 
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LAWN MOWER WHEEL for Sears Roebuck power mower, 
molded by Ohio Plastics for Newark Stove Co., consists of two 
sections riveted together; material is Kralastic F. 


normal tolerances on injection molded parts should be 
0.004 in. on dimensions of | in. or under, plus 0.001 in. 
for each additional inch. For extrusions (pipe or tubing) 
tolerances should be about 0.005 in. for the first inch plus 
0.002 in. for each additional inch. 

Standard design practices may be followed for molds 
except: 

1. Mold shrinkage is 0.003 to 0.004 in. per in. 

2. Runners and gates should be 30 to 50 per cent larger 
in area; pinpoint gates can be used if sink marks pose 
no problem. 

3. Center or disk gating should be used in mold cavities 
to eliminate weld lines. 

4. Clamp pressure should be 3 to 3.5 tons per sq in. 
of mold projected area. 

Standard injection molding machines may be used 
with the following practices: 

1. Clamp pressures are near maximum. 

2. Cylinder temperatures are 380 to 600 F, but should 


Table Il—Chemical Resistance 


Change in weight in per cent for 7 days immersion at 
room temperature 





Water (distilled)... 


Hydrochloric acid, 10%. 
Hydrochloric acid, 38%. 


Sulphuric acid, 10%... 
Sulphuric acid, 45%... 


Phosphoric acid, 85%. . 
Nitric acid, 10%.. 


Caustic soda, 10%. 
Caustic soda, 50%. 


Ammonium hydroxide, 
28%.... 0.77 


Sodium carbonate, 10% 0.37 


Ferric sulphate, 10% 0.47 


Gasoline 14.20 
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EXTRUDED KRALASTIC B PIPE is light in weight and corrosion resistant. An early application for the material was a 12-mile 


line carrying corrosive salt water from oil wells. 


Pipe joints are made by cementing couplings, using a Kralastic solvent-type 


cement. Under turbulent flow conditions, smooth inside walls substantially reduce pressure drop compared with steel pipe 


be kept as low as possible to prevent loss of material 
properties. 

3. Mold temperatures of 150 to 185 F give best surface 
finish and highest heat distortion temperature. 

Usual extrusion equipment and practices may be em- 
ployed with emphasis on these points: 

1. Compression ratio should be 34 or 4 to 1, with con- 
stant pitch and shallow flight 

2. Dies and pins should be chromium plated, with land 
lengths about equal to extruded diameter; die should be 
about 10 to 15 per cent oversize. In general, screens are 
not required, but one or two 20 or 40-mesh screens are 
sometimes used to assist homogenizing. 

3. Cooling mandrels or multiple-ring sizing equipment 
work equally well 

4. Die and extruder barrel temperatures are somewhat 
critical; too low a temperature produces a dull finish, while 
too much heat discolors and roughens the material. 

One important application for the new material is in 
pipe, where the high strength gives resistance to creep under 
high internal pressure. While the largest use to date has 
been in oil fields handling both brine and crude oil, indus- 
trial uses are growing where corrosion is a factor 

Ability to withstand severe corrosive conditions is dem- 
onstrated by one 3-in. pipe installation carrying brine at 


Table II—Electrical Properties 





H D B 


Resistivity, ohm/cm, 
73 F and 35 RH 10+ 1.8 
Dielectric Strength 
volts/mil, D149-44.. 312 


Dielectric Constant 
60 cps 
1 xX 10 cope... 


4.76 
3.78 


Dissipation Factor 
60 cps 
> & F 


0.009 
0.017 


0.021 
0.026 


Loss Factor 


60 cps 
1 X 10°... 


0.030 
0.053 


0.101 
0.099 
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120 F and 20 psi which has operated for nearly two years 
without failure. 

Light weight of these materials offers another advantag« 
in piping. Where operating temperatures are within range, 
the new material shows a substantial reduction in weight 
for the same strength even when corrosion is not a factor 
Also, under conditions of turbulent flow the resistance or 
pressure drop is only about half that of steel pips 


Some Limitations 


205 I de 
pending on the type. Materials are subject to attack by 
esters, chlorinated solvents, ketones and aromatic hydro 
carbons. In comparison with metals, Kralastic has limita 
tions for structural members where stiffness or minimum 


Maximum working temperatures are 170 to 


load deflection is needed, or where working stresses are 
high. Also, long exposure to sunlight causes some loss in 
impact strength and elongation, although black pigments 
help to reduce this type of aging 


FOR FURTHER READING. Recent articles in this continuing 
evaluation of new plastics materials for structural uses have 
included: 

“Fluorocarbon Plastics Today,” October 
discusses differences between rigid and 
mechanical chemical and electrical properties. 
“Flexible Epoxy Plastics,” September 1954 page 154; describes a 
new class of thermosetting plastics with high impact, chemical 
resistance and iow shrinkage. “Vinyl! Plastisols”, January 1952 
page 154; series of rubber-like materials with high electrical 
properties and resistance to oils and chemicals. 

“Polyethylenes’ Potential in Large Plastic Structures,” April 
1954 page 146; new fields of application as a welded structural 
material for light weight and corrosion resistance. Also, “Rigid 
Vinyl, a Structural Plastic,” July 1952 page 160; application for 
a high strength material that can be fabricated by welding 
“Advances in Reinforced Plastics,” May 1954, page 165; prop- 
erties of six types tabulated as a guide in material selection; 
methods of fabrication and design considerations. 

Other related developments in plastics materials have been 
presented with physical properties and design data: “Fibrous 
Teflon—Another Engineering Material,” December 1954 page 
190; complete property data for this material in the form of 
woven fabrics. “Sintered Nylon Plastics,” November 1954 page 
150; includes comparison with sintered powdered bronze and in- 
jection molded nylon. “Properties and Characteristics of Foamed 
Plastic Materials,” April 1953 page 166; data on five basic types. 
Also, earlier article “Foamed Plastics as Engineering Materials,” 
April 1952 page 192. 


1954 page 
non-rigid 


160; 
types; 





hort-Run- 


Stampings 


DAYTON A. ROGERS 


Dayton Rogers Manufacturing Company 


SHORT-RUN PRODUCTION METHOpS of stamping are applica- 
ble in general to any size or shape of part which can be 
blanked, pierced, formed and drawn to shape from any 
material. But, short run methods are particularly suitable 
and economical for parts needed in experimental and 
development work, or where needed in limited quantities 
(100 to 10,000 approximately), where changes or improve- 
ments in design are anticipated during production, or 
when a minimum “design to production” time is re- 
quired. 

Although a quantity from 100 to 10,000 is usually 
considered in the shortrun range, occasionally as few as 
10 pieces are practical to stamp using special short-run 
methods. Often, too, more than 10,000 parts can be 
obtained from “short-run” dies at lower cost than with 
permanent tooling, particularly when low tensile non- 
abrasive material is used. The lower cost of short-run dies 
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For experimental parts, pilot 


runs, low production or emergency 
delivery. 

How short-run stamping differs 
from usual tooling; size, shape and 
material limitations; 12 design tips 


for reducing piece cost. 


often results from the use of “softer” materials and easier 
of fabricating. It is a good plan to have a 
job priced both by a short-run stamping house and a 
high-production stamping vendor when quantities are in 
the 10,000-20,000 range. Depending on the design, costs 


could be less one way than the other. 


means 


How Short-Run Stamping Is Different 


The stamping process has always been a high-produc- 
tion method of fabrication. That it is also possible to 
stamp relatively small quantities of parts economically has 
not been so well understood. To do so, however, requires 
somewhat different setup and production techniques as 
well as different tooling considerations. Therefore, short 
run stamping is a speciality usually done in shops separate 
from high-production stamping 

Presses used are often the same, but fancy and expen 
sive jigging and automatic feed devices are usually avoided, 
while universal die plates with interchangeable and adjust 
able inserts are ingeniously used to cut setup time. In 
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$18.40 per 100 
$2.10 ea. addi. 100 


$37.40 per 100 
$8.00 eo. addi. 100 


Fig. 1—Initial cost of producing the first quantity of “simple” 
parts is often minimized by utilizing “in-stock” dies to punch 
holes and cut-outs. Tocling and setup charges are responsible 
for the higher piece cost on the initial order as compared to 

t production. Standard hole sizes (in the range from 
1/32 to 1-¢ in.) were specified in design of the parts shown. 








many short-run houses, a large inventory of stock fixtures, “frozen,” a trial run of from 100 to 


10.001 


holders, punches and dies 


is maintained to keep tooling 
charges at a minimum. Much more ingenuity is required 
in laying out the job for efficient production and more 
operator skill is usually needed than in high-production 
stamping. Sometimes use of ingenious gimmicks make 


possible a lower price per finished piece, quicker delivery o1 
higher accuracy. 

Dies may be made of almost any material depending 
on material and shape being fabricated, quantity required 
and tolerances to be held. Wood or plastic tooling as 
well as steel is employed; irregular shapes may be nibbled 
out with “in stock” dies using two or more strokes of the 
The “uncon 
ventional” stamping techniques and thinking employed for 
short-run production are greatly responsible for the flexibil 
ity that results and allows changes in design to be reflected 


quickly into the finished part at low cost. 


press just to avoid making an expensive die 


Making Design Prototypes by Stamping 


When a part is designed for production by stamping, 
prototypes are often made by such means as machining 
from solid stock, sawing out and filing sheet stock, or 
building up complex parts by welding or brazing together 
These crude methods of 
producing samples for design evaluation are resorted to 
in order to avoid the high cost of remaking the perma- 
nent tools in case of a design change. Yet, such makeshift 
methods of prototype fabrication have much to be desired; 
they do not reflect production factors which may cause 
trouble when tooling up for full production. 


several less complex shapes. 


Short-run stamping techniques can produce prototype 
stampings equivalent in every respect to the final produc- 
tion stamping at 15 to 20 per cent of the cost of per- 
manent tooling. Also, revised samples can be obtained 
quickly, at negligible cost, when design changes are made 
during prototype evaluation. When the design is finally 


Product Engineering — November, 1955 


parts Cali 
be produced from the short-run tooling to prove out the 
design before investing in the permanent tools and going 


into high-production stamping 


Size, Shape and Materials Limitations 


Limitations on size and shape of stamping obtainabl 
by short-run methods depends almost entirely on 


ment available in a 


equi} 
lant. For instance, 
handled at Davton 
Rogers is 20 x 20 in.; ilthough material thicknesses 
from 0.00] indled, 0.010 in. to in 


stock is most economical to fabricate 


given vendor's p 


the maximum blank size that can be 
and 
in. to 2 in. can 
he largest press 

225 tons and obtainable is 44 in 
Round pierced 
punches and dies in sizes from ss to 12 in. in 
0.001 in. 


fabrications like those shown in |] 


the maximum draw 


holes can be economically with stock 


steps ol 


This is particularly advantageous for simpk 


All material can be stamped by short-run methods that 
can be stamped with permanent high-production tooling 
It is generally more economical to specify materials avail 
able in stock at the vendor. At Dayton Rogers Mfg. Co.., 
an inventory of 7 million lb of stock materials including 
aluminum (2S, 3S, 52S, 24S, 61S), 
cartridge) phosphor bronze, copper (plain and beryllium 
chromalloy (aircraft quality), laminated phenolics, monel 
nickel silver, stainless steel (302, 410, 430), and 
rolled steel (sheet and strip and all tempers). Also avail 
able is material with special thickness tolerances which are 
4 of mill standards. All commercial stamping tolerances 
can be held without special effort. Close tolerances and 
odd shapes will bring about a 


brass (yellow and 


cold 


higher tooling charge 
as is also true with permanent tooling. In Fig. 2, some 
of the more complex shapes are shown which require 
new tooling and where stock dies can be used for only a 
portion of the fabricating operations, if at all. 

One of the primary advantages of short-run stamping 
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$75.80 per 100 
$7.50 ea. addi. 100 


$104.20 per 100; $8.20 ea. addi. 100 


$85.00 per 100 
$12.00 eo. addi. 100 $51.65 per 100; $6.40 ea. addi. 100 


$58.35 per [00 
$6.35 ea. addi. 100 


$31.60 per 100 vaee ; 
$93.55 per 100; $8.55 ea. addi. 100 $3.20 ea. addi. 100 $118.00 per 100; $9.00 eo. addi. 100 


BS ar eee 





itial piece cost of these parts included a rather large 
ge because no “stock” dies were available and special 
“ be fabricated. Where the initial charge for the first 
vely high, due to die costs, subsequent piece prices 
hide of the initial charge because the special 

the number of operations and thus cut labor cost. 





Tetoi investment 
tools ond ports 











Quontity of pieces ; 
methods is the quick tooling which shortens the cycle 


Fig. 3—As shown by this typical curve, there is a from design conception to production of a part. From the 
duction quantity in most any ceeaina ation Genet time an order is placed for short-run stampings, accom- 
which it is more economical to employ low-cost, short- panied by complete drawings, stampings can be in produc- 
run tooling and production methods and above which tion in from 3 to 6 weeks average, depending on com- 
ae perm ae wie a +r plexity, material used, and tolerances required. 
10,000 to 25,000 are involved, it will usually pay to 
get quotations from both short-run and high-produc- Pricing 
tion vendors. 

Pricing of short-run stampings is based on four factors 


tool and die charge; setup charge; production time labor 
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Tooling, Setup and Production Costs for Representative Short-Run Stampings 


a - 





¥ 
*0060 


po Yee, 


7 EB 


Tolerances: (unless otherwise stated) 
0.002 on decimal dim, f, on troc- 
tional dim. 

Toois $ 40 

Set up a 

100 pcs t 











Tool cost, as given for each example, is charged 
only on the initial production order and is not 
incurred in repeat orders since dies are retained 
until customer approves scrapping them. Set-up 
charges, however, are involved each time an 
order is entered or placed in production. Price 
per 100 is a measure of the production labor 
cost which is determined by the tooling em- : 
ployed as well as the number and kind of op- 
erations used to make the part. Since the mate- 
rial of which the part is made ordinarily does 
not greatly influence these costs, material cost 
has been omitted from these examples. 











Figures shown for tooling, setup and running 
costs per 100 pieces (but excluding material 
cost) are typical and can give a general idea 
of expected costs; yet considerable variance 
from these costs is possible depending on local 
conditions—such as: the sizes of presses avail- 
able on which to run a job, the delivery re- 
quired, available labor, how many jobs are in 
the house, tolerances specified, material type 
and thickness, what dies are in stock, and spe- 
cial machines available for given operations. 





i 
js 














Stock dies, which differ from vendor to ven- 
dor, determine the setup time and operations 
necessary for producing a specific part. Also, 
special tools may be considered to cut out some 
steps in fabrication. Complexity of tooling will 
be based in part on quantities involved and 
whether saving in labor will offset added tool 
cost. Or, delivery time may be so important 
that available labor can’t handle the order un- 
less steps in fabricating are reduced to a mini- 
mum; this often involves additional tooling and 
greater cost. Then again, if usual tooling is so 
complex that it takes too long to make, but 
labor and machines are available to handle mul- 
tiple operations, an emergency order may be 
handled with less tooling but with more labor 
for setup, nibbling and hand work. 




















Therefore, costs shown by these examples are 
intended only as a guide rather than as the 
basis for a pricing formula. 


charge; material cost. Usually the most important factors 
are tooling and running costs which depend on quantity 
anticipated. The variables over which the designer has 
some control are: (1) tool and die charge (based on such 
factors as tolerances specified, complexity of the part, 
hardness of material, or depth of draw required; (2) pro 
duction time (dependent on how many different opera 
tions are required to shape up the part). 

'ypical parts produced by short-run stamping methods 
are shown in Figs. 1 and 2, together with pricing data. 
The die charge is usually amortized over the first 100 
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pieces. From then on all die maintenance costs are ab 


sorbed by the vendor. A few pieces of a complicated shape 
can sometimes be obtained using stock dies and nibbling 
or forming in a series of relatively time-consuming opera 
tions. Where pieces are needed 


however, it usually becomes cheaper to make special tools 


more than a few such 


In Fig. 3, a representative curve shows how quantity of 
production has a 


short-run stamping vendor or 


direct bearing on whether to use a 
a regular high-production 
stamping house UW her the quantities involved approach 


10,000 or more, it is best to get quotations from both types 











of vendors and compare, giving due consideration to such 
problems of initial production as delivery time and design 
changes that may be required during the pilot run. 


How to Minimize Stamping Costs 


it is always a good rule not to include on the design 
specification any tolerance or limitation on forming 
for which one is not willing to pay. High tolerances, tight 
corners, and “round” holes, all cost more than less rigid 
requirements. However, in short-run work these factors 
are generally much more important in determining costs 
than with permanent tooling for high production. 


Tips To Cut Costs 


1. Do not specify a close standard tolerance for all 
dimensions of a part if only certain dimensions must be 
held to this tolerance. 
as possible. 

2. Do not specify cold rolled strip steel if cold rolled 
sheet steel or hot rolled pickled and oiled will do. 

3. Do not specify any heavier gage material than abso- 
lutely necessary. Heavier gages cost more to handle and 
shorten die life; also, material cost is more. 

4. If burr removal ws unimportant, do not specify it. 
An extra operation can be avoided with lower costs 
resulting. 

5. Order in maximum possible quantities to get best 
piece price. 

6. Specify the production quantity anticipated. In 
this way the cheapest short-run tooling and production 
methods can be used. 


Open up all tolerances as much 





7. Do not specify a definite sequence of operations 
without first discussing the matter with the supplier. 
Tell the supplier the results wanted and let him accom- 
plish it his way. 

8. Avoid long, narrow sections along blank contour, 
relative to material thickness and shear strength. 

9. Avoid small holes too close to the edge elative to 
material thickness and shear strength. 

10. When close tolerances are specified on hole sizes, 
indicate whether heles are to be punched holes for fasten 
ing or reamed holes for bearing surfaces. 

11. Allow sufficient relief (beyond inside bend radius ) 
around forms when bends are close to blank periphery. 

12. Designate blank and hole location dimensions in 
linear measurements instead of angular. 


EDITOR'S NOTE—Supplementary information may be found 
in two previously published articles. One in Product Engineer- 
ing; the other in the Product Engineering Annual Handbook of 
Product Design for 1954. 

On page 162 of Product Engineering for January 1952, “Basic 
Design for Small Parts Stampings” gives ideas for design of re- 
lief notches for right angle bends and location of pierced holes 
relative to these bends. 

“Designing Stampings for Economy,” on page D6 of the 1954 
Product Engineering Annual Handbook issue gives tips on draw 
design, nesting to minimize scrap, edge design, notching, bead 
forming, flanging, radii considerations, hole location data and 
other design considerations. Tables of standard sheet thicknesses 
and tolerances are included for ferrous and non-ferrous metals 
together with tips for reducing costs of sheet metal fabrication. 

The factors discussed in these articles are applicable to both 
short-run and high production stamping; yet, for short-run they 
take on added significance because of possible higher cost per 
piece. 





Problems of Standardization Programs 


The Department of Defense has its standardization pro- 
gram, Industry has its standardization, and so does the 
U. S. Air Force. “But however different the objectives 
may seem, the three are not working at cross-purposes,” 
according to Col. Roy C. Heflebower, former Chief of 
the Air Standardization Group, Headquarters USAF. 
However, he did say that a better understanding of what 
the Air Force is doing is of considerable importance if 
the Department of Defense and industry are to help 
them when problems arise that are of mutual concern. 
International military standardization deals with material 
and materials; but in addition, operations, administration, 
logistics, definition of words, common doctrine of air 
defense language, statistical services, and many others. 
The problem of arranging complete international stand- 
ardization with countries regarded as U. S. allies is a huge 
job, and not one to be handled by the Air Force alone. 
Successful accomplishment requires all that has gone into 
the industrial standardization, and all that is planned 
for the Department of Defense program—all of which is 
complicated by opposed national interests, diverse national 
standards, competition, and vested private interests. 
What the Air Force is trying to do is to provide a 
capability for the Allied Air Forces to work together in 
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combined operations, and reduce the technical obstacles 
which prevent this. This includes everything from 
hydraulic fluids, oils, electric power, and materials, to 
operational problems. 

In connection with this, there are certain things which 
are avoided by the Air Force. (1) Trade secrets are not 
divulged, nor is the area of patent and proprietary rights 
invaded. If manufacture is undertaken by a foreign 
country, it is only done so after proper licensing arrange 
ments have been made with the U. S. manufacturer. 
(2) Unnecessary costs and burdens on the U. S. govern- 
ment or U. S. manufacturers are avoided. Before any 
international standard is entered into, every consideration 
is given to the effect on U. S. industry. (3) The Air 
Force is not trying to cramp design and development 
initiative. This accusation is frequently made of not 
only the domestic program of which all manufacturers are 
a part, but of the international program as well. 

In the material field, international military standardi- 
zation at times is almost impossible. Col. Heflebower 
says, “Barriers to progress are great. Industry is inter- 
ested in profit, and if dollar benefits cannot be shown, 
standardization measures have little appeal. This is 
basically true in the Department of Defense program.” 
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How to select the combination of bearing and seal for maximum 


life and performance. Types of seals, seal materials, effect of tem- 


perature and speed, and suggestions for design of equipment. 


CARTER T. BRAGDON and MICHAEL T. MONICH 


New Departure Div., General Motors Corporation 


GREASED-FOR-LIFE BALL BEARINGS Often simplify an assem- 
bly by reducing the number of parts required, reduce 
maintenance costs by eliminating the need for relubrica- 
tion, and save space and weight. However, the seals— 
which serve both to exclude foreign matter and to retain 
lubricant—must be chosen with just as much care as the 
bearing itself. 

No one design is equally efficient for all operating con- 
ditions, particularly over a range of speeds. The type of 


Product Engineering — November, 1955 


lubricant, type of contaminant to be excluded, operating 
temperatures, position and desired life all 
play an important part in determining which seal design 
is best for a given application. 

In Table I, integral type ball bearing closures are di 
vided into two classes: contact, and clearance type. With 
contact seals there is a definite pressure between the sta 
tionary and rotating parts. Control of this pressure is 
important since it determines the amount of sliding fric 
tion, which, in turn, governs the maximum speed that 
can be attained without execcsive heating. Even with the 
softest material available, an excessive pressure can result 
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Table I—Typical Ball Bearing Closures of the Integral Type 
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A Felt Rubbing Type Seal: Gen- 

eral purpose seal for grease 
lubricated bearings. Felt ring is held 
in place by two shield members 
which are permanently fixed in an 
outer ring groove. Sealing is accom- 
plished by rubbing contact of the 
felt washer with the smooth OD sur- 
face of the inner ring. By controlling 
the felt washer dimensions, it can be 
made either tight fitting for efficient 
sealing or loose fitting for low torque 
or high speed performance. Operat- 
ing temperature limited to 275 F and 
limiting speed to 3000 inner ring 
fpm for standard fit-up. 
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B Felt Rubbing-Layrinth Seal: In- 
tended for operating conditions 
more severe than that for which the 
plain felt rubbing seal is suitable. Al- 
though similar to the felt rubbing 
type, its construction further incor- 
porates the use of a retaining slinger 
ring which carries the felt washer in 
side-wiping contact with the outer 
shield. As illustrated, this suppemen- 
tary member creates a labyrinth path 
which further bars the passage of 
both lubricant and foreign materials. 
Sealing efficiency is the principal ad- 
vantage of this design while its limi- 
tations are lowered limiting speed 
and limitations due to the properties 
of the felt material used. This seal 
has found extensive use in the auto- 
motive rear wheel application. 
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C Double Felt Rubbing Seal: De- 
4 signed for slow speed and ex- 
tremely severe operating conditions. 
In construction, it is similar to the 
felt rubbing-labyrinth type but a felt 
washer is used on both sides of the 
slinger member. Because of its con- 
struction, a bearing wider than stan- 
dard width is required. Since a tight 
fit-up is required, limiting speed is 
lower than for the previously dis- 
cussed types. Used primarily for con- 
veyor bearing applications. 
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E Fixed, Notch Rubbing Type 

Seal: General purpose, narrow 
width seal similar in principle to 
(D) except that the sealing member 
is generally a stamped rubber dia- 
phragm held in place by a metal 
shield member. Although external 
surface is all metal, provision is 
often made for relubrication by 
means of small holes punched in the 
metal member to permit injecting 
additional lubricant into the bearing. 
Speed and temperature limits are 
governed by the properties of the 
material. 
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FE Spring Lip Type Seal: Suitable 
for bearings exposed to severe 
—fluid as well as dry—contaminating 
conditions. Also are often used to re- 
tard oil flow. As shown, the effec- 
tiveness of this construction depends 
upon the radial pressure exerted by 
the seal lip upon the smooth OD sur- 
face of the inner ring. Often this is 
accomplished by a _ supplementary 
spring member. Principal limitation 
lies in the fact that bearings wider 
than standard are often necessary. 
Further, heavy seal pressure often 
reduces the top limiting speed. 
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c Metal Slinger Labyrinth Type 
Seal: Used in applications re- 
quiring low torque, high tempera- 
ture or high speed characteristics. 
Consists of two members; one rig- 
idly fastened to the outer ring and 
the other fastened to the inner ring 
with suitable running clearances be- 
tween seal elements. Does not have 
the efficiency of previously discussed 
seals so far as exclusion of fluids is 
concerned, but is very efficient 
against dry contaminants at rela- 
tively high speeds. Temperature 
limitations applying to rubber or felt 
materials do not exist. 








in a damaged or charred seal, or in a scored or burned 
bearing ring. Also, rubbing seals require a smooth rotating 
surface to minimize wear and friction and to maintain con- 
stant drag. Similarly, this surface must be free of second- 
ary motions such as eccentricity and face runout. 
Clearance or noncontacting type closures, which also in- 
clude supplementary devices such as slingers and deflectors, 
are used primarily at high speeds where minimum friction 
is required. The simplest type, Fig. 1 (A), consists of one 
member fixed in the bearing outer ring with a minimum 
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clearance between the seal bore and the inner ring OD. 
It is not a true seal and is generally referred to as a shield 
or plate. Metal shields are used to assure an adequate sup- 
ply of grease in the bearing and are more effective in 
excluding coarse grit or metal chips than fine abrasive 
matter. They are not recommended for fluids. 

With clearance-type seals, the length of the passage 
between sealing members determines its efficiency in re 
taining lubricant and excluding dirt. When a tortuous 
instead of a straight path is used to minimize width, 
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Gi Fig. 1—Simplest form of clearance seal 
Ya ZA, Z (A) consists of one member fixed in 
OL Y-L dh : J bearing outer ring with minimum clear- 

\ ance between seal bore and inner ring 
OD. In (B) is two-face contact type; 


( j 
Ze ‘ C) is a single-seale aring open on 
QQ = side. vies 


Removable, Notch Rubbing 

Type Seal: High efficiency, 
universal-purpose design. Consists of 
a molded synthetic rubber sealing 
member held in position by engaging 
the groove in the bearing outer ring. 
Sealing is accomplished by light con- 
tact pressure between the seal bore 
and a ground recess on the inner 
ring of the bearing. Principal ad- 
vantages are that it can be readily 
removed and reassembled for re- 
greasing. Also can be relubricated 
by means of an injection needle. Lim 
iting speed is approximately 2500 
seal rubbing fpm. Limiting tempera- 
ture is determined by material - 
about 250 F for Buna-N. 
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H Felt Slinger Labyrinth Seal: 

Created primarily for low 
torque at high speeds, fair sealing 
ability and provision for relubrica- 
tion. Constructed of two members 
rigidly fastened to the outer ring be- 
tween which a felt slinger pressed on 
the inner ring OD is located. Avoids 
direct felt rubbing contact and per- 
mits high speed operation. Can be 
relubricated with an injection needle 
stuck through the felt. Temperature 
limit is 275 F. For higher tempera- 
tures steel slinger can be used. 
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Fig. 2—Drilling machine application of integral seal bearings. Upper 
bearing has a double felt seal; lower bearing uses one seal and one shield. 








these closures are referred to as labyrinth type, G and H_ used is largely determined by operating factors such as 
of Table I. With such designs, radial clearances should be speed, temperature, type of lubricant and nature of con 
kept to a minimum without risking interference. On the taminants to be excluded. Final details must be deter 
other hand, axial clearances between stationary and rotat- mined by the specific requirements of each application 
ing parts are larger to avoid a centrifugal pumping action In this way it is possible not only to achieve satisfactory 
by the revolving member. When operated at sufficient performance, but also, it is often possible to simplify a 
speeds, labyrinth seals are effective against abrasive con- design. For example, Fig. 2 shows a quill mounting for a 
taminants, but as with the plain types, they are not recom- light drilling machines. The upper bearing has a double 
mended for fluids. felt seal, while the lower bearing uses one seal and one 

Selecting the general type of closure that should be shield. The housing need only be bored straight through 
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and faced on one end and no locating shoulders are neces- 
sary. This is achieved by using a snap-ring integral-seal 
bearing. Since, in general, single-row sealed bearings have 
a thrust capacity equal to their radial capacity, no 
supplementary devices are required to accommodate the 
loads encountered in this application. When necessary, 
it is possible to obtain integral-sealed bearings in better 
than standard precision grades, thus almost any degree of 
accuracy and smoothness can be obtained. Additional 
applications shown in Figs. 3-6 illustrate other advantages 
that may be obtained. 


Materials 


Felt has been used for years in integral closures and, in 
its improved forms, it is still one of the most satisfactory 
materials. The properties that make it useful are its 
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resiliency, low friction, wear resistance and wiping action 
of the fibers. Also, it rapidly absorbs lubricant because 
of its porosity. However, this porosity renders the seal 
inefficient agaynst gases and liquids unless it is specially 
treated. 

Felt is impervious to the chemical action of most ball 
bearing lubricants and will withstand temperatures up to 
275 F before charring. It can be obtained in two forms— 
woven and pressed. Because of its construction, woven 
felt is inherently strong and resistant to permanent dis- 
tortion. Pressed felt, on the other hand, has poor dimen- 
sional qualities and requires extreme caution in handling. 
Both types can be used; woven felt is generally preferred 
for integral ball bearing seals because of its superior di- 
mensional stability. 

Synthetic rubber is nonporous, has low friction, low 
permanent set, is noncorrosive, nonabrasive and minimum 
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Fig. 5—A simpie method for mounung an idler pulley. A special- 
double-shielded, 


double-row bearing makes 


purpose, 

provision for the addition of a small quantity of oil at suitable periods 
to rehabilitate the original grease. Such an arrangement is necessary to 
meet the long life requirements common to such fields as the textile 





[| 










































































4 


Table 1l—Relative Seal Efficiency 





Seal Type 
(Letters in left-hand column correspond to illustrations in 
Table I.) 





Felt rubbing seal .......... 

Felt rubbing labyrinth seal 

Double felt rubbing seal 

Removable notch rubbing seal .... .. 
Fixed notch rubbing seal 

Spring loaded lip seal .... 

Metal slinger labyrinth seal ... 


arm oO NWP | 


Felt slinger labyrinth seal 





Friction 
Characteristics 


Moderate 
High 
High 

Moderate 

Moderate 
High 

Low 


Wet 
Contaminant 
Exclusion 


Grease 
Retention 


Dry 
Contaminant 
Exclusion 


Fair 
Good 


Excellent 


Fair 
Fair 
Fair 
Excellent 
Fair 
Excellent 
Fair 


Excellent 
Excellent 
Excellent 
Good 
Excellent 


Excellent 
Good 
Excellent 
Good Excellent 
at 
High Speeds 


Good 














volume change in most lubricants. Another important 
feature is its ability to be precision molded in small cross 
sections. This makes it directly applicable to ball bearing 
use since space is generally limited. Also, these rubbers 
can be bonded to metal which not only makes it possible 
*o use metal inserts to control seal contact pressure, but 
also gives it sufficient retention in the bearing zing. In 
addition, when seals are fabricated from synthetic rubber, 
as shown in D of Table J, they cause negligible OD out- 
of roundness at assembly. This is extremely important in 
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bearings requiring precision tolerances. However, aging, 
repeated flexing and plastic flow reduce the resiliency of 
synthetic rubber materials. Consequently, after a period 
of time a seal loses its original contact pressure and is less 
efficient. This condition is aggravated when there is ec- 
centricity between the stationary and rotating member but 
can be reduced by close dimensional control of the bearing 
dimensions. 

The synthetic rubber most commonly used in integral 
seals is Buna-N. This material can withstand temperatures 
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up to 225 F for continuous operation when exposed to 
diester, silicone and petroleum lubricants. For higher op- 
eration, a special polyacrylic rubber is available that can 
operate continuously at temperatures up to 350 F; how- 
ever, it deteriorates rapidly when exposed to diester lu- 
bricants at this temperature. 


Life of Sealed Bearings 


Probably the most important factor leading to the de- 
velopment of sealed, lubricated-for-life ball bearings was 
the development of adequate grease lubricants. In the 
past, the quality and consistency of available greases was 
such that they were entirely unsuitable when used in the 
small quantities required for sealed ball bearings. Further, 
because of oil separation, the consistency within a partic- 
ular batch would often vary considerably. 

The useful life of grease is a function of the rate at 
which it oxidizes which is closely related to the tempera- 
ture to which it is exposed. In general, there are two 
main sources of heat in a ball bearing: that self-generated 
as a result of grease and bearing friction, and that resulting 
from ambient conditions. Although the heat developed 
outside the bearing affects grease life less than heat self 
generated by the bearings, particularly that resulting from 
bearing loading, high ambient temperatures often dictate 
the grease life which will be obtained from a sealed ball 
bearing. 

Considerable data have been accumulated on various 
ball bearing lubricants, with particular attention to a high- 
melting-point sodium soap grease which is standard with 
a number of bearing manufacturers. The curve in Fig. 7 
shows the relationship between grease life and bearing 
outer race temperature on a semilogarithmic plot. At 120 I 
a life of some 21,000 hr may be expected; however, at 
250 F, the expected life is decreased by approximately 
50 per cent 

Although the temperature is the primary concern when 
forecasting grease life, other factors—such as speed, load 


and special ambient conditions—are also important. For 


Base life- hours 


80 100 120 i140 160 180 200 220 240 
Outer roce temp. F 


_ 


Fig. 7—Effect of temperature on grease life plays an important 
part in determining the performance of sealed bearings. Silicones 
are among the best high temperature greases now available. 
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example, tests show that the indicated life obtained from 
Fig. 7, based on temperature alone, must be modified by 
a speed factor such as illustrated in Fig. 8. Thus, at 
120 F, the indicated life of 21,000 hr would be multiplied 
by 0.75 if the speed were approximately 8,000 rpm. Like- 
wise, the expected life must be modified for bearing load 
and size. 

Another factor which must be considered is the dis- 
tribution of bearing failures. A typical probability curve 
is shown in Fig. 9. As an example, when 50 per cent of 
average life is reached on a group of sealed bearings, ap- 
proximately 10 per cent will have failed; likewise, when 
100 per cent of average expected life is reached, 54 per 
cent of the units will have failed. This curve, of course, 
differs somewhat between various greases and operating 
conditions, but the trend is the same in all instances. 

The chart in Fig. 9 is also useful for determining an 
optimum interval between relubrication. In this connec 
tion, it is generally recommended that a grease bearing 
be relubricated after a period representing 40 per cent of 
the expected grease life, although this procedure principal: 
applies to removable or relubricated type seal bearings 


Types of Sealed Bearings 


Ihe most widely used bearing is the single row radial 
often known as the Conrad or deep groove type. Because 
it is symmetrical and is capable of taking both radial and 
thrust loads in various combinations, this type of bearing 
is especially adaptable to use with integrally assembled 
seals. 

In general, the need for extreme accuracy, rigidity and 
speed is not critical in most sealed applications and bear 
ings built to the ABEC-1 tolerance grade are generalh 
satisfactory. For example, washing machine motors 01 
not 
bration, vet the precision required of instrument appli 
Also, ABEC-1 


ings can be obtained with suitable refinements when on 


mechanisms should have objectionable noise or vi 


bear 


cations is not generally warranted 


or more dimensions must be held to closer tolerances than 


2 


° 
Xo, 


80 100 120 i490 160 i180 200 220 240 260 
Outer race temp, F 
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Fig. 8—Speed correction factor which must be applied to the life 
value obtained from data such as that in Fig. 7. Additional cor- 
rections must be applied for load, bearing size and seal efficiency. 
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required by the specification but a precision grade is not 
otherwise necessary. 

In recent years, wide single-row sealed bearings have 
been developed having a larger grease capacity than con 
ventional designs. These bearings, known as the cartridge 
type, have found widespread use in certain electric motor 
applications. In general, this extra quantity of grease will 
increase life at temperatures above 175 F. 


Equipment Design 


Whether or not a sealed ball bearing can be successfully 
incorporated into a machine or device can be determined 
only by the objectives of the design. If simplicity is re 
quired even at the cost of appearance, sealed bearings 
should be example, open 
mounted in cast iron equipment, with smoothly formed 
contours and neatly arranged cover plates, may be more 
pleasing to the eve than steel plate construction with its 
bold design lines. The latter, however, housing a bear- 
ing incorporating integral seals, often represents a simpler 
and more economical arrangement 

Another deciding factor might be the ultimate life of 
the device or machine. For example, at elevated tempera 
tures only a few thousand, or even a few hundred hours 


considered. For bearings 


can be expected from grease-lubricated sealed bearings 
If longer life is required, a sealed unit may not be prac 
tical. In still other designs, the availability of splash oil 
from gearing or crankshafts makes is expedient to use oil 
lubricated open bearings. Converscly, if several bearings arc 
involved and they are scattered throughout a machine it 
would be difficult and costly to consider any arrangement 
other than sealed types. Still other machinery, such as 
food and textile equipment, is heavily dependent upon the 
use of sealed ball bearings since even small quantities of oil 
leakage could result in product spoilage. 

In hermetically scaled installations or where it is other 
wise difficult or even impossible to supply lubricant to a 
bearing, the choice is an easy one. The problem is to 
determine the combination of bearing, seal and lubricant 


7s FAILURE 
| DISTRIBUTION 
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Percent of beorings failed 


20 40 60 80 100 120 
Percent of average bearing life 
Fig. 9—Using statistical analysis techniques, the failure distribu- 
tion chart for a typical group of sealed ball bearings is plotted 
above. Data of this type can often be used to justify or rule out 
a given application. 


40 =: 60—t—«d18K'OD 


Product Engineering —- November, 1955 


for satisfactory life and performance. 

Although there are many exceptions, it appears that 
heavy, expensive machinery representing capital equipment 
generally makes use of either oil-lubricated open bearings 
or single seal bearings which can be relubricated, while 
consumer products, especially of the expendable type, 
show a strong tendency to be equipped with lubricated 
for-life sealed bearings. 


Future Trends 


Integral seal designs which can be easily assembled and 
removed are becoming increasingly popular They not 
only facilitate relubrication, but also can be applied to 
more diversified applications. For instance, because of 
their flexibility, many types can be used where vibration 1s 
moderate to severe. A seal that is rigidly fixed in the 
bearing ring would tend to become loose and inefficient 
Another important feature is that most removable seals 
reduce bearing OD out-of-roundness resulting from seal 
assembly. This makes it possible to use them in bearings 
requiring high precision tolerances. 

As mentioned earlier, Buna-A and polyacrylic synthetic 
rubbers cannot be exposed to temperatures above 225 and 
350 F, Aside from 


being expensive, the polyacrylic material is drastically af 


respectively, for long periods of time 


fected by diester lubricants, especially at its high tem 
perature limit 

Since current trends are directed towards higher speeds 
and elevated temperatures, there is a need for flexible 
svnthetic sealing materials with low friction characteristics 
that will operate at 500 F and above. In addition, the 
should be resistant to all ball bearing lubricants 

l'eflon and silicones are two relatively new synthetics 
lhe former is a thermoplastic 
of friction. The 


Except for a few 


which will withstand 500 I 
coefficient 
drawbacks are its high cost and rigidity 


resin with a very low main 
limited applications, Teflon alone is too stiff to be an 
effective sealing element 

Silicone rubber, on the other hand, is a resilient flexible 
material and has been used succe:sfully in many applica 
tions. Great advancements have been made over the past 
few years in improving its temperature resistance and dur 
ability 


high cost and inability to resist s.ticone lubricants 


Ihe most serious objections to silicone rubber ar 


Research on greases will also play an important part in 
the progress of integral-seal bearings. Currently available 
lubricants are not entirely satisfactory, particularly at high 
and low temperatures 


EDITOR'S NOTE—Data on several of the developments and 
materials discussed by the author in his section “Future Trends” 
have been presented in recent issues of Product Engineering. 
For example, with respect to seal materials there were the fol- 
lowing: 

“Producing Teflon Parts,” 
183. 

“Fluorocarbon Plastics Today,” by Henry Lee, October 1954, 
page 168. 

“Fluoroacrylitic 
1954, page 161. 

In the field of lubricants, a comprehensive evaluation of the 
silicone types for extreme temperature applications was pre- 
sented in “Silicone Oils and Greases,” November 1954, page 
154. See also “High Viscosity Silicone Fluids for Mechanical 
Applications,” by W. J. Dugan, July 1954, page 137. 


by R. R. Miller, June 1954, page 


Elastomers,” by H. C. Hamlin, November 
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Photoelectric Controls 


PHOTOSWITCH DIVISION, ELECTRONICS CORPORATION OF AMERICA 











FIG. 1—Automatic weighing and filling. Problem 
is to fill each box with exact quantity of products 
such as screws. Electric feeder vibrates parts 
through chute and into box on small balance. Pho- 
toelectric control is mounted at rear of scale. Light 
beam is restricted to very small dimensions by op- 
tical slit. Control is positioned so that light is 
interrupted by balanced cantilever arm attached to 
scale when proper box weight is reached. Photo- 
electric control then stops flow of parts by de-ener- 
gizing feeder. Simultaneously, indexing mechanism 
is activated to remove filled box and replace with 
empty one. Completion of indexing motion re-en- 
ergizes feeder which starts flow of screws. 


FIG. 2—Operator safeguard. Most presses operate 
by foot pedal leaving hands free for loading and 
unloading operations. This creates a safety hazard. 
Use of mechanical gate systems reduce production 
speeds. With photoelectric controls, curtain of 
light is set up with multiple series of photoelectric 
scanners and light sources. When light is broken 
at any point by operator's hand, control energizes a 
locking mechanism which prevents punch press 
drive from being energized. Wiring is such that 
power or tube failure causes control to function as 
though light beam was broken. In addition, the 
light is frequently used as the actuating control 
since clutch is thrown as soon as operator removes 
his hand from the die. 


FIG. 3—Sorting cartons of three types of elec- 
tronic tubes. Since cartons containing one type dif- 
fer widely as to size, it is not feasible to sort by 
carton size and shape. Solution: small strip of re- 
flecting tape is placed on cartons by a packer during 
assembly. For one type of tube, strip is placed along 
one edge of bottom and extends almost to the mid- 
dle. For second type, strip is located along same 
edge but from middle to opposite side. No tape is 
used for third type. Cartons are placed on con- 
veyor so that tape is at right angle to direction of 
travel. Photoelectric controls, shown in A, “see” 
the reflecting tape pass and operate pusher bar 
mechanism, shown in B, which pushes carton on to 
proper distribution conveyor. Cartons without tape 
pass through. 


FIG. 4—Cut-off machine uses photoelectric control 
for strip material which does not have sufficient 
mass to operate a mechanical limit switch satisfac- 
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Some typical applications for reducing production costs and increasing 
operator safeguards by precisely and automatically controlling the feed, 


transfer or inspection of products from one process stage to another. 





Sheor actuated 
by solenoid 





Light 
source 


Photoelectric 
contro/ 


Photoelectric Electronic 
contro! timer 


(atra-red-light source) 
“Glowing object 


Powered conveyor~ 


Fig.5 


Light source-----~~~ 


Powered conveyor, 


Motor drive -~ 





Photoelectric 





Tim ve control Loading plattorm 


Fig.6 


Combination light 

source and sconner-7 Fig.7 

Photoelectric 
control ~~~ — 


Ejected cap 
(No liner) 


A 


' 
Solenoid 
vo/ve 


Powered conveyor’ 


torily. Forward end of strip breaks light beam thus 
actuating the cut-off operation. Light source and 
control is mounted on adjustable stand at end of 
machine so that length of finished stock can be 
varied. 


FIG. 5—Heat treating conveyor uses electronic 
timer in conjunction with photoelectric control to 
carry parts emerging from furnace at 2300 F. Prob- 
lem is to operate conveyor only when a part is 
placed on it and only for distance required to reach 
next process stage. Parts are ejected on to conveyor 
at varying rates. High temperatures caused failures 
when mechanical switches were used. Glowing 
white-hot part radiates infra-red rays which ac- 
tuates photoelectric control as soon as part comes 
in view. Control operates conveyor which carries 
part away from furnace and simultaneouslyy starts 
timer. Conveyor is kept running by timer for pre- 
determined length of time required to positon part 
for next operation. 


FIG. 6—Jam detector. Cartons jamming on con- 
veyor cause loss of production time and damage to 
cartons, products and conveyors. Detection is ac- 
complished with a photoelectric control using a 
timer as shown in (A). Each time a carton passes 
light source, control beam is broken which starts 
timing interval in the timer. Timing circuit is reset 
without relay action each time beam is restored be- 
fore preset timing interval has elapsed. If jam oc- 
curs causing cartons to butt one against the other, 
light beam cannot reach control. Timing circuit 
will then time out, opening load circuit which stops 
conveyor motor. By locating light source at an 
angle to conveyor, as shown in (B), power con- 
veyor can be delayed if cartons are not butting but 
are too close to each other. 


FIG. 7—Automatic inspection. As steel caps are 
conveyed to final assembly, they pass intermediate 
stage where an assembler inserts insulation liner 
into cap. Inspection point for missing liners has re- 
flection-type photoelectric scanner which incorpo- 
rates both light source and phototube with common 
lens system to instantly recognize difference in re- 
flection between dark liner and light steel cap. When 
it detects a cap without a liner, a relay operates 
ejector device composed of air blast controlled by 
solenoid valve. Start and duration of air blast is 
accurately controlled by timer so that no other caps 
are displaced. 
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A PHENOMENON peculiar to 


a civilized society is that of 
“queueing-up,”” or standing in line and waiting. Lines 
form at ticket windows, bus stops, and bank tellers’ cages. 
The scheduling of development projects in an engineering 
office or drafting room, the flow of fabricated parts 
through inspection rooms, or the delay when a problem is 
submitted for solution in a computing installation ar 
all situations to which the following analysis is applicable. 


MATHEMATICAL MODEL 
OF QUEUEING 

Experience teaches us that queueing-up is based on ele- 
ments having random variations. New members join the 
tail of the queue at irregular intervals, and members at 
the head of the queue are served and depart at irregular 
intervals. Even the length of the queue has no particular 


fixed value. 
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assume regularity of some 
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of lines and bow they can be shortened 


If we are to construct a mathematical model, we must 
sort. It seems reasonable to 
issume that, over a sufficiently long period of time, new 
members join the queue at a definite average rate and that 
old members are served and depart at a (different) aver- 
age rate. This assumption specifically permits random 
variations in both the rate of arrival and departure; and 
infers that the queue will have an average length which 


also will be subject to random variations. 


EQUATIONS OF THE QUEUE 
define: 


(long-time) average rate at which problems arrive 
(long-time) average rate at which problems are solved 
(instantaneous) number of problems waiting in the 


Let us 


A 

Ss 

a 
queue 

P,, = probability of the queue containing m problems 

P,, is simply the fraction of the total time that the queue 
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is n problems long. n may be any positive integer, includ- and no equilibbum could be reached. 
ing zero (no queue). Solving for P. 
For convenience, we assume that the queucing-up has 
been under way long enough so that, on the average, equi 
librium has been obtained. The problems are, on the 
average, arriving as fast as they are leaving. For instance, 
a queue of length n = | is created from a queue of 
length n = 0 at an average rate of P.A, while it is served 
and leaves at an average rate of P,S. Hence, 


PS = P,A 
Similar reasoning for queues of length n 2 and n 
leads to 
PS = P\A 
PS = P,A 
And we deduce the recurrence equation 
PS = P, A 
or 


(4) 


To evaluate P,, we notice that (including queues of length The sum may be evaluated, giving 


zero) there will always be a queue of some length, and so ,; 


‘ 


@ 
yr l 


s 


x l'able I gives values of P, and m for typical values of n 


») YP. _ and A/S. 
Fe < 


ano 


If 0 = A/S < 1, the sum of the infinite series is EQUATIONS OF WAITING 


, When a problem arrives, it will find a queue of length 
n ahead of it. The delay D before the new problem will 
S be considered (in units of the average time of solution 

I = 1/S) is thus 
Note that if A > S, the queue would grow indefinitely D = 


P, 


n 10 





Table I—Probability of Occurrence of Queues of Length n 





Length of A/S 
Queue, n 0.3 0.4 0.5 0.6 0.65 0.7 0.75 
7000 
2100 
0630 
0189 
0057 
0017 
0005 
0002 
0000 


6000 
2400 
0960 
0384 
0154 
0061 
0025 
0010 
0004 
0002 
0001 


4000 
2400 
1440 
0864 
0518 
0311 
0187 
0112 
0067 
0040 
0024 
0015 
0009 
0005 
0003 
0002 


3500 
2275 
1479 
0961 
0625 
0406 
0264 
0172 
0112 
0072 
0047 
0031 
0020 
0013 
0008 
0005 


3000 
2100 
1470 
1029 
0720 
0504 
0353 
0247 
0173 
0121 
0085 
0059 
0042 
0029 
0020 
0014 


2500 
1875 
1406 
1055 
0791 
0593 
0445 
0334 
0250 
0188 
0141 
0106 
0079 
0059 
0045 
0033 


CoComnaustwnreco 
ecoococoocoooco 
ececocoooocoocooococo 
eococococeoceoecoecqocco 
esocoocootvoooooococo 
escoooocoocoocooooooo oo 


0.0000 0.0000 


ecococoeoceccocooococco°o 
jececoocooococococcocooococso 
|eescceocoooocoeoscs | 


Avg. Length 
of Queue m 0.43 0.67 1.00 50 86 


s 
3 
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Now, the probability P, of a delay D is simply the proba- 


bility P, of a queue of length n; and so, from Eq (7) 


D 
yoy A A 
Po= (1 21 $)(4) 


'he probability P, of a problem being delayed by at 
least an interval K = D is 


P, = ) Pp 
De=-k 
k 
= ( A ) (12) 
S 


by summation of the series. K is in units of the average 
= 1/S. The corresponding actual 


(11) 


time of solution, 7 
time T, is 
K 


T; = x (13) 


And Eq (12) may also be written 


T,S 
i (1 ( 5 ) 
Ss 


Finally, the average length of the queue is m (Eq (9). At 
the average rate of solution S, the time T,, of the average 
delay is 


(14) 


m 
Tn = 
Ss 
= Kn 


8 


l'able II gives values of P, and K,, for typical values of 
D and A/S. 


(15) 


COMPARISON WITH EXPERIENCE 


During the period from January 1952 through June 
1953, a total of 98 separate problems in a particular repeti- 
tive problem were submitted and solved. These problems 
spent a total of 420 problem-days waiting (before being 
worked on) and a total of 385 problem-days in solution 


(being worked on). The average number of problems m 
in the queue is thus 

420 

385 


ni = 


= 1.091 


From Eq (9), the corresponding value of A/S is 


j= 0.522 
Using this value in Eq (7), the theoretical numbers of 
times a queue of given length should have occurred may 
be compared with experience. They are listed side by side 
in Table III. 

Similarly, the corresponding occurrences of problems 
which are delayed by at least n may be computed from 
Eq (12) and compared with experience. They are listed 
side by side in Table IV. 

The elapsed time experienced with the 98 problems 
may be plotted as a function of problem size. The fastest 
practicable time of solution for the methods used, as de- 
termined by machine capabilities, would be plotted as the 
line (1 — P,) = 0. The increments in elapsed time for 
the remaining values of (1 — P,) are computed from 
Eq (14). The theoretical and observed occurrences of 
problems lying below a given (1 — P,) line are listed 
in Table V. Considering the size of the experiment, these 
indicate a remarkable correspondence between theory and 
practical experience. 


THE PARADOX OF THE QUEUE 


Eq (12) is the mathematical formulation of the Para. 
dox of the Queue, which is: no matter how great the rate 
at which problems are solved, still some of the problems 
will be delayed by standing in a queue. 


Table 11—Probability of a Delay at Least K Long 
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Table i1]—Theoretical and 
Actual Occurrences of a 
Queue of Length n 





Table IV—Theoretical 
Actual Occurrences of Prob- 
lems Delayed by at Least » 


Table V—Theoretical and 
Actual Occurrences of Prob- 
lems Lying Below a Given 


and 





Theo- 
retical Length 
Occur- of 
rences Queue, n 
0 44 47 
20 24 
18 13 
6 7 


Length | Actual 
of Occur- 
Queue, n]/ rences 


8 
2 
0 
0 











NQOuwuft WNHre © 


Actual 
Occur- 


(i—P,) line are 
Theo- ni ‘QPnnene 
retice' Theo 
Occur retical 
Occur 


rence 





Actual 
Occur- 
rence 


1m P, 


0 
24 
49 
73 
83 
88 
93 
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The explanation of the paradox is deceptively simple. 
Obviously, if the problems are submitted at a regular rate 
which is less than the rate at which the problems are 
solved, then every problem is solved before the next arrives; 
there is never a queue or a delay. But the problems ac- 
tually arrive at random intervals (because they arise at 
random intervals). Sooner or later, then, a group of prob- 
lems arrives which is so closely spaced that the last prob- 
lem arrives while the others are still being solved; there 
is now a queue and a resultant delay. 

The practical experience cited in the preceding section 
is typical of the paradox. Here, even though twice as 
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Fig. 1—Effect of changes in A and 
S on the probability of delays. 





many problems could have been solved as were sub 
mitted, yet half of the problems submitted were therefore 


delaved. 


EFFECTS OF PARAMETER CHANGES 


To give some indication of the effects of varying the 
rates of arrival and of solution, we pick values of A = 
4 and S = } (A, Fig. 1) which are practically those found 
in current experience; the other graphs of Fig. 1 represent 
an increase or decrease by one-third in these values. 

An increase of one-third in the volume of problems 
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(with constant computing capacity) produces the in- 
creased probability of long delays shown in B of Fig. 1. 
The increased probability of long delays would probably be 
found intolerable (the condition at A is presumably mar- 
ginal). A corresponding decrease in the volume of prob- 
lems produces the improvement shown at C in Fig. 1. The 
improvement at C is not as large as the degradation at B. 

An increase of one-third in the computing capacity (with 
constant volume of problems) produces the decreased 
probability of long delays shown at D in Fig. 1. Compari 
son of C and D indicate that, for the same relative change, 
changing the computing capacity has greater effect than 
decreasing the volume of problems. 

Increasing both the computing capacity and the volume 
in Fig. 1. E 


vk oe probability of long delays than A, 


yf problems produces EF shows a distinctly 
spite of the 
fact that the relative loading A/S of the computing instal 
lation is the same. In consequence, if the computing ca 
pacity is able to keep pace with a growth in the volume 
of problems, there will be an automatic decrease in the 
average waiting time. Again, and possibly more important 
if a fixed delay is permissible, the growth of computing 


capacity need not be quite so fast as the growth in the 


volume of problems. 
cftect ot a 
and a ck 


shows the 


lig. | 
ig. 


in computing capacity 


lor completeness, F’ in 
simultaneous increasc 
crease in the volume of problems. 


practice. 


PRACTICAL APPLICATION OF THE 
QUEUEING-UP THEORY 


Just as much a part of the queueing-up process as the 
When the 
disgust becomes sufficiently strong and w idespread, action 
must be taken to reduce it to tolerable levels. 
that the theory of the queucing-up process can find prac 
tical application. 


This happy combina 
tion has yet to occu 


waiting is the disgust at being forced to wait 
It is here 


By predicting the result of any particulai 
proposed remedy, it will permit picking an optimum action 
for a given situation. (Such an action is usually intended 
to give The mathematics of an 
economic optimum are deferred to a subsequent study). 
Several possible actions are immediately evident. All 
of the following actions have been taken at various com 
puting installations, and (by verbal evidence) the pre- 
dicted results were obtained identically. 
1. Rationing. The fundamental reason for the existence 
of the queue is the randomness with which the problems 
are submitted. If the arrival of the problems is scheduled 
properly, each problem will arrive as its predecessor departs, 
and there need be no queue in the computing installation. 
Of course, the problems still arise at random intervals, and 
some must wait their turn to be submitted for solution. 
Che problems are still waiting in a queue as before, but 
the queue is now hidden “around the corner.” The difh- 


an ecconomic optimum. 


These are: 


culty is that the queue is a symptom and not the disease. 
In hiding the symptom, the actual disease (relative short- 
age of computing capacity) may go unnoticed too long. 
Rationing is, however, of definite benefit to the computing 


installation. The disgust at being forced to wait is trans- 
ferred from the computing installation to “the system.’ 
. Priorities. Usually it is possible to assign relative 


importance to members of a given group of problems, and 
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to form a queue on this basis. There is still just as much 
waiting to be done, but it will be done by the problems 
of lesser importance. Unfortunately, problems which 
merit priority at all usually are associated with scheduled 
work, and delay in solving the problem automatically raises 
the priority of the problem. In the long run, each problem 
will tend to wait until its priority is as high as the highest. 
At this point, all problems have equal priority, which leads 
to questions of why a top-priority problem goes to the end 
of a queue (of top priority problems). The priority system 
has the dubious distinction of creating disgust both at the 
computing installation and at “the system.” 

3. Deferment. The length of 
markedly reduced by reducing the influx of problems and, 
in consequence, the relative loading A/S of the computing 
Table I. On occasion such reduction is made 
by executive decree. 
problems climinated by such action are not actually elimi- 
nated, but simply deferred to such a time that further 
postponement is impractical. I'hat is, the solutions were 
If all deferred problems may be 


average queue may be 


installation, 
Experience shows that most of the 


necessary to begin with. 
deferred equally, deferment postpones the time an actual 
problems SO 


improvement must be found. In practice, 


deferred have tended to add to a subsequent nondeferable 


work load. Because the length of queue is not 
proportional to the relative loading of the computing instal 
lation, than it sounds. A value of 
A/S of 1.50; deferring half 
of the problems average of 0.43, 
lable I. When then 
V/S 0.9 Thus an 


improvement by a 


average 
this is more scrious 
0.6 gives an average queuc 


(A/S 0.3) 


can no 


gives an 
deferred, 

queue 1s 9.00. 
1.50/0.43 3.5 


these longer be 
and the average 
factor of 
purchased by a subsequent worsening by a 
9.00/1.50 6.0. 

4. Increased Capacity. rate at 
problems can be solved gives a two-fold improvement. 


has been 
factor of 
Increasing the which 
I'he decrease in the loading of the computing installation 


A/S leads to much shorter Table I, and 
the increased rate of solution increases the speed with 


average queues, 
which a problem passes through the already shorter queue. 
Further 
larly reduced as 


, the probability of relatively long queues is spectacu- 
A/S decreases (Table I, n The dif- 
ficulty encountered in increasing capacity is that it usually 
implies adding to equipment which is not being used to 
capacity even before the addition. To people not familiar 
with the paradox of the queue, this seems a needless ex- 


pense. 
CONCLUSIONS 


1. In a practical computing installation, at least some 
of the problems will be delayed by waiting in a queue. 

In the long run, the onlv way in which the period of 
delay can be modified is by changing the capacity of the 
computing installation. 

If problems associated with scheduled work are not 
intolerable delays, the 
computing installation must not be heavily loaded with 
such work. 

If the capacity of the computing installation is large 
enough to avoid intolerable delays on scheduled work, there 
will be an appreciable fraction of the capacity available 
(at random intervals) for solving problems not associated 
with scheduled work. 


to suffer (more or less frequent 
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Die Cast Insert Redesign 
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IN THE ORIGINAL METHOD of casting-in rod and 
shaft inserts (left) wide tolerances on exposed shaft 
lengths are hard to avoid because of insert-length and 
die tolerances and the wide latitude on positioning of 
the insert when the die is closed. By making the over- 
all insert length, including the small diameter extension, 


EDWARD L. KELLY 


Ampex Corporation 


Usual PROCEDURE for assembly of a rod or shaft into a 
die casting is to place the insert into one half of the die, 
then close the die and feed molten metal into the cavity. 
This was the method employed for inserts in Ampex mag- 
netic tape recorders. The resulting overall dimensional 
tolerance depends on tolerance on insert length, and the 
die tolerance, as shown at A. A “tight” fit is accomplished 
by knurling the end of the shaft for the length of insertion. 
In practice, tight tolerances are difficult to hold without 
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eel 





J 





- 
/ 

xposed length of Exposed length 

insert can vary 


only by this amount 


Conical pad changes 
exposed insert lengths. 


longer than the closed die cavity (center) the “exposed” 
end will always be positioned at the base of the die 
cavity, thus assuring uniformity for all castings. Where 
longer exposed lengths of a given insert shaft are 
required, a conical pad applied to the die (right) will 
allow “standard” inserts to serve different designs. 


high cost for control of individual 
tolerances, sorting of shafts by length, and use of shim 
thus, a high percentage of rejects result 

Usual methods considered for achieving closer tolerances 
included (1) shimming during assembly in the equipment; 
(2) boring accurate holes in the die castings and pressing 
in the shafts; (3) holding extremely tight tolerance on 
insert length; and (4) use of adjustable collars over the 
shaft. All these methods were eventually 
cause of excessive cost. 


special jigs, closer 


discarded be 


Shimming took too much time: 
boring accurate holes for pressed insert assembly resulted 
in a high order of rejects; holding tight tolerances on 
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insert length increased machining cost; and adjusting 
collars proved complicated and time consuming in adjust- 
ment. 


The “Crushed Insert’”’ Method 


The idea that finally solved the problem was the 
“crushed insert” method which made it possible to fabri- 
cate the inserts in automatic screw machines without 
concern for the resulting wide tolerances. As shown at 
(B), the insert is modified by machining a reduced dia- 
meter extension on the knurled end which is subsequently 
crushed during closing of the die-casting die as shown. 
Resistance to crushing on closure of the die forces the 
insert to the end of the cavity in all cases. All finished 
parts will then have the same length except for the effects 
of shrinkage and possible collection of foreign matter in 
the locating end of the die cavity, minimized by the 
clearance chamfer shown on the locating end of the 
insert. 

In designing the inserts, the diameter of the extension 
must be small enough to collapse easily, yet large enough 
to be easily machined and relatively safe from handling 
damage. For example; on an insert 3 in. in dia, an exten- 


sion $ to + in. long with a diameter of % to % in. has 
proven practical. A small fillet radius makes machining 
easier and reduces stress concentration during crushing. 

One precaution should be observed: The insert length 
exclusive of the extension (from locating end to shoulder 
of the extension) should be shorter than the die cavity 
by at least twice the extension diameter, to insure ample 
space in case the extension is completely doubled over 
during crushing. 

The crushed extension tends to anchor the insert in 
the casting; yet, it is still good practice to retain the 
knurling to assure tight anchorage. 

Further savings are obtained on parts having inserts of 
the same diameter but of different exposed lengths. 
Originally a different insert was required for each length. 
With the “crushed insert” method, one standard insert 
can be used where various exposed lengths are needed 
by providing an appropriate conical protrusion in the cast- 
ing die as shown at (C). 

The “crushed insert” technique has been successfully 
employed with zinc and aluminum die castings with 
many types of steel inserts, including case-hardened stain- 
less. 





Army Gets Its First Reactor 


LIKE MANY REACTORS developed in the rapidly expanding 
atomic energy program, there are a number of “firsts” con- 
nected with Alco Products, Inc.’s nuclear power plant. It 
is the first nuclear power plant to be installed in the Wash- 
ington, D. C. area; the Army Package Power Reactor 
(APPR) will be the Army’s first nuclear power plant; and 
it will be one of the first atomic powered generating sta- 
tions to be built close to a large center of population. 
Announced at the first U.S. Trade Fair of Atomic Energy 
held in Washington recently, the unit will be built at 
Fort Belvoir overlooking the Potomac River during 1956, 
and is scheduled for operation early in 1957. 

Maximum accident precautions were taken in the 
power plant’s design, and the major design consideration 
was to provide for the containment of any accident which 
could be predicted, and which might release radioactive 
materials into the area in great amounts. This was accom- 
plished by enclosing the nuclear reactor in a steel vapor 
container 32 ft. in diameter and 60 ft. high. This con- 
tainer is designed to withstand the maximum pressure 
which would result from any accident. As a precaution 
against any high velocity reactor parts, a two foot concrete 
interior lining will be added to the container. However, 
since all parts of the Package Reactor have been designed 
to permit air transport to remote locations, an iron-water 
shield around the reactor will be provided to save weight 
if the concrete normally used is not available at the 
location. 

The APPR will be an 1825 KW plant. The reactor 
will be operated at a 10 megawatt power level, but it is 
expected that this level can be increased by at least 20 
per cent without overload once the plant is in operation. 

The reactor will be 20 in. square, but with the corners 
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omitted to almost make it in the shape of a cylinder. The 
fuel elements are 23 in. square, with allowable space for 
45 elements. Forty of these are actual fuel elements, while 
five are control rods. The primary shielding will consist 
of an iron and water-layered shield 47 in. in radial thick- 
ness which will surround the reactor completely. 

Primary cooling is accomplished by circulating pressur- 
ized water through a closed loop made up of the reactor, 
steam generator, and two circulating pumps. The primary 
circuit will be maintained at 1200 psi to prevent boiling 
(saturation temperature 568 F). Water leaves the reactor 
at 450 F, and enters the steam generator, which is made 
up of U-tubes which are surrounded by water in the 
secondary circuit. The primary water is cooled at 431 F 
at full load, and when it leaves the steam generator it is 
returned to the reactor by a “canned-rotor” type pump. 

Steam is generated at 200 psi (382 F saturation temper- 
ature) at full load, and superheated 25 deg. to reduce 
condensation in the last turbine stages. At decreasing 
loads, because of a nearly constant primary coolant inlet 
temperature to the steam generator, the saturation tem- 
perature on the secondary side will approach 450 F, so 
that at no load, steam will be generated at nearly 425 psi. 
Turbine inlet pressure will be about 190 psi, but the 
turbine will be designed for 250 psi inlet pressure to allow 
an operating margin for increased inlet pressure at partial 
load. Electrical power is generated by a 2000 KW, 4160 
volt, 3 phase, 60 cycle turbo-generator unit. 

The stability of the reactor is such as to make it impos- 
sible for a reactor run-away to occur which would be great 
enough to rupture the system. Even if this did happen, 
the release of any radioactive material to the air would 
be next to impossible. 
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Fig. 1—Continuing program of im- 
provemeat in Westinghouse poly- 
phase induction motors from 1894 to 
present. Motors shown are 5 hp- 
ratings. Curious fact is that although 
size and weight have been consider- 
ably reduced, cost-per-pound is ap- 
proximately the same today as it was 
in 1880. 
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Rerate Motors 


Dimensional differences between old and rerated NEMA motors bring up 
a problem of motor interchangeability for first time in 25 years, but prin- 
cipal adjustments can be made by use of spacer bars. Dimensional differ- 
ences are compared and bar dimensions given for foot-mounted motors. 
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Fig. 2—Comparison of ratings for frame sizes of old and rerated motors. Note 
that only five of the seven frame sizes have been included in any one series. 


S. F. HENDERSON 


Manager, AC Motor Development Sect., Westinghouse Electric Corp. 


WHILE THE FUNDAMENTAL THEORY On which motor de- 
sign is based was established early in the nineteenth cen- 
tury (1820-1831), it was not until the 1890’s that prac- 
tical industrial alternating-current motors became available. 
Patents were issued in 1888 to Nicola Tesla, a citizen of 
Austria-Hungary, covering the fundamentals of polyphase 
induction motors. Tesla had not actually developed com- 
mercial] motors when he was brought to Pittsburgh by 
Westinghouse in 1888, but in the next two years a num- 
ber of motors were built under his direction, Fig. 1. 
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By 1894 the polyphase 60-cycle system had become 
accepted, and better understanding of magnetic circuits 
and better methods of calculation made possible a new line 
of induction motors. This line was superceded in 1897 
by a new design which firmly established the squirrel-cage 
induction motor. It was in this period that machines 
driven by steam power from line shafting were converted 
to electric drives; built-in motor applications quickly 
followed. 

Demand for a lower-cost motor with higher power 
factor and efficiency led to a new design introduced in 
1905 which was just about one-half the weight. From this 
point on, changes in weight and size were more gradual 
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tOpen motors. *Totally-enclosed, fan-cooled motors. 











Fig. 3—Comparison of significant 
mounting and shaft dimensions of old 
and rerated 1800-rpm, foot-mounted mo- 
tors. Differences in shaft height, shaft 
diameter, shaft extension, and mounting 
dimensions are included in tabulation. 








Increase in manufacturing volume was responsible for 
development of smaller and less expensive motors in 1913, 
marking a basic change in motor design due to modification 
and improvement of details and development of economical 
manufacturing methods. The 1922 motor represented fur- 
ther development in this direction. 

Work on a standardized line of motors began about 
1928 to meet a demand among machine-tool and automo- 
bile manufacturers for interchangeable motors. This in- 
volved development of completely new lines of motors 
by all motor manufacturers. The National Electrical Man- 
ufacturers Association was formed, standards were devel- 
oped, and the first line built to NEMA dimensions was 
introduced in 1930. Except for minor revisions about 
1940, made on 2 hp and less and rerating of 30 hp and 
larger, standards adopted in 1930 continued until 1952 
when new ratings were adopted on motors of 1-30 hp. 

NEMA standards of performance covering temperature 
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rise, pullout torque, and locked-rotor current are exactly 
the same for both old and rerated motors. But for a 
given size, rerated motors have horsepower ratings about 
200 per cent that of the old equivalent; for a given rating 
the rerated motor has a volume only two-thirds that of the 
old type. 

Diameters of rerated motors are about 13 per cent less, 
and lengths are about 11 per cent smaller. Although this 
change appears to be drastic, changes in standard dimen- 
sions apply only to mounting, shaft, and shaft-extension. 
However, the problem of interchangeability between mo- 
tors of the same rating has appeared for the first time in 
25 years, and universal changeover throughout the motor 
industry will require an appreciable time to complete. 

In the new rerated line, shown in Fig. 2, a new smaller 
180 frame size is introduced. Both 200 and 220 frame 
sizes have been discontinued, and a new intermediate 210 
frame size is added. The 250 and 280 sizes remain, but 
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t Ends of shaft extensions of 182 and 184 extend 1/8 in. beyond 203 or 204. 
tt When 213 is installed in place of 225, and 324U in place of 3655S, 


§ Holes 2, 8 are located between holes 4, 6 and shaft end of spacer bar. 


Bolt hole 


drilling and tapping of additional holes are required because of 
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Fig. 4—Dimensions of metal spacer 
bars used to provide interchangeability 
of old and new ratings. Use of these 
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bars compensates for differences in 
shaft height and position and also for 
variations in mounting bolt-hole di- 
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in both cases an additional longer frame is added. The 
320 size continues with the same frame lengths as orig- 
inally. In every case where frame sizes have not changed, 
more horsepower is contained in that frame size, and a 
larger shaft diameter is provided. 

A comparison of mounting and shaft dimensions of 
1800-rpm foot-mounted motors is shown in Fig. 3. Shaft 
height is reduced in all cases, ranging from 4 to 1 in. 
Shaft diameter is unchanged in about one third of the 
ratings, is increased in another third, and decreased in 
the remaining ratings. 


Spacer Bars for Interchangeability 


In order to provide for interchangeability of old and new 
ratings, rerated motors must be raised until shaft centerlines 
coincide with the old rating. The new motor must be posi- 
tioned axially so the end of the shaft extension coincides 
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Mounting-hole location 
also will necessarily be changed. These three problems are 


of metal 


with the position of the old 


simultaneously solved by use spacer bars shown 
in Fig. 4. 

Since the shaft diameter has been changed in two thirds 
of the new ratings, changes will have to be made in bores 
for couplings, pulleys, or gears. For undersized shafts it 
will be necessary to rebore, bush, and cut a keyway; for 
oversize shafts the coupling, gear or pulley must be re 
bored and a keyway cut. The shaft dimensions shown in 
Fig. 3 for 1800 rpm motors can be used to evaluate 
the problem. The same keyways are used for a given 


shaft in both ratings. 


FOR FURTHER READING—"“What the New NEMA Stan- 
dards Mean”, December 1953 page 144, discusses the significance 
of NEMA frame numbers and letter designations, and compares 
old and rerated frame sizes for open drip-proof, totally-enclosed 
fan-cooled and flange-mounted motors. 
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HIGH STRENGTH STEEL TEST SPECIMEN being subjected to a predicted load of 3,500,000 pounds. Base structure of 5,000,000 
lb. machine can handle parts up to 100 ft. long, in flexure tests, and 40 ft. high in tension and compression tests. 


Lehigh University Dedicates 


World’s Largest Testing Machine 


On October 14, 1955, Lehigh Uni- 
versity dedicated the new Annex to 
the Fritz Engineering Laboratory, and 
with it the 5,000,000 Ib. universal test- 
ing machine shown on the cover. Con- 
sidering the load capacity and the size 
of tension, compression, and flexure 
specimens it can accommodate, the 
testing machine is considered the larg- 
est of its type in the world. It will test 
in tension and compression vertical 
specimens 40 ft. in length, and take 
beams or girders 100 ft. long in bend- 
ing tests up to the capacity load of 
5,000,000 pounds. This greatly ex- 


198 


ceeds the capabilities of any other ma- 
chine. In addition, at lesser capacities, 
beams of 115 to 120 ft. can be tested. 

Two similar machines of 5,000,000 
pounds capacity are owned by the gov- 
ernment. One at the Philadelphia 
Navy Yard handles tension or com- 
pression speciments 30 ft. long, while 
the one at the Bureau of Reclamation 
in Denver will take specimens up to 
32 ft. in length. Now, columns, ca- 
bles, or a complete 100 ft. plate girder 
type railing bridge can be tested to 
give results which up to now could 
only be estimated. 


The Fritz Engineering Laboratory 
is the Civil Engineering Laboratory 
at Lehigh, and was founded in 1909. 
It was considered the best structural 
laboratory in the country, and had the 
800,000 Ib. Riehle screw-type uni- 
versal testing machine. John Fritz, 
who was regarded as “the father of 
the steel industry,” (founder of Bethle- 
hem Iron Works, now the Bethlehem 
Steel Co.) was on the original board 
of trustees of Lehigh, and donated the 
funds and supervised the design and 
construction of the laboratory. 

The 5,000,000 Ib. machine was de- 
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THE NEW FRITZ ENGINEERING 
LAB, at Lehigh University, has offices, 
laboratories, and classrooms, with 
huge center bay housing the large 
testing machine. 


signed and built by Baldwin-Lima- 
Hamilton Corp. of Philadelphia, Pa. 
It is about 60 ft. high, with a 10 ft. 
clear space between the columns. 
Loads are applied hydraulically by a 
movable cylinder on a stationary pis- 
ton 54 in. in diameter which is 
mounted at the base. Hydraulic pres- 
sure at maximum load is 2200 psi. The 
cylinder carries two vertical screws 
through which the loads are applied 
on the test specimens. The load-meas- 
uring system is hydraulic and com- 
pletely independent of the loading sys- 
tem. Its guaranteed accuracy is within 
4 per cent of the dial reading. Measur- 
ing scales can indicate load variations 
of 20 pounds. 

Other facilities in the laboratory in- 
clude a separate dynamic testing bed 
using Amsler equipment. This equip- 
ment is designed to apply and measure 
repeated loads of up to 100 tons at a 
rate of 250 to 500 cycles per minute, 
and will handle any shape specimen 
up to 14 ft. wide by 70 ft. long. Ten- 
sion, compression, bending, torsional, 
or any combination of these can be 
applied. 

A 2,000,000 in.-pound torsion ma- 
chine, plus smaller tension, compres- 
sion, torsion, impact, and hardness 
testing machines are also available. 
There are special concrete, hydraulic, 
materials testing, soils mechanics, and 
sanitary engineering laboratories for 
research and testing. 

Recent test work at the laboratory 
has been on: full sized welded connec- 
tions for building construction; crane 
girders during actual operation to 
measure stresses due to impact; tests 
of stresses in crane ladle hooks and 
hot metal ladles; and tests on thin 
shell roof structures. At present, re- 
search programs in prestressed con- 
crete, and the design of welding con- 
tinuous structures are under way. 








THE AMSLER alternating stress ma- 
chine, a European test device just in- 
troduced in this country, is installed 
in the new iaboratory. Here it applies 
tension of 20,000 to 140,000 Ib. at 250 
times per minute to a steel test speci- 
men. Capacity of the equipment is 
200,000 Ib. at the rate of 250 to 500 
cycles per minute. 
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TECHNICAL NEWS 


BRACELET CHARM SIZE, General Electric’s new 


Reference 
plone 


Oxide 
cooted 
cathode 


titanium and ceramic electronic tube will be used 


to improve UHF television reception. 


SIMPLE CONSTRUCTION of 


the tube uses al- 


ternate ceramic and metal (titanium) components. 
Key to this mew method of this construction is the 
use of a ceramic reference plane from which the 
active elements of the tube are located. The tube 


will 


stand severe vibration and shock conditions. 


Using a ceramic having roughly the same expan- 
sion and contraction characteristics, plus special 


sealing techniques will keep the tube vacuum-tight 


at temperatures over 1300 F. 


New Trends and Materials in Vacuum Tubes 


Che tiny barrel-shaped object shown 


Electric's 6BY4—a 
UHF' television 
Made of white 
ceramic and titanium rings sealed to- 
gether, G. E 
lify UHF television more effectively 
than any existing receiving tube; but 
more important, that it indicates a 
completely new type of tube design 
from diodes to complex multi-element 
tubes. 


here is General 


triode designed for 


tuners and converters. 


. Claims that it will amp- 


Possible applications include 
and industrial communica- 
tions, airborne and mobile radar, in- 
dustrial controls, guided missile con- 
trols, and nuclear power controls. 

Ihe micro-miniature tubes of this 
design will withstand operating tem- 
peratures better than 950 F, and in 
tests, the tubes have operated at this 
temperature for more than 500 hours. 
At present tests are under way to check 
the tube’s ability to take vibration, 
impact shock, and centrifugal acceler- 
ation. 

All metal parts of the tube are made 
of titanium, which was found to be 
capable of absorbing gases rather than 
liberating them. The titanium parts 


mobile 


200 


are degreased and then heated in a 
vacuum at a temperature beginning at 
950 F. As the temperature is in- 
creased, the gases are pumped off. 
This process is continued until a tem- 
perature of 1950 F is reached. It was 
that after titanium had 
been heated for a short time at 1300 
IF’, no further gases were given off, 
even when the temperature was raised 
or lowered. This is in contrast to 
other metals which continue to give 
off quantities of gas at successive tem- 
perature until the metals 
reach their melting points. 

This low temperature at which ti- 
tanium can be degassed makes it val- 
uable for use in tubes using oxide- 
coated cathodes. Once a cathode has 
become active, it is harmful to the 
emission if any gas is liberated from 
the tube parts. Titanium also has 
good gettering properties, and will 
quickly clean up large amounts of the 
gases commonly present in vacuum 
tubes. This is sometimes true even 
when the titanium is at room tem- 
perature. 

In order to take advantages of these 


discovered 


increases 
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G-E MICRO-MINIATURE CERAMIC TUBE, TYPE 6BY4 





good properties, G. E. then developed 
a ceramic whose thermal expansion 
contraction characteristics 

the 
The result was a ceramic in 
sulating material which can be heated 
to high temperatures without liberat 
ing appreciable amounts of gas. 

[he ceramic tube is simply con- 
structed so that the circuit is 
nected to the electrodes through me- 


and were 


practically same as those of 


titanium. 


con 


tallic disks. This makes possible low 
inductance connections to the cath- 
ode, grid, and plate, and little of the 
amplified signal is lost. The two end 
the heater 
This miniature construction results in 
low capacitance, which was one of the 
prime objectives of the entire develop- 
ment. 

The heated cathode is supported 
on a thin cylinder of metal which acts 
as a low inductance connection to the 
cathode ring, and isolates the oxide 
coated cathode thermally from the 
external circuitry. The grid is spaced 
from the ceramic reference plane by a 
spacer which gives 0.0006 in. hot 
spacing between the grid and the cath- 


buttons are connectors. 
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ode. The grid is made with 0.0003 in. 
diameter tungsten wire wound at 1000 
turns per inch. 

The new 6BF4 ceramic tube with 
its 15 to 17 db of power gain and 
approximately 8.5 db noise figure at 
the top of the UHF TV band will im- 
prove fringe area UHF television re- 
ception. However, of greater impor- 
tance is the tube’s basic structure 
which is going into tubes now being 
designed. 


Metal Notes .. . 


e Aluminum. The Anaconda Alumi- 
num Co. has revealed that it has de- 
veloped a process for producing alu- 
minum from domestic clays and plans 
to get into production by 1957. Ana- 
conda has requested enough natural 
gas to operate the clay processing plant, 
located in the Pacific Northwest. It 
has been estimated that from 25 to 40 
million cu. ft. of gas per day will be 
required to reduce the clays to alumina, 
usually obtained from bauxite. 

e Titanium. Harvey Aluminum is now 
fabricating titanium alloy extrusions 
on a production basis. Sections are 
being extruded in lengths from 10 to 
12 ft. in alloys 4Al-4Mn, 3Al-5Cr, 3 
per cent complex, 6A1-4V, and SAL 
2.5Sn. Entire production is headed 
for airframe manufacturers. 

e Uranium. Sound uranium ingots are 
being produced by melting “derby” 
uranium with the 
trode arc-melting 
Atomic Power Div 


consumable elec- 

process at the 
. of Westinghouse. 
lhe process is clean and easy to con- 
trol, and without primary or secondary 
pipe, or any shrinkage cavities. 
¢ Aluminum Increased copper prices 
as well as shortages of the metal have 
caused the Western Electric Co. to in- 
itiate a program aimed at the substitu- 
tion of aluminum in telephone cable. 
Western Electric uses about 100,000 
tons of copper a vear. Based on 1946 
figures, copper prices have shot up 
258 per while aluminum 
increased only 63 per cent. 
e Titanium. The National Lead Co. 
has discovered large deposits of Tita- 
nium on its properties in Tahawus, 
Essex County, N. Y., in Norway, and 
by purchasing of large tracts of tita- 
nium bearing land in Northern Flor- 
ida. Deposit in N. Y. is estimated to 
hold more than 100-million tons. 


cent, has 
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Non-Tracking Organic 


“Carbon Tracking,” the result of ex- 
posure to electric arcs and the bogy of 
all organic electrical insulating materi- 
als, has been overcome with the an- 
nouncement of Hy-Bute/60, General 
Electric’s new outdoor insulating ma 
terial. G. E. feels that this material 
now will make possible the construc- 
tion of instrument transformers for 
outdoor applications at 15 KV and 
above under the most 
mospheric conditions. It means the 
elimination of oil-filled metal casings, 
porcelain bushings and gaskets, result 
ing in a lighter transformer that will 
need little maintenance. 


severe at- 


In addition, 
there can be no explosion or fire 
hazard. Use of organic materials such 
as ordinary buty] for outdoor insulation 
has up to now been limited to lower 
voltages, because they could not take 
the high electrical discharges. 

e What to Watch. Of particular inte: 
est is that the specific additive which 
gives these characteristics is not limited 
to butyl rubber alone. G. E. has 
found the additive to be equally suc 
cessful when with 


used phenolics, 


Insulation Developed 


polyester, and epoxide resins, which 
should affect greatly the future design 
of all types of electrical equipment 
However, the company at present 1s 
concentrating on Hy-Bute/60 

To make these materials non-track 
ing requires only a small amount of 
G. E.'s special additive to the basic 
plastic or rubber during the compound 
Che additive does not 
the 
the dielectric strength, the mechanical 


ing operation 


significantly change appearance, 
properties of the base materials, nor 


the When the 


the non-tracking additive is subjected 


price material using 


to severe surface sparking, the additive 


starts an oxidation reaction in which 


the 


formed 


oxides of carbon ar 
No free carbon is formed on 
surface. 


gascous 


the 
salt 
the 


new modified butyl rubber showed no 


In tests conducted in extrem 
fog atmosphere (see illustration), 
ill effects after several thousand hours 
Under the same conditions, porcelain 
than 


100 hours as a result of thermal shocl 


insulations disintegrated in les 


caused by parking 


s. dll 


CURRENT TRANSFORMER, insulated with a new non-tracking, butyl rubber material, 


is being removed from salt-fog test chamber after 1400 hours at full voltage 


New 


additive is being tested with phenolics, polyester, and epoxide resins 
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TECHNICAL NEWS 


LARGE COIL WOUND with new anodized aluminum strip conductor is for 10 KVA 
transformer. The anodizing serves as an insulating material. Smaller contactor coils 
are wound with bare aluminum foil and polyester film insulation. 


Aluminum Foil Replaces Wire 
In Coil Winding 
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CHARACTERISTICS of a 10 KVA aluminum transformer wound in the same physical 
size as a square copper, double glass insulated unit. Result is almost identical electrical 
characteristics with half the weight. Exact prices for the coils have not been quoted, 
as yet, but with copper 15-20 cents more per pound than aluminum, Reynolds figures 
that it has a good market. Use of this material is not limited to transformers. 


Aluminum is making further inroads 
into the electrical field, with the an- 
nouncement by the Reynolds Metals 
Co. that it is winding coils with strips 
of aluminum foil instead of with the 
conventional wire. With this new 
method, Reynolds expects the cost of 
coils used in transformers, solenoids, 
and some motors to be substantially 
reduced. Further, the aluminum 
coil weight is about one-half that of 
a comparable copper unit. 

Key to the new winding technique 
is an anodic coating built up on the 
aluminum strip to a thickness of from 
0.0001 to 0.0003 inch. This anodic 
film serves as an insulation for the 
strips wound into a coil, and replaces 
the paper, glass or other insulation 
normally used with wire coils. In ad- 
dition, with the melting point of the 
aluminum oxide 3,600 F, the windings 
are not limited to the temperature 
rise normally associated with organic 
insulations. Of interest are the good 
heat dissipation characteristics con- 
nected with this type of winding. As 
each turn of the coil is exposed to 
the outside of the coil, it eliminates 
the hot spots inside, as well as the 
cooling ducts usually left in the in- 
terior for the elimination of heat. 

The use of anodized film on magnet 
wite has been considered for some 
time, but with wire there are draw 
backs. The anodized film is not 
ductile and cracks when the wire is 
bent, causing extrusion of metal 
through cracks on the inside radius. 
By changing to an anodized strip, this 
crazing is greatly reduced. Also, the 
flat strip eliminates the voids left by 
round conductors. 

Reynolds has one particular appli- 
cation in mind for this type trans- 
former—that used at each home. With 
the increased consumption of power 
in each house, a transformer placed 
in each home would step the voltage 
down from 480 to 240 and 120 volts, 
without larger distribution conductors. 
A 3 to 7 KVA unit would be used. 

Small transformers using this tech 
nique are already being adapted for 
aircraft use. Reynolds also said that 
the anodized strip could be used in 
oil-filled transformers as well, but that 
the temperature of the unit would be 
limited. However, the anodized strip 
cannot be used without further insula 
tion for power type capacitors. 
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High-Speed Cutting of Non-Ferrous Metals 


Something new in the light metal 
fabrication field is a gas-shielded arc 
process for the high speed cutting of 
non-ferrous metals. Nonexistent in the 
nonferrous metal field up until now, 
the new process will cut 4 in. alumi- 
num plate at a rate of 300 in. per 
minute, while producing a smooth, 
saw-like cut. 

Called Heliarc cutting and devel 
oped by Linde Air Products Co., Div. 
of Union Carbide & Carbon Corp., the 
process employs a very high tempera- 
ture, high velocity constricted arc be 
tween a tungsten electrode and the 
piece to be cut. The arc stream re- 
moves the molten metal, and the gas 
atmosphere prevents oxidation of the 
cut face. As the Heliarc process is 
adaptable to mechanized or manual 
operations, it can be used for curve, 
circle, and pattern cutting, as well as 
straight line, edge, and level cutting. 
Until now, band saws and planers 
have been used for cutting or edge 
preparing of non-ferrous metals, but 
for the most part have been limited 
to straight-line cuts. 

Cutting speeds of aluminum using 
mechanized process, are: + in. mate- 
rial, 300 in. per min.; 4 in. material, 
125 in. per min.; 3 in. material, 75 in. 
per min.; and | in. metal, 50 in. per 
minute. With manual cutting, the 
speed is about 60 in. per minute. 
Linde compares these figures to those 
in the fabrication of aluminum tank 
cars made of @ in. plate where the 
average hand-cutting speed is about 
one inch per min. using a combination 
of burning and chipping, or drilling 
and chipping. With a planer, in- 
cluding set-up and handling time, the 
speed is about 10 in. per minute. 

e Arc Starting. Two methods are used 
with the new process. In mechanized 
cutting, a standard high-frequency unit 
is used with the pilot circuit to initi- 
ate the cutting arc. In manual cut- 
ting, a pilot arc in an argon atmos- 
phere is used for starting the cutting 
arc. It was found that the strength 
of the high-frequency unit had an 
influence on the reproducibility of 
starting when long arc lengths were 
used. Good starting was obtained 
using a nozzle-to-work distance of 
about } inch. Also, the initial impluse 
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AFTER CUTTING with the new Heliarc process, the edges of these aluminum pieces 
look like this. Top piece is } in. thick, and was cut at a rate of 300 in. per min., 
using 320 amp. and 70 volts. Bottom piece is one-inch thick, and was cut at 50 in 
per min., using 320 amp. and 80 volts 


MANUAL CUTTING OF ALUMINUM. Design of torch is only slightly different 
from that used in Heliarc welding. A new collet and collet body have been made, 
plus a different type of nozzle with a replaceable insert. An electric circuit called the 
“pilot-arc” circuit, which initiates the cutting arc, has been added. 
circuit limits the current from the power supply to the nozzle. 


A resistor in this 


With manual cutting, the best mix 
ture is about 80 per cent argon and 
20 per cent hydrogen. The lowe: 
hydrogen provides a greater tolerance 
for variation in arc length. Here pure 
argon is used for initiating and main 
taining a pilot arc, before the starting 
of the cutting are. 


of the high frequency unit must con- 
tact the edge of the plate to get re- 
liable starting. Experiments have 
shown that best results are obtained 
when using a mixture of 65 per cent 
argon and 35 per cent hydrogen for 
mechanized cutting. With this mix- 
ture a high arc voltage is developed. 
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TECHNICAL NEWS 


THE NEWS IN PICTURES 


BELL TELEPHONE’S SOLAR BATTERY being used near 
Americus, Georgia, in a series of experiments to develop more 
and better rural telephone service. The battery shown here is 
encased in an aluminum housing less than a yard square. It 
contains 432 silicon cells, cushioned in oil, and covered by glass. 
The cells can convert up to 11 per cent of the sun’s energy 
directly into electrical power, and can deliver power at the 
rate of 100 watts per sq. yard of effective surface. Excess 





current from the solar unit not needed for immediately telephone 
use feeds into a storage battery (above) which provides power 
at night and over periods of bad weather. Even in poor light, 
the solar battery will charge the storage battery, but at a lower 
rate. This new system uses transistors instead of vacuum tubes, 
plus the “carrier” principle which allows several conversations 
to be sent simultaneously over a single pair of wires. Each con- 
versation is sent at a different frequency. 


LOOKING LIKE HE HAS HIS OWN 
FLAPPERS, this latest method of 
emergency escape permits a high al- 
titude abandonment of a supersonic 
aircraft. The seat is ejected downward, 
and is stabilized in an upright position 
by the two fins. The pilot rides the 
seat down to 15,000 ft. where the seat 
is detached and the pilot drops the 
rest of the way by parachute At a 
lower altitude the pilot and chute are 
cleared from the seat within three sec- 
onds. Design of ejection seat is a re- 
sult of tests of a full-sized seat on a 
high speed track at Edwards Air Force 
Base. Seat also contains the plane's 
complete oxygen system which stays 
with the pilot until he is detached 
from the seat. A special oxygen quick 
disconnect fitting, using permanent 
magnets to give a firm seal, was de- 
signed when wind tunnel tests showed 
that the standard fittings could not 
carry the high air loads. 
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SHROUDS OF TITANIUM used to 
cover and insulate the engine of Con- 
vair's F-102A Air Force interceptor 
from the rest of the fuselage. Until 
now, shrouds have been made of a 
smooth sheet titanium (background) 
that was subject to wrinkles. A dim- 
pled, stronger surface is now used, 
and is thinner than the sheet titanium 
used previously. Seam and spot welds 
are used, eliminating rivets, for a 
further weight reduction. The F-102A 
will be the first plane in which the 
new material is used. 


THE INSIDE OF THE WATER TANK at the Royal Aircraft fuselage balloon test; however, pressurization loads are applied 
Establishment at Farnborough, England. Last year a model of to duplicate in-flight conditions. Specially fitted holes permit 
the ill-fated Comet was tested here to determine the cause of the wings to extend outside where hydraulic jacks apply wing 
numerous crashes. Tank is made of 4 ft. square steel panels loads. Shown here is the fuselage of the Bristol Britannia, a 
bolted together, and holds 250,000 gallons. It is a standard plane to be used on BOAC’s North Atlantic route 
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TECHNICAL NEWS 








Temperatures Maintained Near Absolute Zero 


Claimed to maintain lower tempera- 
tures than any previous apparatus, this 
new-type refrigerator gets to within a 
few tenths of a degree of absolute 
zero (—459.6 F). Quite a departure 
from ordinary systems, this maclrine 
has no moving parts nor flowing fluids. 
Instead, it uses a plastic capsule.3 in. 
long, which contains a special chemi- 
cal salt (a para magnetic substance 
of iron sulphate, or a variety of other 
sulphates are used) as a refrigerant. 
Operation of the device is controlled 
entirely by external magnetic fields, 
and is based on the cyclic principle 
of magnetic cooling as originated by 
Dr. John G. Daunt and Dr. Clifford 
V. Heer of the Ohio State University. 

This principle—that certain materials 
will warm up when magnetized and 
cool when demagnetized—has been 
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used for several years, but this appa- 
ratus is said to be the first that has 
been able to maintain the low tem- 
peratures for long periods of time. 
Previous equipment would warm up 
right after the temperature was 
reached. In illustration, refrigerated 
space is thin tube. 

Made by “Arthur D. Little, Inc, 30 
Memorial Drive, Cambridge, Mass., 
the magnetic refrigerator is regarded 
as the first commercial application of 
the phenomenon called “supercon- 
ductivity.” This is a change that 
some metals undergo at very low tem- 
peratures, and lose all resistance to 
electric current. At the same time, 
metals in the superconducting state 
act essentially as thermal insulators, 
but conduct heat easily when not 
showing the superconducting effect. 


Manufacturers 
Too Talkative 





The Pentagon still feels that too much 
talk by industry is aiding the enemy. 

The latest edict from Sec. of De- 
fense Wilson is that all companies 
producing items for the Armed Services 
should be careful about making public 
any economic and technical infor- 
mation, even though it bears no mili- 
tary secrecy label. Mr. Wilson said 
that while such data may be un- 
classified from the military standpoint, 
it could be assembled into a pattern 
that would help the enemy measure 
this country’s strategic intentions. 

Management should be encouraged 
by the Armed Services to exercise 
caution prior to the release of such 
unclassified information in press re- 
leases, advertisements, notices to 
stockholders, brochures and annual or 
quarterly reports. Specifically, infor- 
mation about contract awards, vulner- 
able points in a plant, details of plant 
expansion plans, production methods, 
production rates and capacity, sources 
of power and other utilities, research 
and development data, and plant secu- 
rity measures. 


Briefs 


A patent for making refractory electri- 
cal contacts in a new way has been 
granted to G. L. Williamson of the 
Gibson Electric Co., Pittsburgh, Pa. 
The refractory materials used in the 
contacts are tungsten, molybdenum, 
or their carbides. The new process 
involves pressing powdered refractory 
material into a briquette, sintering the 
compressed material, placing silver 
in contact with one face of the 
briquette and putting a weldable 
metallic ferrous backing in contact 
with one face of the impregnating 
conducting material. The assembly 
in then placed in a furnace; simultane- 
ously impregnating the refractory 
inaterial with the conducting mate- 
rial, and bonding the backing to the 
impregnated contact. Mr. William- 
son says that the new method is less 
costly, less time-consuming, and more 
effective than other methods of mak- 
ing contacts for spot-welding. 





New Stainless steel alloys made with 
manganese instead of nickel have been 
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announced by Allegheny Ludlum Steel 
Corporation. The continuing shortage 
of nickel has forced this move. The 
latest sheet and strip alloy available 
has a composition of 17 per cent 
chromium, 4 per cent nickel, and 6 
per cent manganese. ‘This alloy has 
the high strength, corrosion resist- 
ance, and formability of the type 301, 
17 per cent chromium, 7 per cent 
nickel material. The AL 174-6 has 
been assigned AISI type 201. An- 
other stainless nickel saving alloy has 
18 per cent chromium, 5 per cent 
nickel, and 8 per cent manganese. 
Called AISI type 202, it is an austen- 
itic alloy developed as an alternate for 
type 302. Manganese reduces the 
resistance to oxidation at high tem- 
peratures; therefore, type 202 is not 
recommended for applications above 
1500 F. Research on other alternates 
is underway. 


Big Wind at 
University of California 


Operation of the world’s largest super- 
sonic, high altitude wind tunnel will 
permit the study of objects traveling 
more than six times the speed of sound 
at from 20 to 80 miles above the earth. 
This is higher than man has ever 
“flown” in the laboratory. The new 
wind tunnel is located at the Univer- 
sity of California’s Engineering Field 
Station in Richmond, Calif., with 
the support for the research coming 
from the Office of Naval Research, 
the National Advisory Committee for 
Aeronautics, the Office of Scientific 
Research, and the Air Research and 
Development Command of the U. S. 
Air Force. 

e How it Works. The tunnel is 20 
ft long and three feet in diameter, and 
consists of two vacuum chambers 
separated by a tapered nozzle 6 in. in 
diameter. It is at this point that the 
supersonic air flow is produced. Two 
large steam ejector vacuum pumps 
powered by a 350 hp. boiler pull air 
through the nozzle, (where the test 
models are located) at the rate of 50 
Ib. per hour. 

The vacuum pump maintains a pres- 
sure of 1/100 of an atmosphere in 
one chamber, and 1/10,000 of an at- 
mosphere in the other. This differ- 
ence in pressure produces the continu- 
ous supersonic flow of air through the 


nozzle, The tunnel is different from 
other wind tunnels in that it has no 
large fans to blow air at supersonic 
speeds over the models. However, 
these fans cannot simulate the high 
altitudes possible with the new vacuum 
wind tunnel at the Univ. of California. 

It was learned that a projectile flying 
at many times the speed of sound gets 
hotter at very high altitudes than it 
does when flying at a low altitude. 
This was unexpected because the heat 
producing forces of dense air at low 


altitudes are greater than in rarified 
atmosphere. ‘This was explained re 
cently when it was found that thin 
air is more viscous than air masses 
at low altitudes, and that the heat 
caused by friction in the stratospherc 
cannot be conducted away as easily 

It is expected that the speed of the 
supersonic air stream will be increased 
in future tests. This will permit the 
use of larger nozzles, and consequently 
larger test models which will yield 
more refined data. 


Small, Powerful Wafer Cell 
Used in Dry Batteries 


The “wafer cell,” Burgess Battery Co.’s 
new sandwich of artificial m mganese 
dioxide mix between small disks of flat 
zinc and carbon electrodes, is making 
possible a 30 per cent increase in bat- 
tery power life, while eliminating 
many hand operations from cell man- 
ufacturing. The cell is a third more 
powerful than conventional flat cells, 
is made entirely by machine, and is 
sealed in an pliofilm envelope, and 
heat sealed. By stacking 13 of these 
cells in a column (see photo), wrapping 
in plastic, and sealing in a leakproof 
aluminum tube, it produces the 224 
volt battery at right. 

Welded or soldered wire connec- 
tions are not necessary because of a 
new conductive silver wax intercell 
connection developed by Burgess. The 
wax is applied to the positive and 
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negative sides of the cell before it 
is stacked in a column. The wax will 
yield and mold itself to any shape 
between the cell necessary to make an 
electrical contact. As an example of 
small size, the U200 battery made 
from the cells provides over 300 v in 
less than 20 cu. in. of space. 

In the 224 v model, mylar film 
is used as the insulating cell stack 
wrap instead of paper tape. Features 
of the wafer cell are: elimination of 
leakage between cells; good inter-cell 
connections; and the ability to age 
and test each cell individually before it 
is used in completed batteries. 

The batteries will be used in hear- 
ing aids, pocket radios and recording 
devices, geiger counters, photo flash 
and transistor circuit elec- 
instruments. 


cameras, 
tronic 
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Low-Speed, High Pressure V-Type Diesel 


Worthington Corporation’s new 16- 
cylinder V-engine, which will develop 
twice as much power as present diesels 
of the same weight and dimensions. 
Known as the SW-14 line, the engine 
is a high pressure turbo-supercharged, 
four-cycle design rated from 1360 to 
5000 hp at 450 rpm. The engine is 
claimed to be the only low speed 
high pressure engine in the U. S. de- 
signed for a capacity exceeding 200 
Engine is available in 6, 
and 16 cylinders. 

leature of the SW-14 is its inter- 


psi bmep. 
3. 


changeability of major parts between 
the in-line and the V-engines, such 
as cylinders, heads, rods, pistons, 
bearings, and fuel injection equipment. 
User will not have to stock different 
spare parts to service both engines. 
Engine also has a 5-inch heavy cam- 
shaft, and removable cylinder liners 
with cast-in water jackets. Discharge 
pressure is 8-10 psi. permitting a small 
air after cooler and reducing cooling 
water requirements. Engine can be 
used as oil diesel, dual fuel diesel, or 
spark ignition gas. 





New Muffler Uses 
No Baffles 





in an attempt to cut down the back 
pressure caused by conventional type 
automotive mufflers, E. J. Hall of 
Australia suggests his new device as 
means for increasing the available 
power output of an engine. In the 
new silencer there are no baffles—only 
a cylindrical casing designed to receive 
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the exhaust gases at one end, and a 
similar design at the discharge end. 
Inside the casing is a rotating shaft 
on which are mounted four fan units 
(more can be used if necessary). Each 
fan has four blades set in such a way 
that the blades of each are in line with 
the spaces between adjacent blades 
in the next unit. The bearings sup- 
porting the shaft are mounted away 
from the hot zone. 
When exhaust is passed through the 





casing, the fans rotate at a high speed, 
but still producing the necessary 
silencing effect. As a result, according 
to Hall, there is a lack of material 
back pressure, because: even though 
the power of the exhaust docs not act 
directly on the fans, the fans when 
rotating, create a suction which bal 
ances the power absorption. 


Plymouth Designs, 
And Drops, a V-6 


In the past few months there have 
been whispers about a V-6 engine 
which was to appear in later models of 
the 1956 Plymouth. However, the 
lastest word is that it has been dropped 
—apparently for good. 

An official in the engineering de- 
partment says that Plymouth has been 
toying with a V-6 for some time, and 
likes the idea very In fact, 
he claims that it is better than any 
L-head 6-cylinder engine. But the de 


much. 


mand for V-8 engines and high horse- 
power has made the expensive tool- 
ing-up for a V-6 an unsound venture. 
Ford, for example, makes and sells less 
than 15 per cent of its total production 
in 6-cylinder engines. Plymouth feels 
that the same ratio would hold true 
for them, too. The automotive gas 
turbine, just around the comer, also 
makes a V-6 an uneconomical idea. 

Plymouth said that the problem 
of an unbalanced engine of a V-6 was 
overcome with a balanced shaft simi- 
lar to the cam shaft. 


High Frequency Transistor 
Bell Telephone Labs has reported that 


a new record has been achieved in the 
operation of transistors at high fre- 
quencies, with their experimental 
“junction tetrode”’ transistors gener- 
ating more than a billion oscillations 
per second. This was accomplished by 
the addition of a fourth electrode to 
the basic junction transistor. 

The earlier transistor is a_ three- 
layer “sandwich” of germanium sealed 
in a metal can. The outside layers are 
of n-type (negative) germanium, and 
the central layer is of p-type (positive). 

This new transistor will allow hun- 
dreds of telephone conversations to be 
carried over a single pair of wires at 
one time. 
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COMING EVENTS 


NOV. 7-9 


Eastern Joint Computer Confer- 
ence, Hotel Statler, Boston, Mass. 
Subjects of the Various Sessions are: 
Computers in Basic Business Appli- 
cations; Operations Control With An 
Electronic Computer; Manual Use of 
Automatic Records; Document Proc- 
essing; Trends in Design; 
Communication & Compatibility 
Among Electronic Computers in 
Business and Industrial Use. 


System 


NOV. 9, 10 


Fuels & Lubricants Meeting of the 
Society of Automotive Engineers, at 
the Bellevue-Stratford, Philadelphia, 
Pa. Subjects: Engine Deposits; Fuel 
Injection; and Engine Requirements, 
octane numbers, and gasoline volatil- 
ity. 


NOV. 13-18 


Diamond Jubilee Annual Meeting of 
the ASME at the Congress, Conrad 
Hilton and Sheraton-Blackstone Ho- 
tels in Chicago, Ill. Special features 
commemorating ASME’s 75th anni- 
versary have been planned. More than 
300 technical papers at 110 sessions 
have been scheduled covering a vari- 
ety of subjects. At the Aviation Div. 
meeting, there will be a disussion of 
the heavy press program, past, present, 
and future. The Aviation meeting 
will consist of two sessions, both to 
be held on Nov. 14th. 

The American Rocket Society, cele- 
‘brating its 25th Anniversary, is hold- 
ing its sessions within the ASME 
meeting. In addition to the meeting, 
the “Exposition of Power and Me- 
chanical Engineering”’ will be held at 
the Chicago Coliseum. Among the 
highlights of the exposition will be a 
series of papers by the Nuclear Engi- 
neering Div. of the ASME. 


NOV. 14-17 


Second International Automation 
Exposition at the Navy Pier, Chicago, 
Illinois. Products on display will in- 
clude all components and equipment 
necessary to automate any process in 
an office or plant, from automatic as- 
sembly, handling, and data processing 





equipment, to subminiature relays and 
switches. Besides the 200 exhibiting 
manufacturers, there will be two lec- 
ture—demonstration clinics, 
Electronic Computers, and one on 


one on 
Conveyor Automation. There will be 
a 2-day “Senior Officer Conference on 
Office Automation” sponsored by the 
Univ. of Chicago. More details on 
registration and exhibits from: Richard 
Rimbach Associates, Inc., 845 Ridge 
Ave., Pittsburgh 12, Pa. 


NOV. 16-18 


Society of Experimental Stress 
Analysis, Annual Meeting, Hotel 
Sheraton, Chicago, Ill. For further in 
formation write to Dr. W. M. Mur 
ray, Society for Experimental Stress 
Analysis, P. O. Box 168, Cambridge 
39, Massachusetts. 


DEC. 5-9 


Exposition of Chemical Industries, 
Silver Anniversary, at the Commercial 
Museum and Convention Hall, Phila- 
delphia, Pa. Displays will include 
varieties of machinery and such ap 
paratus as tanks, conveyors and pres 
sure vessels needed in the processing of 
raw materials and synthetic substances; 
the chemical treatment of plating and 
coating, and others. Another group 
will applications of 
and plastics in 


show the new 
metals and ceramics, 


the processing field. 


DEC. 10-17 


Nuclear Congress & Atomic Exposi- 


Cleveland, Ohio. Under the 
the Engineers Joint 
Council and eight other organizations, 
there will be about 300 papers cover 
ing practically every phase of nuclear 
development, such as: engineering and 
scientific insurance, legal, 
safety, disposal, location of 
atomic power plants, and other prob- 
lems. 


tion, 
leadership of 


phases, 
waste 


JAN. 9-10, 1956 


Reliability and Quality Control, 
Second National Symposium, Hotel 
Statler, Washington, D. C. Sponsored 
by the Institute of Radio Engineers 
and the American Society for Quality 
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Control. A few subjects: Quality Con 
trol & Automation, Reliability of 
Complex Commercial Equipment; 
Reliability of Weapons Systems; ‘The 
Control Chart Applied to Field Fail 
ure Data; An Approach to the Study 
of System Reliability; High Reliability 
vs. Cost of Equipment & Parts; Ad 
vances in Tube Reliability; Control 
ling Relay Characteristics; and The 
Problems of Duplicating Operating 
Environments in Practical ‘Tests. 


JAN. 18-20, 1956 


1956 Society of Plastics Engineers 
Conference, Hotel Statler, Cleveland, 
Ohio. Registration will begin on the 
17th with the talks starting Wednes 
day the 18th and extending through 
Friday. Subjects to be covered are 
Injection Molding Technique and Ma 
chinery; Compression and ‘Transfer 
l'echnique and Machinery; Extrusion; 
Calendering and Casting; Reinforce 
fibers, cloth, 
Foams; Physical Properties; Research; 
l'ools & Molds; Defense Applications 
of Plastics; Automotive Aircraft 
Applications; and Rigid Plastics, ap 


plication and processing. 


ment by elastomers; 


and 


JAN. 23-26, 1956 


7th Plant Maintenance & Engineer- 
ing Show, Convention Hall, Philadel 
phia, Pa. At the same time, the Plant 
Maintenance & Engineering Confer 
ence will be presented. About 400 
exhibitors are expected at the show, 
with products shown covering the 
maintenance in every kind of industry 


FEB. 7-9 


llth Annual SPI Reinforced Plas- 
tics Div. Conference, Hotel Chalfonte 
Haddon Hall, Atlantic City, N. J 
Subject of symposium to be Fatigue 
and Creep-Rupture of Reinforced plas 
tics. The symposium will bring to 
gether speakers with the latest infor 
mation and pointing up areas needing 
further investigation. The lack of 
knowledge of long-time loading effects 
on plastic containing strong fibrous 
reinforcements such as glass, has be 
come evident with the increasing ap 
plication of these materials to aircraft 
parts, building construction, pipes, and 
tanks. Authors who wish to submit 
papers should send abstracts to: C. R. 
Stock, American Cyanamid Co., Stam- 
ford, Connecticut. 
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you can oe the advantages of 


plug mounting 


in all these Automatic Electric Z 





relays 


CLASS A: 
The “all-purpose” relay for use where first 
cost is important. Gives long, dependable 
service. Size: 4¥e" x 2%" x 17". 











CLASS B: 
Made for extremes of long service life and 
dependability — often exceeding 400 mil- 
lion operations! Size: 4%" x 2%" x 1%". 








CLASS F: 
Low operating power makes this relay espe- 
cially desirable in a.c. circuits where relays 
function without specified operate or release 
time delays. Size: 4%” x 11546" x 1%”. 





CLASS 5S: 
Made for exacting miniature requirements. 
Used in aircraft where resistance to shock 
and vibration is needed in a small, light, 
reliable relay. (For printed circuit applica- 
tions—see below.) Size: 294.” x 2” x 1%". 








CLASS Z: 
Provides maximum timing in a “small-as- 
possible,” low-cost relay. Compact, light, 


resistant to shock and vibration. Size: 314” 
x 2%" x 143)". 








“PLUG-IN” RELAY FOR PRINTED CIRCUITS. 


Design of coil and spring terminals permits 
direct insertion into printed circuits with 
high-conductance connections, easily sol- 
dered. Bearing design gives up to 120 
million operations without readjustment or 
relubrication. Size: 1%" x 154"-1%" (de- 
pending uponnumber of contact springs) x1”. 
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For any application, you can choose an Automatic 
Electric relay—a top-quality relay in every way—with 
the additional advantages of plug mounting: 
Minimized inventory—When you standardize on 
plug-in relays, you can often interchange the same 
basic relay in many models of your equipment. Thus, 
you make substantial savings by reducing your inven- 
tory costs, speeding assembly. 

Fast, simplified inspection and maintenance — Plug- 
in relays permit periodic bench inspections with almost 
no “down time”’ involved. Entire banks of relays can be 
removed for testing, and then replaced, in seconds. 


Simplified replacement— Plug-mounted relays can be 
replaced quickly and easily at otherwise inaccessible 
points in your equipment. Even an unskilled service 
man can replace relays in a matter of seconds without 
tampering with circuit wiring. 

You can select Automatic Electric plug-in relays from 
five basic types and thousands of individual assemblies. 


Send for Relay Circulars 1800 — 1804 —They give 
complete specifications, dimensional drawings, and help- 
ful information. Address Automatic Electric Sales Cor- 
poration, 1033 West Van Buren Street, (HAymarket 
1-4300) Chicago 7, Illinois. In Canada: Automatic Elec- 
tric Sales (Canada) Ltd., Toronto. Offices in principal 


cities. 


TAN 
AUTOMATIE a ELECTRIC 








Product Engineering — November, 1955 








PRODUCT ENGINEERING 


REFERENCE BOOK SHEET 


Nomographs Relating Hydraulic, 


Pneumatic and Electrical Energy 


A. 


E. MAINE 


DeHavilland Aircraft of Canada, Ltd 


1. PNEUMATIC TO ELECTRICAL ENERGY 

The chart in Fig. 1 calculates the air flow required 
to provide a given amount of electrical or mechanical 
power. ‘The efficiency scales does not go beyond 50 
per cent because most pneumatic devices have efficien 
cies within this range. For example, usual values for 
impluse turbines are from 5 to 40 per cent. 


The expression upon which the chart is based is 


2 or Y A K ‘) 


€ 


x 100 


Where 
= power in kilowatts 
flow in lb per min 
pressure ratio 
. = specific heat retio (1.4 for air 
e = efficiency factor 


2. HYDRAULIC TO ELECTRICAL ENERGY 


The chart in Fig. 2 will simplify estimating the flows 
needed to supply a given amount of electrical power at 
a given pressure. The flow scale is in Imperial gallons. 

(Multiply by 1.205 to convert to U. S. gallons.) 


The equation for the chart is 


: FP. 
W = —— 
K 
= equivalent power in kilowatts 
= flow in Imperial gallons per hr 
pressure in lb per sq in. 
constant = 115 


efficiency of conversion from hydraulic to mechanical 
power 
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EXAMPLI 


Find the air consumption for an output of 120 watts 
from an impulse turbine generator operating’ at a feed 
pressure of 50 psi gage with an over-all efficiency of 20 
per cent. 

The pressure ratio at sea level is 14.7/(14.7 
which ~~ 0.227. A line is drawn from this point on 
scale A to 20 per cent on scale E noting the inter 
section with reference line C. Connecting this inter 
section with 120 watts on scale B yields 0.79 Ib/min on 
scale D. For larger air flows and powers, the range of 
the nomogram is simply extended by multiplying the 
B and D scales by a common factor. 








EXAMPLE 


Estimate the flow required for a hydraulic motor to 
eventually deliver 80 watts at a supply pressure of 300 
psi, a back pressure of 40 psi and an efficiency of 30 per 
cent, 

The pressure drop across the motor is 300 — 40 = 260 
psi. This point on scale E is connected with 80 watts 
(0.08 kw) on scale A. The intersection on reference 
line C is joined to 30 per cent on scale D. On scale B, 
the required flow is 118 gal/hr = 9.07 in. */sec. 





(continued on page 213) 
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4 vsr—4302 


Pedal Valve 


















VSG—4322 
V4 NPT 4-way 
Solenoid Valve 
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vVSC—4302 
V4 NPT 4-way 
Cam Valve 


Series “A” e 
3-way Valve 





VSH—3301 
VY NPT 3-way 
Hand Valve 






vsP—3701 > 
1 NPT 3-way 
Pilot Valve 
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V4 NPT 4-way 















































Because VERSA has a 
Stock Control Valve to fit 
your exact specifications 


.-- Youll Save Money! ~ 


40,000 MODELS 


From more than 40,000 models, Versa can 
supply you with a stock valve to fit ANY low 
or intermediate pressure hydraulic or pnevu- 
matic contro! need. 

This vast selection eliminates design delays, 
costly special tooling, difficult mounting pro- 
cedures and bulky space wasting attach- 
ments. 







BASIC TYPES IN ALL SIZES 


Four body types, 2-way, 3-way, 4-way and 
5-way, with either side ports or manifold 
ports, form the basic VERSA VALVE line. 
These types graduate in size: Vs, Ys, %, 2, 
%, and 1 NPT. 










ACTUATION FOR EVERY NEED 


Over twenty Versa actuating devices can be 
used at one or both ends of Versa Valve 
bodies in a multitude of combinations. 


DESIGNED FOR LONGER LIFE 


The functional clean straight line design, 
utilizing balanced pressure action, standard 
“O” ring packings and full capacity flow pas- 
sages are built-in guarantees for millions of 
trouble-free operational cycles. All actuation 
devices and side ports are clear of the flat 
base to insure fast installation. 


















EASY MAINTENANCE 


With only common hand tools, any VERSA 
VALVE can be taken apart in a matter of 
seconds and serviced without disturbing 
pressure lines or connections. All inter- 
changeable parts keep down time on VERSA 
VALVES to a minimum, 


FREE CATALOG 


The line 
VERSA VALVES is fully 


explained in ovr new 










entire of 








a 












VSP—4312 comprehensive folder 
lear No. 14. For your free 
Pilot copy, write to Dept. E 
Valve 


at the address below. 


FOR EFFICIENT 
CONTROL OF AIR, 
Oil AND WATER 


ERSA PRODUCTS COMPANY, INCORPORATED 





249 SCHOLES STREET BROOKLYN 6, N. ¥. 
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PRODUCT ENGINEERING - REFERENCE BOOK SHEET 


Nomographs Relating Hydraulic, Pneumatic and Electrical Energy (continued from page 211) 
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> Up Clay, Piles Up Records 








af Newark, Delaware... Chrysler-powered Sweeper 
puts in full time keeping army tanks rolling 




















Clay can’t stop a General Patton. But at the govern- test track clean, their paved streets clear of debris. The 
ment tank plant at Newark, Delaware, clay from tank job is a big one. . . it keeps the sweeper in operation 
tracks cannot be allowed to accumulate. If it piles up eight hours a day, five or six days a week. Clay flattened 
on the test track, clay and mud might complicate test out onto a concrete track is difficult to remove and 
operations. And that’s where the sweeper comes in. the sweeper’s double gutter brooms work hard. 

For three years now, the Newark Plant has relied The Newark Tank Plant’s Wayne Sweeper has trav- 
upon a single Wayne Sweeper to keep their mile-long elled some 46,000 miles in the performance of its job 


and is still going strong. Its Chrysler Ind. 32—265 
cubic inch displacement engine has required nothing 
beyond routine maintenance care. Plant maintenance 
superintendent reports operating costs—gas and oil 
consumption—are light despite heavy operation. 
Here again we see demonstrated the kind of service 
users can—and do—expect from good equipment, 
Chrysler-powered. 
If you want to know more about Chrysler Engines 
as power for your equipment, write: 
Dept. 611, Industrial Engine Division, Chrysler Corporation, 
Trenton, Michigan. 





Chrysler Ind. 32 Engine 
265 cubic inch 
displacement 


2% 
"One-Man Sanitation Department”... that’s what 
they call the Wayne Sweeper at Newark, Delaware Tank Plant. 
Chrysler Ind. 32 Engine equipped with heavy-duty four-speed 
transmission powers brushes, hopper-filling mechanism, and travels 
the sweeper at traffic speeds. Sweeper is a product of the Wayne 
Manufacturing Co., Pomona, California. 
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Gollions per minute 


60 80 100 





200 400 
Viscosity SSU 


1,000 2,000 3000 


Two-Stage, Cleanable Micronic Filter 


A cleanable micronic filter has been 
announced which minimizes pressure 
drops and eliminates use of replace- 
ment-type cartridges. This filter uses 
the principal of metal edge-type filtra- 
tion. Applications are expected par- 
ticularly in fluid power equipment, in- 
ternal combustion engines, machine 
tools and industrial machinery, proc- 
essing lines. 

The filter element is composed of 
alternately stacked large and small di- 
amater disks of the same thickness. 
Material of construction can be either 
carbon or stainless steel. By grinding 
the outside diameter of the smaller 
(or minor) disk to close tolerances, 
one of three degrees of filtration 
are created between the outer ground 
surface of this smaller disk and the 
inside diameter of the larger (or 
major) disk. The three degrees of 
filtration provided are: 40 microns (ac- 
tually 37) 75 microns (0.003 in.) and 
0.005 in. 





Because of the filtering element's 
design, a second (or primary) filter is 
formed in the space (the 0.012 in. 
thickness of the minor disk) between 
the outer edges of the major disk. All 
larger particles are stopped by this 
primary barrier. This two-stage filter 
design accounts for the ability to han- 
dle dirt loads of varying character- 
istics without undue “loading” of the 
cartridge. 

Comparing this new filter with the 
normal replaceable cartridge type mi- 
cronic filter makes it apparent that 
size is the most readily apparent dif- 
ference. For example, the manufac- 
turer states that an average cartridge 
tvpe filter able to handle 30 gpm of 
clean 200 SSU oil at 2 psi pressure 
drop would be approximately 30 x 10 
in. dia. A single filter of the new, 
cleanable type would measure 15 x 6 
in. wide (or about six times smaller). 
It will handle the same flow under 
similar conditions. With only slightly 




















Minor 
disk 


Major disk 4 


Q 


PARTICLES 0.012 in. and larger are 
stopped by the outer edges of the major 
disk. Second stage edge-type filtration 
(down to 37 micron) is affected by the 
difference in the outside diameters of the 
major and minor disks. 
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higher pressure drop, the new filter is 
reported to handle 75 per cent more 
flow. 

Particles larger than 0.012 in. are 
stopped by the primary filter formed 
by the major disks; those larger than 
rated size are stopped by the minor 
disks. Each the 
stack fits the 0.012 in. slot 
between disks and_ bears 
against the outside diameter of the 
minor disk. All dirt is “plowed” or 
“combed” out when the disks are 
rotated against the cleaner blades. 

his rotation may be operated by 
hand or motor drive. If by hand, it 
is done as often as experience proves 
necessary. If by motor, it can be con- 
tinuous or according to any 
cvcle. 


cleaner blade in 
into 
major 


desired 


While replacement cartridges are 
done away with in this design, the 
new filter is said to eliminate or reduce 
cartridge replacement on secondary 
micronic fine tol- 
heavy dirt load are in- 
Standard models of the filter 
are available for built-in designs, which 


filters, where very 
erances Or a 
volved. 


do away with external piping. Cuno 
Engineering Corp., Meriden, Conn. 


For more information— 
Circle 1, inside back cover 


Motor-Driven 
Time Delay Relay 


A synchronous, motor-driven time 
delay relay has two pointers to indi- 
cate time setting and progress. Set- 
ting mechanism provides quick, easy 
adjustability over full dial range, even 
while timer is operating. A sealing-in 
contact permits timer operation from 
either momentary or sustained closure. 

Two single-pole, double-throw and 
one single-pole, single-throw heavy 
duty open-blade contacts provide posi- 
tive quick-make, quick-break opera- 
tion. Contacts, rated 15 amp at 125 
v, ac, are of silver cadmium oxide. 
Accuracy of Type 412 is within 4 of 
1 per cent of full scale. Repeat ac- 
curacy is within 4 of 1 per cent of full 
scale on timers with 30 sec and 


longer ranges; 4 of | per cent on 
The 
offered in 14 time ranges from 6 sec 
through 24 hr, in 115 and 220 v, 25, 
50 and 60 cps. R. W. Cramer Co., 
Inc., Centerbrook, Conn. 


shorter range units. timer is 


For more information— 
Circle 2, inside back cover 


Phase Converter 

Provides Balanced 

Single Phase Currents 
This the 


single or double squirrel cage, variable 


device permits use of 
speed, and two-speed, three-phase mo 
tors on a single-phase, 240-v line. Such 
static phase converters are not new, 
but the that 


whereas most converters on the market 


manufacturer claims 
draw dangerously excessive currents in 
three-phase motors, this design will 
eliminate this problem. 

his converter causes a voltage ris¢ 
due to of the circuit elements 
built into the unit. This voltage rise 


one 


offsets the voltage drop due to the in 
rush at starting. This tends to reduce 
light flicker. The new converting de 


SPECIFIED BY PRODUCT ENGINEERS 


vice is designed in accordance with 
horsepower ratings of different sizes 
and types of motors. However, it can 
be used in conjunction with several 
motors if at least two thirds of the 
connected load is started, operated 
and stopped simultaneously, and rat 
ings are not exceeded. The unit can 
be adjusted for lower capacity motors 
Che phase converter is built for 150, 
200 per cent and special high torque, 
for | to 30 hp motors are available 
System Analyzer Corp., 700 W. State 
St., Nokomis, Il. 
For more information— 
Circle 3, inside back cover 


Miniature Screws 


\ line of miniature socket cap and 
set screws, in diameters No. 0 through 
No. 3 is now being produced. Lengths 
from $ to 4 in. Cap and set 
manufactured in both 
coarse and fine series, unified threads, 
except No. 0 and No. | diameters, 
which are standard in fine series only 
Allen Mfg. Co., Hartford 2, Conn 

For more information— 
Circle 4, inside back cover 


run 
screws are 


Drafting Board Lamp 


A louvered shade on this lamp is 
reported to provide an upward glow 
of light that cuts down eyestrain by 
eliminating shadows and minimizing 
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contrasts. Six separate louvers are built 
into the top of the all-metal shade. A 
universal adjustment arrangement em 
ploys the gravity principle. Adjust 
ments are virtually unlimited and fric- 
tionless. 

This new drafting board fixture ex- 
from 12 in., min, to 37 in., 
max. A total of eight models in both 
fluorescent and incandescent types are 
included. Furies Lamp Div., General 
Lamps Mfg. Corp., Elwood, Ind. 


tends 


For more information— 
Circle 5, inside back cover 


Vinyl-Coated 
Embossed Steel 


available 
a fused yinyl coating, in any 


Ermbossed stecl is now 
with 
color. Patterns are deeply eimbossed 
by this manufacturer's method and 
remain unaffected by any of the stand 
ird fabrication techniques, including 
deep drawing. Available in coil o1 
sheet form up to 48 in. wide, the em 
bossing said to increase 
strength and stiffness up to 30 per 
cent 


process 1S 


Ihe vinyl coating, fused to the 
metal and hardened to a tough su 
face under about 100 tons pressure, 
is unaffected by forming, bending, 
punching or deepdrawing. Sun Steel 
Co., 1702 W. 74 Pl., Chicago 36, Il. 

For more information— 
Circle 6, inside back cover 


Filter for 
Hydraulic Systems 

\ filter for the hydraulic systems 
of large, high-speed machine tools is 


said to be capable of filtering micronic 
size particles at operating pressures of 


1000 psi. The new filter handles flow 
rates of up to 75 gpm. Made of resin- 
impregnated paper, the micronic filter 
clement is easily replaceable by remov- 
ing the snap ring holding the case 
cover in place. 

The case itself is of steel construc- 


tion and contain an O-ring seal in its 
head. At either end of the new hy 
draulic system filter’s case are 14 in. 
connections. Purolator Products, Inc., 
Rahway, N. J. 


For more information— 
Circle 7, inside back cover 


MECHANICAL COMPONENTS 


Lubricator For 
Small Machines 

An automatic lubricator with a 
newly designed, close-fitting ratchet 
drive provides centralized lubrication 
on small machines where a minimum 
of installation space is available, ac- 
cording to the manufacturer. The 
cyclic type lubricator will feed con- 
trolled amounts of oil to as many as 
25 bearing points on a machine. 
Measuring 2 x 3 x 43 in; the unit is 
designed to lubricate smal! complex 
mechanisms such as are found on cir- 
cular knitting machines, bench top 
presses, tabulating machines and test- 
ing machinery. 

Che new lubricator is powered by 
the machinery it lubricates. The ad- 
justable ratchet is attached to a shaft 
from a drive on the 
machine. Drive is transmitted through 
a series of reduction gears to a piston- 
type pump. The pump discharges oil 
at 30 psi into a distribution system 
tubing. Oil is transmitted 


convenient 


of dz in. 


through branch lines to meter-units at 
each bearing point, where oil is fil- 
tered and measured in exact amounts. 
The reservoir in the bottom of the 
unit has an 80 ce capacity, and the 
pump delivers 0.4 cc of oil per dis- 
charge. The lubricator is available 
with of four different sets of 
hobbed steel reduction gears, provid- 
ing reduction ratios ranging from 
100:1 to 2.25 million:1. Bijur Lubri- 
cating Corp., 151 W. Passaic St., 
Rochelle Park, N. J. 
For more information— 
Circle 8, inside back cover 


any 


Heat-Expanding Gasket 


When heat is applied (as when 
passed through a paint bake oven), 
the compound this gasket is made of 
expands to fill every contour of its 
confining area up to precontrolled 
limits, from 50 to 200 per cent. After 
expansion and _ vulcanization, the 
gasket retains its shape. Nor is there 
any loss of adhesion or flexibility, 
after the curing cycle, at temperatures 
as low as 0 F. Presstite Engineering 
Co., 3796 Chouteau Ave., St. Louis 
10, Mo. 


For more information— 
Circle 9, inside back cover 


Mastic Washers 
and Gaskets 


This mastic-type washer and gasket 
cold-flows into any annular space or 
void when pressure is applied. The 
amount of flow is controiled by the 
amount of material used. This factor 
is predetermined by matching the 
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HIGH-TENSILE STEEL 





ee 


You can design light weight, longer life, and 
economy into your products by including N-A-x 
HIGH-TENSILE in your plans. 


@ It is 50% stronger than mild steel. 
@ It is considerably more resistant to corrosion. 
@ It has greater paint adhesion with less undercoat 
corrosion. 
It has high fatigue life with great toughness. 
It has greater resistance to abrasion or wear. 
It is readily and easily welded by any process. 
It polishes to a high lustre at minimum cost. 


And with all these physical advantages over mild 
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carbon steel—it can be cold formed as readily into 
the most difficult shaped stamping 


When you next start to redesign, get the facts on 
N-A-X HIGH-TENSILE. It’s produced by Great Lakes 
Steel—long recognized specialists in flat-rolled steel] 
products. 


N-A-X Alloy Division 


GREAT LAKES STEEL CORPORATION 


Ecorse, Detroit 29, Mich. . A Unit of 


NATIONAL STEEL CORPORATION 
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right washer size and shape to the 
particular job. 

Adhesion to metal, glass and plastic 
is claimed, and the mastic will not get 
brittle or shrink with age. Useful 
40 F to 375 F. 
hese new washers and gaskets can 


trom 


be had in stock sizes and shapes, or in 
made-to-order sizes and shapes in 


quantities of 20,000 or more. Press- 


tite Engineering Co., 3796 Chouteau 
Ave., St. Louis 10, Mo. 


For more information— 
Circle 10, inside back cover 





Ball Bearings Up to 
t in. Shaft Dia 


Adaptable to shaft sizes up to 4 in. 
dia, these bearings incorporate a de 
sign principle which is said to cut 
installation time up to 78 per cent. 
Available in both standard and sealed 
models, the new bearings have pre- 
cision-ground balls and case-hardened 
races to withstand heavy radial loads. 
Intended for general purpose, low 
rpm applications. Freeway Washer & 
Stamping Co., 4911 Grant Ave., 
Cleveland 5, Ohio 


For more information— 
Circle 11, inside back cover 


Gear Box with Ratios 
From 4:1 to 12,000:1 


With a 
12.000:1. 


ratio of 4:1 to 
assemblies _pro- 
vide torque from 150 in-oz. to 200 
Applications 


range in 
these gear 


in-Oz. include servo 
mechanisms, computers, small actu 
ators and electronic components. 
Available in 145 and 
167, the gear boxes are designed so 
they can be mounted directly to small 
electric motors. If desired, they can 


also be supplied with an input shaft. 


two series, 


Weight ranges from 24 to 5 oz. The 
Series 145 is 1.45 x 1.5 in. long. 
Southwestern Industries, 5880 Cen- 
tinela Ave., Los Angeles 45, Calif. 


For more information— 
Circle 12, inside back cover 





Sub- Miniature 
Speed Reducer 


This device measures 0.937 in. dia 
ind adds just § in. length to size 10 
26.4:1 
he unit can be furnished in all prac 
tical 


tains, in addition to its gear clusters, 


motors in its reduction ratio. 


ratios. ‘This speed reducer con 
in adjustable slip clutch. Backlash is 
less than 30 min, and its weight is 
14 oz. ‘The housing is stainless steel. 
Gear clusters and pinions are also 
stainless steel, and ABEC Class 5 ball 
bearings are used throughout. Bow- 
mar Instrument Corp., 2432 Penn- 
sylvania St., Fort Wayne, Ind. 


For more information— 
Circle 13, inside back cover 





Variable Speed Pulley 


A 4-hp variable speed pulley is now 
available for limited space applica- 
tions. It is so designed that it can be 
mounted with the belt take-off close 
to the and/or reversed, in 
which case the belt take-off is in an 


motor 





the 


overhung position away from 
motor. The new pulley delivers speed 


ratios up to 2:1. An A-section belt 


is used. Maximum bore is § in. with 
kevwav. Overall dimensions are 
34 x 3 in. dia. Weight is 26 oz. 


* 


Lovejoy Flexible Coupling Co., 4873 
W. Lake St., Chicago 44, Il. 


For more information— 
Circle 14, inside back cover 


Hammer-Type 
Four Lug Nut Union 
This union is being made in 2 to 


+ in. Both lug and 
hexagonal shaped nuts are combined 


sizes, inclusive. 
with regular or double-start threads, 
for fast make or break with either a 
hammer or wrench. The new unions 


are hot-forged from solid steel bars, 


conforming to ASTM A-105, grade 2. 
Catawissa Valve & Fittings Co., 


Catawissa, Pa. 


For more information— 
Circle 15, inside back cover 


Worms and Gears 


Precision ground worms are im 
mediately available in single, double 
and four threads. All are right hand, 
in three basic shaft sizes: 4, *% and 4 
in. dia. Material used in the worms is 
I'vype 303 stainless steel. 

Worm gears are also available from 
stock designed to run with the above 
worms in numbers of teeth, varying 
from 60 to 120. Also in three basic 
shaft sizes: 4, %& and } in. dia. Ma 
terial used in the worm gears is gear 


bronze. Pic Design Corp., 160 At- 
lantic Ave., Lynbrook, N. Y. 


For more information— 
Circle 16, inside back cover 


Oil-Actuated, 
Multiple-Plate Clutches 


Both models of this clutch are 
readily adaptable to remote or push 
button control without mechanical 


linkage. Since the floating or pressure 
plate forms the ram of the cylinder, 
the ram travel increases automatically 
as the plate stack wears. This is said 


CONTINUED ON PAGE 222 
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the NEW MGILI° CAM ROL cam follower 


to eliminate 
contamination ... 
save re-lubrication 


MG | | | In one simple assembly, the Sealed CAMROL cam follower bearing gives 


you three big advantages: 1. capacity to withstand the shock and load of cam 
action, 2. sealing against contamination that would impair the life of an un- 
SCF series protected bearing, 3. prelubrication that saves frequent relubrication so often 
undesirable in cam action application. Specially treated seals are built in at 
stud and flange ends, and a black oxide finish offers outside corrosion resist- 
CAM FOL ance. A channeled reservoir in the outer raceway bore helps store reserve 
— ‘b ° lubrication sufficient in many cases for lifetime service. The new SCF series 
earings bearings do not add to the size or weight of standard CAMROL cam followers 
and are dimensionally interchangeable with them. Ask your McGill repre- 
sentative to show you this newest McGill contribution to the superior per- 
formance of your cam actioned machinery, or write to our engineering de- 
partment for recommendations. Send for Bulletin SCF-55 for more detailed 
information. 





McGILL MANUFACTURING COMPANY, 201 N. Lafayette Street, Valparalso, Indiana 


Product Engineering — November, 1955 221 








NEW COMPONENTS 


AND 


MATERIALS 


. continued 








to eliminate adjustments to compen- 


sate for plate wear, and constant 
ability is 
vided in the new clutch. 


Clutch Co., Racine, Wis. 


For more information— 
Circle 17, inside back cover 


torque transmitting 


pro 
Twin 


Miniature 
Clutches and Brakes 


hese units weigh 24 oz, measure 


less than 1 in. dia and consume about 
Chey deliver 30 in-oz 


Chey can be used at speeds 


2 w of powe! 
of torque 
up to 4000 rpm, and their response 
time ranges from 10 to 15 miltisec, 
depending upon the power input and 
load characteristics. Dial Products 
Co., 9 Ave. E, Bayonne, N. J. 


For more information— 
Circle 18, inside back cover 


Aluminum-Rubber 
Shock Mountings 


Lightweight aluminum and rubber 
bracket and shock mounting assem- 
blies that were developed to support 
ifter-body engine sections in aircraft 
are said to be capable of operating 
under conditions of high frequency 
vibrations. The mount is designed to 
withstand applied loads in shear. 
These loads are taken out by 114 in. 


Disc 


~~ 


dia bolts, with the vibration com- 
pletely absorbed by a Neoprene rub- 
ber core lw x 14 x 14 in. deep, 
bonded to the aluminum. Operating 
temperatures range from 65 to 
175 F. Adaptations of the mount are 
available for other piston-powered 
aircraft engines and the vibration-ab 
sorption principle is expected to find 
application in general industrial and 
commercial equipment. Stillman 
Rubber Co., 581] Marilyn 
Culver Citv, Calif. 


For more information— 
Circle 19, inside back cover 


Ave., 


Miter and Bevel Gears 


Precision pin hub type miter and 
bevel stock 
in type 303 stainless steel, clear pas 
sivated, or 24S] 
acid anodized (before cutting). 
to AGMA 


These 


gears are available from 
aluminum, chromic 
Cut 
tolerances. 
are stocked in 48, 64, 


and 72 pitches with 20-deg pressure 


Precision 1 
gears 


angle and in three basic shaft sizes, 
d, and + in. Pic Design Corp., 
160 Atlantic Ave., Lynbrook, N. Y. 


For more information— 
Circle 20, inside back cover 


All-Vinyl Hand Grips 


An all-vinyl plastic hand grip has 
been developed with inside coring that 
is said to give a shock absorber action 
while at the same time assuring a 


snug fit to the bar. The slightest 
exertion of pressure tends to imcrease 
the gripping action. The Model E 
grip is made for %, # and @ in. bars, 
and is available in standard colors of 
vellow, maroon, black, 
white and ivory. Ohio Rubber 
Willoughby, Ohio. 


For more information— 
Circle 21, inside back cover 


red, 
blue, 


i... 


green, 


& 
~~ ° 
Self-Locking 
Miniature Nuts 


\ line of 
instrument and electronic applications 
range in size from 0-80 up to 4-45. 
Ihe 0-80 micro nut, smallest in the 


miniature fasteners for 


line, measures less than 4 in. across its 
largest dimension. 

lhe all-metal 
fastener that functions as a stop nut 
as well as a locknut. Standard Pressed 
Steel Co., Jenkintown, Pa. 


For more information— 
Circle 22, inside back cover 


nut is a one-piece, 


Quarter-Turn Fastener 


Designed to hold plates of metal, 
plastic or plywood pressuretight, these 
withstand shock, vibration 
and extreme stress. A quick quarter 
turn locks them; reverse 
action unlocks. They cannot be par- 
tially or incorrectly locked, nor can 
they be over-torqued. 

Three fastener types are standard 
All head styles are provided—oval, 
flush, knurled, ring, notched, wing, 
or to specifications. South Chester 
Corp., 200 Industrial Highway, Lester, 
Pa. 


fasteners 


clockwise 


For more information— 
Circle 23, inside back cover 
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Ostuco Welded Tubing 


Specified by men with responsibility 


OSTUCO Welded Tubing offers de- 
sign engineers unlimited latitude to cre- 
ate a variety of original but practical 
product designs. 


QUALITY 
CONTROL 


Extra strenath, 'ess weight, and uni- 
formity of OSTUCO tube walls insures 
top quality finished products time after 
time. No rejects here. 


| 
| 
| 
| 
| 
| 
I 
i 
J 
| 
| 
| 
| 
| 
| 

















Sales Managers can meet. . . and Cost Control is easier with OSTUCO 
beat the competition with products in- Welded Tubing. Low initial cost and less 
corporating OSTUCO Welded Tubing. time-consuming processing mean impor- 


tant savings, 


Production runs smoother . . . faster OSTUCO’s single-source service de- 
with OSTUCO Welded Tubing compo- sign (manufacturing and fabricating 
nents. Assembly time is reduced, expen- under one roof) means error-free han- 
sive operations eliminated. Production dling of every order—large or small. 


schedules are on time. 


a OSTUCO TUBING 


SEAMLESS AND ELECTRIC WELDED STEEL TUBING 
—Fabricating and Forging 


Product Engineering — November, 


1955 


Purchasing can relax ... less follow-up 
necessary with OSTUCO, 


OHIO SEAMLESS TUBE DIVISION 
of Copperweld Steel Company * SHELBY, OHIO 


Birthplace of the Seamless Steel Tube Industry in America 
SALES OFFICES: BIRMINGHAM * CHARLOTTE * CHICAGO (Ook Pork) 
CLEVELAND © DAYTON * DENVER © DETROIT (Ferndale) 
HOUSTON * LOS ANGELES (Beverly Hills) « MOLINE 
NEW YORK * NORTH KANSAS CITY © PHILADELPHIA 
PITTSBURGH © RICHMOND * ROCHESTER © ST. LOUIS 
ST. PAUL © SALT LAKE CITY * SEATTLE * TULSA © WICHITA 
CANADA, RAILWAY & POWER ENGR. CORP., LTD 
EXPORT: COPPERWELD STEEL INTERNATIONAL COMPANY 
117 Liberty Street, New York 6, New York 
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ELECTRIC POWER, CONTROL 


For Overvoltage 
Protection Systems 


While designed primarily for a-c 
control panels, this relay can be sup- 
plied separately for incorporation into 
any aircraft a-c electric system or 
panel. The physical construction of 
the new relay includes: a hollow metal 
cylinder used for the cathode. A 
anode is contained inside this 
cylinder. Two arched metal contact 
straps are mechanically secured to the 
cathode, but are electrically isolated. 
A contact ring is attached to one 
strap for contacting the other strap 
when operation is required. The re- 
lay is normally used in conjunction 
with a slave relay, a transformer and 
two resistors for obtaining the desired 
voltage levels and time delay charac- 
teristics. 

A typical operation cycle for the re- 
lay begins when a generator over- 
voltage is sensed and amplified by a 
transformer. This signal fires the re- 
lay. The current flow between anode 
and cathode acts to heat the cathode. 
The temperature rise of the cathode 
is predetermined by design to insure 
a desirable time delay before circuit 
completion (it is thus possible to pre- 
vent nuisance tripping during normal 
system switching). As the cathode 
expands, it stretches the arched straps 


wire 


until both are in contact with the 
contact ring. This action completes 
the circuit and trips the slave relay 
in the generator excitation field cir- 
cuit. The generator then de-energizes 
until the overvoltage relay is reset. 
The new “glow switch” overvoltage 
relay is sensitive to the peak voltage 
and can be used at any a-c supply fre 
quency where the ratio of peak to 
rms is greater than 1.3:1. The relay 
contacts are rated at 90.5 and 
28 v. The time voltage characteristic 
of the relay is said to be repeatable 
within 10 per cent of the original 


amp 


time after an elapsed time of 10 sec 
following operation. 

The relay measures 2.38 x 0.383 
in. and weighs 0.177. Jack & Heintz, 
Inc., 17600 Broadway, Cleveland 1, 
Ohio. 


For more information— 
Circle 24, inside back cover 


Lock-Type 
Electrical Receptacles 


Designed to eliminate dangers of 
fre and explosions caused by sparking 
in hazardous areas, extension cord 
sets are locked into this device’s sock- 
ets and cannot be removed or inserted 
until the trip lever is actuated, which 
de-energizes each socket. This is said 
to eliminate all possibility of arcing 
due to accidental removal of cords. 

Heavy duty 
sealed contactors 


mercury-to-mercury 


automatically op- 


as a circuit breaker. All units 
made are designed for use with stand 
ard flush type receptacles and stand 
urd condulet housings for service up 
to 440 v. Industrial 
Corp., 2415 W. 
Chicago, Ill. 


erate 


Automation 
Montrose Ave.. 


For more informotion— 
Circle 25, inside back cover 


Preset Electronic Counter 


Any number from 1 to 9999 may 
be set by rotating each of the four 
decade selector switches to the ap 
propriate number. The WE-310 will 
this total 


then, coincident with the last input 


count until has occurred; 
pulse, the unit provides an output 
pulse. In the manual position, the 
the 
number and then opens or closes a 
contacts hold 
unit is manually reset 
Dimensions: 6 x 6 x 11 in. Weight 
is 12 lb. Westport Electric, 149 
Lomita St., El Segundo, Calif. 


For more information— 
Circle 26, inside back cover 


instrument counts. to preset 


of relay which 


the 


pair 
until 


Batch Counters 


The DS-700 series units are direct 
reading totalizing electronic counters 
especially designed for such applica 
tions as industrial batch counting, 
measuring characteristics of jet en 
gines, turbines, electric motors, count 
ing total revolutions of high speed 
shafts. counters, whlfen 
with an accessory transducer, 
count at speeds far in excess of strictly 


These used 


will 


mechanical counters. 

Available in four models, the count 
ers will operate with absolute accuracy 
from 0 to 100,000 counts per second, 
depending on the number of decades. 
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ae Qs " apne 
Senden: IRE ang ks 
ici MBPS » 

aaa eG FEST 


JACK & HEINTZ 
MODEL 50127-000 
CONTROL PANEL 





PHOTOS COURTESY OF 
CONVAIR AND JACK & HEINTZ. 


A -ANGL Barry Mounts 
give sure protection 


Jack & Heintz proved this in testing mounts to pro- 
tect their Hi-Phase voltage regulators and control panels for 
Convair’s supersonic F-102A interceptor. 

No other miniature isolator tested could meet Pro- 
cedure I of MIL-E-5272A. ALL-ANGL Barry mounts exceeded 
lifetest requirements. 

And the ALL-ANGL works in any position— to 
give sure protection for vital controls through every twist, turn, and missiles — where equipment 
and dive in the aircraft’s most violent maneuvers. must have greater protection 
Write for Data Sheet J-11. And for your airborne against shock and high-frequency 
requirements to meet standard MIL specifications, ask about vibrations—and where Mil-stand- 
All-Metl, Air-damped, and special Barry mounts. ard mounts prove inadequate. 


BARRY CONTROLS incorporated 130 Pleasant St. Watertown 72, Mass. 


New engineering opportunities are open in Barry's expansion program, at all levels in all departments, Send resumé. 


Here's the mount that meets the 
new needs of today’s jet aircraft 
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extends the 
maximum count capacity to 9,999,- 
999,999 on Model DS-740, the four- 
decade unit. Count capacity of the 
smaller DS-710 is 9,999,999. Relay 
contact closure and negative output 


A mechanical registe1 


pulse of approximately 100 v is pro- 
vided each time the electronic decade 
section reaches maximum count. Re- 
lay contacts are rated at 5 amp, 115 
v, 60 cps. Net weight ranges from 
84 to 134 lb. Computer-Measure- 
ments Corp., 5457 Cleon Ave., N. 
Hollywood, Calif. 


For more information— 
Circle 27, inside back cover 


Flexible Printed 
Circuit Cables 
Made by 


COppel In 


Kel-f 


these 


with 
multi 
wiring harnesses 


laminating 
thin 


cables 01 


sheets, 
conductor 
ire adaptable to many types of con 
nectors or terminations and are easily 
secured by clamps, rivets or cement. 
Additional conducting and insulating 
layers can be added to the basic cable 
to provide a greater number of sep 
irate conductors. As as three 
conducting layers are possible, de- 


many 


pending on the flexibility required. 
Fach layer is made slightly shorter 
than the layer below to expose all the 
conductor ends for solder connection. 


Stacked circuits have been built up to 
five layers and may go higher depend- 
ing on the 
Associates, 


application. Sanders 
Inc., Nashua, N. H. 


For more information— 
Circle 28, inside back cover 


Elapsed Time Indicator 


This running time meter is a direct- 
reading counter, with a synchronous 
motor drive, in a 14 in. dia case. The 
unit is 23 in. in length, weighs less 
than 6 oz, and uses approximately 2 
w of power. Two models are available, 
one indicating hours in 1/10 hr steps 
to 9999.9; the other, minutes in 1/10 
min graduations to 9999.9 (166.6 hr). 
The units operate on 115 v, 400 cps 
current, are glass-to-metal hermetically 
sealed, and can be mounted either 
behind o: in front of the mounting 
panel. Electrical connections in this 
new elapsed time indicator are from 
the end through solder-type terminals. 
Haydon Mfg. Co., 245 E. Elm St., 
l‘orrington, Conn. 


For more information— 
Circle 29, inside back cover 


Interval Timing Switch 


This device controls four different 
circuits to generate four different 
operations during an 8-sec cycle. As 
applied to an automatic vending 
machine, for example, it can control 
a typical sequence of dropping a cup 


into place, opening a filling valve, 


closing the valve and releasing a latch, 
and totalizing sales. 

‘he action can be 
supplied in varied lengths of total 
cvcle, and with facilities for control- 
ling varied numbers of circuits. It is 
applicable to many types of automatic 
sequence controls for machine tools 
and _ other 


basic switch 


relatively short-interval 
uses. 

[he switch operates from standard 
110 v, 60 cps power lines. It is UL- 
approved. P. R. Mallory & Co., Inc., 
3029 E. Washington St., Indianapolis 
6, Ind. 


For more information— 
Circle 30, inside back cover 


Aluminum-Housed 
Footswitch 


[his footswitch was designed for 
normal and heavy duty switching. It 
is suggested for operation of industrial 
machinery, business machines, mag- 
netic switches, stapling machines, 
photographic equipment. 

The feature of this foot- 
switch is that it can be mounted on 
the floor or on machinery. It is also 
available without mounts. The con 


main 
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Three typical Rollpin cost reductions 








AS A VET Rollpin cuts material and assembly costs 


25% on Reynolds Gas Regulator Co.’s toggle lever assembly 








Where can you use this 
simple fastener? 


If you use locating dowels, hinge pins, rivets, set 
screws—or straight, knurled, tapered or cotter type 
pins—Rollpin can cut your production and main- 


nance costs as i eS in every Ck ry, 
Be Bh SOOT a ctere cad clin chet of thts eine tenance costs as it does in every class of industry 


lighter shows how Rollpin made savings of 1’2¢ per unit in 
assembly of spark wheel. 





Rollpin is a slotted tubular steel pin with cham 


fered ends that drives easily into standard holes 





compressing as driven. Its spring action locks it 
in place—withstanding impact loading, stress re 
versals and severe vibration. No threading, peen 
ing or precision drilling needed. Rollpin is readily 


removable and can be re-used in the same hok 


| ELASTIC STOP NUT CORPORATION 
REPLACING A TAPER PIN botisis sove OF AMERICA 


24¢ labor cost on each of American Machine and Foundry’s -~— -—-MAIL COUPON FOR DESIGN INFORMATION 
MITY-7-VISES. Eliminates tool cost caused by breakage of 


small taper reamers. Elastic Stop Nut Corporation of America 
Dept. R38-112, 2330 Vauxhall Road, Union, N. J. 
Please send the following fastener information 

Rollpin samples Here is a drawing of our product 


What self-locking fastener would 
Rollpin bulletin you suggest? 


ao k Name Title 


RADEMARK Firm 


Street 
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tact rating can be made for 1, 6, 
and 15 amp, standard. The overall 
size is 34x3x14 in high. It is available 
with or without the cord and series 
plug. It is also available in a variety 
of wiring plans. Vemaline Products 
Co., P. O. Box 222, Hawthorne, N. J. 


For more information— 
Circle 31, inside back cover 


Miniature, Rotary, 
12-Position Switch 


This switch is designed for use in 


+ 


applications requiring up to 5 amp at 


115 v, ac. Up to six decks can be 
ganged for operation with a single 
knob, allowing multi-circuit control 
in limited space. The unit is ? in. 
square, and weights 4 oz. Switching 
action can be shorting (make before 
(break before 
continuous 


break) or non-shorting 


make), with rotation or 
movement limited from 2 to 1] posi 
tions. 

Contact terminals are of 


magnesium-nickel 


silver 
allov: rotor 
tacts are spring-tempered silver alloy; 


and the detent 


con- 
mechanism is made 
of stainless steel. R-F Electronics. 
Inc., Weymouth 88, Mass. 


For more information— 
Circle 32, inside back cover 


Toggle Switch 
Manual Starters 


loggle switch-operated a-c starters 


for manual, across-the-line starting 
of small single-phase a-c motors are 
available in single or double-pole 
types for a maximum of 220 v, 25 
to 60 cps. Bi-metallic thermal over 


load protection is provided with in- 


terchangeable heaters covering the 
entire range of the starters. Heaters 
can be readily interchanged from the 
front without removing the starter 
or wiring connections. Clark Con 
troller Co., Cleveland 10, Ohio. 


For more information— 
Circle 33, inside back cover 


Centrifugal Switches 


(his centrifugal switch is a speed 
regulation separately 
and furnished in three types: 1) 


unit, housed, 
For 
continuous, automatic speed regula 
tion over a narrow speed band; 2) 
dual, 


minimum—maximum 


as a governor control of 
predetermined 
speeds over a greater speed band; 3) 
to govern a single high speed, or a 
single low speed. 

These controls can handle up to 
three independent governors for con 
trol of multiple or 


circuits. 


inter-related 
They can be located almost 
vertically or horizontally, 
to detect or control speed on practi 
cally any type of device or equipment 
utilizing rotary motion. It detects 
rotational speed alone, independently 
of voltage or load. 

The switch is produced in three 


anyplace, 


sizes, the largest of which measures 
Qe x 54 in, height. It can be fur- 
nished in open, closed or explosion 
proof housings and can be flange or 
foot mounted. Torq Engineered 
Products, Inc., Bedford, Ohio. 


For more information— 
Circle 34, inside hack cover 


Servo for 150 C 


A high temperature 400 cps servo 
Mark 


operating 


motor which also meets 


specifications withstands 
temperatures up to 150 C, continuous 
1000 hr. gap 


is said to result in top performance 


Extremely small air 


for a_ high ratio 


Humidity 


torque-to-inertia 
protection is given by 
encapsulating the entire stator in a 
thermosetting resin to meet MIL-E 
5272A. Series 2287 has stainless steel 
ball bearings and meets MIL-S-17087 
specs. Dimensions are 1.437 x 1.640 
in. length. Weight is 8 oz, minimum 
stall torque 1.45 in-oz, no-load speed 
4800 rpm, min, and power input at 
stall is 12.2 w, total. John Oster Mfg. 
Co., 1 Main St., Racine, Wis. 


For more information— 
Circle 35, inside back cover 


Indicating Pushbuttons 


This line of pushbutton switches 


contains integral indicator lights 
covering a size range of 4 to 1 in. 
mounting hole size and voltages up 
to 220 v. A internal 


circuits are available including units 


variety of 


incorporating switching contacts and 





Product Engineering 


CONTINUED ON PAGE 


230 


~ November, 1955 





a 





Peli. i ss by Kaydon 


world’s thinnest radial ball bearing 


y=: a typical example of Kaydon’s Reali-Slim unique 
radial ball bearing that’s finding wide application in 
practically every industry. Reali-Slim are the world’s finest 
thin-section bearings and proportionately are thinner than 
a wedding ring. The bearing illustrated here is 12.000” I.D., 
12.500” O.D., .250” thick — weighs less than 8 ounces. De- 
signed for minimum weight and space limitations, it has a 
static load capacity of 5,520 Ibs. and 894 lbs. at 100 rpm. 

If you’re looking for Reali-Slim, lightweight, radial ball 
or roller bearings, look at Kaydon’s Reali-Slim line. Besides 
hundreds of standard Reali-Slim designs, there’s a wide 


ve KAYUUN 


—————————————— MUSHKREGONe+MICHIG: 


variety of special races, seals and separators to meet special 
bearing problems. What’s more Kaydon is able to produce 
these Reali-Slim, high-precision bearings because Kaydon 
specializes in the unusual. In addition, Kaydon bearing 
engineers are prepared to give you valuable help with tech 
nical bearing application problems. 

For complete data on Reali-Slim bearings for standard or 
special applications, ask for engineering Catalog No. 54 RS. 
Reali-Slim Ball Bearings — in Conrad, angular con- 
tact, 4-point contact and other types are available in 
seven standard cross sections from .250” to 1” and in 
bore diameters from 4” to 40”. 


Reali-Slim Roller Bearings — in radial or taper roller 
types are available in cross sections from %," and in 
bore diameters from 5” to 40”. 


BNGINEERING conP. 


All types of ball and roller Sati — 4" bore to 120” outside diameter . . . 


Taper Roller ¢ Roller Thrust ¢ Roller Radial « 
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Bi-Angular Roller « Spherical Roller ¢ Ball Radial « Ball Thrust Bearings 
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terminals isolated from the lamp or 
Marco Industries 
Helena St., Anaheim, 


indicating circuit. 
Co., 207 S. 
Calif 


For more information— 
Circle 36, inside back cover 


Lightweight Servo Motors 


Ihe largest of the three standard 
sizes in which these motors are avail- 
ible is 1.75 in. dia, and it weighs 3 oz. 
Che unit operates normally at ambient 
temperature of 125 C. Many of these 
units are available for operation on 
400 and a number of 
them for 60 cps current. The stators 
of these motors 


cps current, 
are embedded in an 
insulating compound of high dielec 
tric strength and high temperature 
stability. G-M_ Laboratories, Inc., 
4300 N. Knox Ave., Chicago 41, III. 


For more information— 
Circle 37, inside back cover 


Shaded Pole Motor 


This motor is 54 in. dia and is 
supplied in 1/25 to 1/4 hp ratings. 
For designs with limited space the 
motor design can be supplied as 
short as 24 in. in 1/15 hp. The unit 


g heat 
reactive insulating varnish which pro 
vides outstanding moisture resistance. 
The stator is insulated with Mylar. 
It is suggested that this “motor be 
used in air conditioning units, fans, 
Marco In- 
Blvd., 


is double-impregnated with 


furnaces. 
830 


and 
dustries, Inc.., 


Depew, N. Y. 


blowers 


l‘errace 


For more information— 
Circle 38, inside back cover 


General Purpose 
Open-Type Motor 


A general purpose aircraft-type 
motor designed to provide a light- 
pumps, 
3.5 Ib. The motor 
hp continuously at 7200 
rpm. Motor is designed for three- 
phase, 400 cps, 200 v operation. 


weight drive for blowers, 


ictuators weighs 


delivers 3 


Che motor’s starting torque is 4.0 
in-lb. Self-ventilated, the motor oper- 
ites in sea level ambient temperatures 
from 55 C to 71 C. Mounting 
bracket and take-off shaft are stand- 
ardized in accordance with military 
specifications. U.S. Electrical Motors 
Inc., Box 2058, Terminal Annex, Los 
Angeles 54, Calif. 


For more information— 
Circle 39, inside back cover 


Miniature High Speed 
Solenoid 


\ miniaturized 
speed work solenoid requires 5 mil- 
saturation in any 
altitude range. It is designed to meet 
applicable requirements of MIL 
S-4040 A. With ambient temperature 
65 F to 200 F, the new 


single-coil high- 


lisec to reach 


range of 


solenoid can be internally pressurized 
at 3000 psi and is designed for a life 
of 200,000 cycles. 

Minimum pull available at the 
beginning of the stroke is 0.50 Ib at 
0.2 amp, 78 F and 28 v, dc. Stroke 
is 0.070 in; plunger weight is 0.015 
lb. Weighing 0.1 Ib, the Model 10 
114 is 1.075 x 0.782 in. Car 
ruthers & Fernandez, Inc., 1501 
Colorado, Santa Monica, Calif. 


For more information— 
Circle 40, inside back cover 


dia. 


Self-Governed D-c Motor 


Development of a controlied speed 
motor weighing less than 3 oz has 
been announced. It 
1¢ x 1s in. 


measures 1§ x 
has a self 
contained governing device and a 
speed of 1800 rpm. Speed regulation 
in one application is within 1 per 
cent from idling to full load and over 
a range of battery voltages from 6.4 
to 4.6 Vv. 

The new motor is suggested for 
portable direct-current tape and wire 
recorders, radio-phono combinations, 
straight phonograph, electrically driven 
movie cameras, timers, instrumenta- 
tion. The motor has a three-pole 
armature, permanent magnet field, 


The motor 
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WHERE YOU CAN GET 
SPECIFIC SPECS. 
FOR 
SPECIFIC JOBS 


LOW CARBON 
HIGH CARBON 
Annealed or Tempered 
STAINLESS 
ALLOY 
ELECTRO ZINC COATED 


(oe 
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NO BARGAIN 


FOR UNIFORM FLAT SPRING 


PERFORMANCE 


According to the deflection formula for flat springs, the deflection or 
load of flat springs will vary in direct proportion to the third power 
of the thickness. 


This means that flat springs made from .010” ordinary commercial flat 


.001”) can be 


off as much as 33%, plus or minus, in deflection or load value. 


rolled high carbon strip (standard gauge tolerance 


Where the nature of the service calls for more uniform spring per- 
formance, CMP produces restricted thickness tolerances which make 
possible load tolerances of + 10% or less. CMP is regularly supplying 
such uniform restricted tolerances for special flat spring applications, 
multiple-station progressive die forming and other specialized end 
products where uniform, extra-close gauge accuracy reduces fabricat- 


ing costs and waste and provides better product performance. 


If you have a flat spring problem, you are invited to avail yourself of 


CMP’s specialized knowledge and experience in this field. 


mm the Cold Metal Products co. 


GENERAL OFFICES: YOUNGSTOWN 1, 


PLANTS: YOUNGSTOWN, OHIO AND INDIANAPOLIS, 
SALES New York Cleveland Detroit 
OFFICES: Chicago © Los Angeles * San Francisco 


OHIO 


IND 


. . © Indianapolis 
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The armature is 
shock mounted in self-aligning vs in. 
dia bearings. Kinder Co., Box 686, 
S. Milwaukee, Wis. 


For more information— 
Circle 41, inside back cover 


zine die-cast body. 


Totally Enclosed 
Fhp Motor 


This 4 hp motor is recommended 
for use in dirty/dusty, fume and mist- 
laden atmospheres. It meets all NEMA 
requirements 

Ventilating fan is integrally cast 
with rotor, acting as a rotating seal 
ind providing cooling when operated 
in either direction. Century Electric 
Co., 1806 Pine St., St. Louis Mo. 


For more information— 
Circle 42, inside back cover 


Brake Motor 


Built to 
specihcations, 
through-shaft 
cranks, 


the 
this 
extension — for 


NEMA 


has a 


rerated 
motor 

hand 

other 


tachometers c1 acces 


sones. A direct-acting magnetic dis¢ 
brake is can be con 


nected either directly to the motor 


used which 
terminals or to a separate power sup 
ply. As a 


will set 


measure the brake 
hold in the event of 
power failure or low voltage by means 


safety 
and 


of mechanical action. 


cast-iron 


spring The 
frame is heat-seasoned to 
prevent warpage. Ratings are from | 
to 30 hp. The motors are available 
with standard, undersize, or oversize 
brakes. U. S. Electrical Motors, Inc., 
Box 2058 ‘Terminal 
Angeles 54, Calif. 


For more information— 
Circle 43, inside back cover 


Annex, Los 


Germanium Diffused 
Junction Rectifiers 


A series of germanium power rec 
tiers now available in production 
quantities for general industrial use 
are said to have a reverse current at 
least 20 per cent lower than RETMA 
specifications. They are particularl 
recommended for blocking, magnetic 
amplifier and magnetic control appli- 
cations. They can replace thermionic 
diodes in computers, and, in addition, 
their low capacitance permits the pas 
sage of frequencies up to 50 kc, mak 
ing them suitable for such uses as car- 
rier-type servo amplifier rectifiers. 

The respective rms input voltages 
for the Models IN91, 1N92, 1N93, 
and the 1N368 under inductive load 
140, 210, 140 v. DC 
output currents are respectively 150, 
100, 75, and 100 ma and peak inverse 
a-c voltages 100, 200, 300 and 200 v. 
Federal Telephone and Radio Co., 


100 Kingsland Road, Clifton, N. J. 


For more information— 
Circle 44, inside back cover 


are 70, and 


Frequency Changer 
60 to 420 Cps 


Supplying a constant 420 cps, with 
output frequency as invariable as the 
input, this motor is of the synchronous 
type, direct-coupled with a 420 cps 


generator. Resulting combination is 
free of brushes, exciter, slip rings, 
yet delivers as constant a 420 cps fre 
quency as the input 60 cps. Without 
any regulator or auxiliary of any kind, 
unit will maintain output voltage to 
better than 2 per cent for a given load. 

Converters are available in this de 
sign in 150 va to 5 kva ratings, with 
any desired combination of single o1 
three-phase input and output. All 
standard output voltages are available, 
special or multiple voltages on special 
order. Georator Corp., Manassas, Va. 


For more information— 
Circle 45, inside back cover 


Transistorized 
Power Supply 

This unit will supply filtered d- 
voltages of over 5000 v from one 14 \ 


flashlight battery. Models are 
able that produce higher voltages. ‘The 


avail 


power supply weighs a few ounces and 
can be built in any size or form and 
can be included in any type of printed 
circuitry. 

Drain approximates shelf life. It is 
completely encapsulated for moisture 
and temperature proofing. Universal 
Atomics Corp., 19 E. 48 St., New 
York, N. Y. 

For more information— 
Circle 46, inside back cover 


Power Supply for 
Ultrasonic Processing 


These alternators are capable of sup- 
plying economical power for energiz- 
ing multiple arrays of above audible 
sound generating transducers needed 
to irradiate materials and products 
being processed. This unit’s 230-v, 
20,000 cps single-phase, 5 kw gen- 
erator is driven by a 15 hp, three- 
phase, 60 cps, 220-440 v, a-c squirrel 
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Heyl & Patterson coal breakers 


SSW forged rings consistently have proven to Heyl & Patterson, Inc., Pittsburgh, 
they can take the rugged, heavy wear of their coal breakers. They’ve found 
Standard Steel’s inherent uniform structure and high-quality analysis makes 
for longer-lasting, failure-proof life of these rings. 

This 19-ft. long, 35-ton coal breaker revolves on two 13-ft. diameter end- 
less forged steel tires. It’s capable of producing approximately 600 tons of coal 
per hour, turning at 15 rpm. And Heyl & Patterson can count on these precision- 
treated rings to withstand effectively abrasion and wear of such heavy-duty 
operation. 

In addition the structural uniformity of these rings enables them to simplify 
greatly fabrication of their breakers. 

You too can improve your product, increase production with Standard : 
Steel forgings. We have a new folder on forged weldless rings and flanges which | 
| 





Dept. 8835, Standard Steel Works Division 
Baldwin-Lima-Hamilton Corporation, Burnham, Pa 
tells you how. Act today by using the coupon conveniently located below. Please cond me now Standard Steel Werks telder con 
a taining detailed information on Forged Weldiess 
Rings & Flanges 





PonX Standard Steel Works Division 
BALDWIN-LIMA-HAMILTON 





Address 


City 


| 
| 
—— 








pre-design 


for product beauty 


with NICKELOID 
METALS 

























For functional parts and trim 
pre-design planning with Nickel- 
oid Metals pays off for sales- 
minded, cost-conscious manufac- 
turers 


THESE FINE PRODUCTS WERE 
DESIGNED AROUND 
NICKELOID METALS 


In the pre-design stage ... before investing in tools 
and dies ... consider pre-plated Nickeloid Metals. 


Take full advantage of their inspir- 


pany, 


ing design potential and basic 
production savings, too. PRE- 
plated in uniform, quality-con- 
trolled finishes of chrome, 
nickel, copper or brass on 
base metals of steel, zinc, 
copper, brass and alumi- 
num — Nickeloid Metals 


. . 4 
require no cleaning, | 





plating, polishing. 


Just fabricate the parts and as- 


MAR-NOT PROTECTION 


To protect the brilliantly finished sur 
face during drawing and forming 
lel -tielilelit Mae lite Mii Mil lice lilil: Mb iia ao) 
oid Metals are available with MAR 
NOT a protective covering that af 
fords absolute protection until final as 
sembly; then may be peeled tf 
Write for full details. 


semble. Eliminate 3 out of 5 basic 
manufacturing steps; save time, 


reduce costs, increase output. 


SHEETS « COILS «© STRIPS 





NICKELO 


SINCE 1898 


AMERICAN NICKELOID CO. 


PERU 4, ILLINOIS 
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Electric Power, Control 


cage induction motor. It is said that 
it will energize up to ten submersed 
400-w transducers of any type stra- 
tegically located in the chemical 
system. Each transducer will cause 
copious cavitation through a large 
field in the solution. The explosive 
forces caused by the collapse and for 
mation of millions of entrapped vapor 
bubbles at the rate of 20,000 times 
per second is in the order of several 
hundred atmospheres pressure. Acous 
tica Associates, Inc., Glenwood Land- 
ing, N. Y. 
For more information— 
Circle 47, inside back cover 





High-Torque 
Magnetic Brake 

This magnetic brake for use in the 
25 to 50 hp range with both the old 
re-rated NEMA frame 


sizes requires up to 6 in. less clearance 


ind newly 


for housing removal than the old 
style brake it replaces. Overall length 
has been reduced as much as 23 in. 
and weight reductions of more than 
20 per cent are reported to have been 
effected. ‘Two sizes are available, 
rated at 125 and 175 lb-ft torque 
This brake may also be supplied for 
floor mounting. Stearns Magnetic, Inc 


Milwaukee 46, Wis. 


For more information— 
Circle 48, inside back cover 


Voltage-Frequency Control 


Integrated single packages for the 
regulation of both voltage and fre 
quency of motor-alternator sets and 
inverters are presently available in two 
models, for 60 cps outputs, and for 
400 cps. 

The control permits 
from any d-c source voltage to any a-c 

. (Continued on page 238) 


conversion 
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WHAT'S NEW IN MOTOR CONTROL? * & *& GET IT FIRST IN CUTLER-HAMMER 


New Cutler-Hammer Three-Star Combination 
Starters offer industry important new economies 


C-H 9589 


’ works better 


fy : 


»* \ 


fm 


lasts longer 


C-H 9591 


COMBINATION STARTER G | COMBINATION STARTER 


Combines safety discon- 
nect switch with motor 
starter in a single unit, 
NEMA | Enclosure is here [) 


||Combines o circyit 

breaker with the motor 
_ Starter in one compoct 
) unit, NEMA 12 Enclosure 


eS 






: +e ) = " 4 = 


illustrated. 


Convenience and economy are basic 
advantages of combination starters. 
Users everywhere say the new 
Cutler-Hammer * * * Combina- 
tion Starters bring these basic 
advantages to new high levels of im- 

rtance. Contact life is so amaz- 
ingly improved that maintenance 
care is never needed in all normal 
uses. Adjustable load sensing coils 

rmit motors to work at top capac- 
ity without hazard to provide maxi- 
mum production without needless 
work interruptions. And the widely 
—— Cutler-Hammer exclusive, 
ull three-phase overload protection 
in standard combination starters, 
is optional at slight additional cost. 





Full Three-Phase Protection 






Only three overload relays can give com- 
plete three-phase protection to avoid mo- 
tor burn-outs and their costly interruptions 
to production. And only Cutler-Hammer 
offers this complete three-phase protection 
in standard combination starters. You pay 
only for the third relay, nothing extra for 
special engineering or special enclosures. 
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The three silver stars 
stand for three new standards 


— 


CUTLER-HAMMER 


A ia ~iy 
| rr | 


MOTOR CONTROL 


oe a 
Adjustable Load Sensing Coils 
The accurate adjustment of overload pro- 
tection permits motors to work harder with- 
out damage to motor windings. This is more 
important than ever with the newer type 
small frame motors. Adjustable load sensing 
coils in these new storters provide 3% 
loading accuracy instead of the 10% to 
12% accuracy in competitive control. 


is here Mustrated. 





Compare the performance and econ- 
omies of these remarkable new 
Cutler-Hammer Three-Star Com- 
bination Starters with any you have 
ever known. Cutler-Hammer Bulle- 
tin 9589 Combination Starters in- 
corporate rugged disconnect 
switches of advanced design (fused 
or unfused). Cutler-Hammer Bulle- 
tin 9591 Combination Starters are 
equipped with circuit breakers. 
Your nearby Cutler-Hammer Au- 
thorized Distributor is stocked and 
ready to serve you. Order from him 
today. 

CUTLER-HAMMER, Inc., 1332 
St. Paul Avenue, Milwaukee l, 
Wisconsin. 





3. . ib 


— os 


Superlife Vertical Contacts 





Experienced control users insist on dust- 
safe vertical contacts. And now the famous 
Cutler-Hammer vertica! contacts hove been 
doubly improved. First, their new light 
weight design cuts bounce to reduce arc- 
ing. Second, any arcing thot might occur is 
now pressure-quenched. Compore per- 
formance and see the difference, 


rm 


w 
~ Al 





BELLOWS 
HEADQUARTE 


Seamless Metal Bellows All Types, Sizes and Metals On-Call Engineering Service 


Fulton Sylphon Bellows are all avibcelames ie) 
designed to specific customer 

requirements. They are 

furnished in a limitless number 

of sizes, a complete range of 

types and metals and with many 

different reaction characteristics. 
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For the conversion of pressure 
effects into controlled movement, the — 
operation of valves and switches 
in response to temperature change, the 
absorption of thermal or pressure 
expansion or the absorption 
of vibration—a seamless metal bellows 
may be your best design solution. 
The best way to find out, is 
to consult a Fulton Sylphon 


y engineer. He’ll focus more than 
50 years experience in bellows 
engineering on your problem. 
#.76 & 


Kobedtshow Fulton 


e 
PANY 
ik. Cone CONTROLS COMPAN 


FULTON SYLPHON DIVISION 





Assemblies and Complete Devices On-Time Delivery » No Delays 
By purchasing complete bellows t yl FULTON SYLPHON DIVISION 


assemblies and devices rather 
than Supine NeeNS CHE ERY. Sey: eae [] Please have a Bellows Engineer call 
manufacturers achieve tral te on atte - . —— oe 
: ’ : fo tment. 

significant production economies. t , ed tot : ee ee 
Fulton Sylphon is singularly ° mee [ ] Send me Bellows Catalog No. VP-1400 
equipped to design and produce ocadees rina ae 
complete assemblies at low cost. f or Rare 

Company 


Knoxville 1, Tennessee 








Address. 





City 
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Helicoid Gages 
a 


Why HELICOID | 
is the 
Quality Gage 
for 


Acaloy Case Helicoid Gage 


Suitable for tap water, steam, 
inert gases, oils, coal gas and 
many chemicals. 


Built RIGHT 


Exclusive HELICOID gearless move- 
ment. Bourdon tubes of maxi- 
mum endurance life. Gives high- 


. Helicoid Chemical Gage 
est degree of sustained accuracy. 


Suitable for chemicals and 
other viscous liquids which 
Stay RIG HT might corrode or clog Bour- 
don tube. 
No gear teeth to wear out. Con- 
venient external pointer adjust- 
ment. Protected from sudden 


overpressure or pressure reduc- 
tion. 


Sold RIGHT 


Experienced HELICOID gage engi- 

neers are available to help you 

choose the gage you need. Dis- Acaloy Square Flush Case 
tributors are conveniently located. _this is a weather-proof case 
Write for the name of the one and ideal for use in sym- 
nearest you. metrical panels. 


Helicoid Gage Division 





New Parts and Materials continued 


Electric Power, Control 


output voltage, within the ratings of 
the controlled machine. Units can bs 
built for any power frequency. Stand 
ard units are reported to regulat« 
both output voltage and frequency to 
within + 2 per cent. Electric Regu 
lator Corp., 314 Pearl St., Norwalk, 
Conn. 


For more information— 
Circle 49, inside back cover 


Auxil iary Power Supply 


A miniature, encapsulated powet 
supply that contains no vacuum tubes 
is said to be finding wide application 
with special packages of one to three 
stage vacuum tube circuits. 

In order to withstand encased 
vibration and shock the components 
are in a lightweight, foam-type 
thermosetting resin, hermetically 
sealed. 

This new instrument is 2% x 3% x 
44 in. long and mounts by means of 
four studs located on its under sur- 
face. The power supply operates from 
a 115 v, 60 or 400 cps line, and pro 
vides two unregulated outputs: 150 v, 
de, at 6 ma as a plate supply, and 
6.3 v, ac, (center-tapped) at 0.6 amp 
as a filament supply. Ripple is kept 
below 1 mv at 400 cps, and 5 mv at 
60 cps. Trio Laboratories, Inc., 3293 
Seaford Ave., Wantagh, L. IL, N. Y. 


©or more information— 
Circle 50, inside back cover 


? 


Power Supply for 
Use With 28 V, Dc 


This supply is built for continuous 
duty in laboratory or production test 
ing, and in original equipment. The 
unit employs a selenium rectifier, and 
has sufficient filtering to operate re- 
lays, solenoids, motors and many 

(Continued on page 245) 
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STOP LINE KINKS WITH NEW LOW COST 


CSHIASAN ne SWIVEL JOINTS 


ACTUAL SIZE %" 


Need free swiveling action on air, coolant, liquid or hydraulic lines? 
Then by all means investigate the new Chiksan Jr. Swivel Joints. Their astonishing 
low price is quickly repaid a hundred-fold in labor and material replacement costs. 
Chiksan Jr. No. 2, controlled torque design, illustrated above, is for 


use on flexible lines which are required to lock in any position. 


Chiksan Jr. No. 1. Permanent clamp 

design for use on lines where free 
swiveling action is required. ® Available in 4%” and 34” sizes. 

® Nipples and sleeve are Zamak *5. Resists corro- 
sion. High tensile strength. 

@ Cadmium-plated clamps are rust resistant. 

e“O” Rings will handle most fluids, oils, air, water. 
Other “O” Rings for special services. 

® Maximum pressure 125 psi, maximum temp. 
225° F. 


®Select either permanent clamp or controlled 
torque design. 
© Immediate delivery. Quantity prices. 


A SUBSIDIARY OF FOOD MACHINERY AND CHEMICAL CORPORATION 


Re 
“< S CHIKSAN COMPA 
> NY — BREA, CALIFORNIA * CHICAGO 3, ILLINOIS * NEWARK 2, NEW JERSEY 


“ 
Well Equipment Mig. Corp. (Division), Houston 1, Texas « Subsidiaries: Chiksan Export Co., Grea, Calif., Newark 2, N. J. + Chiksan of Canada, Ltd., Edmonton, Alte. 
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A-MP’s new Miniature Taper Pins, shown here actual size, 
provide the same uniformly reliable wire connections for 
your miniature components, as the larger, widely used and 
accepted A-MP Taper Pins. Miniature Taper Pins are 
applied to wire with A-MP Automatic Machines at speeds 
up to 4000 per hour. They are then inserted into compo- 
nents quickly and easily with A-MP Certi-Lok Insertion 
Tools. Miniature Taper Pins are available for wire sizes 
#26 to #20. 



































Send today for your copy of “‘A-MP’s 
©A-MP Creative Approach to Better Wiring” 


AIRCRAFT-MARINE PRODUCTS, INC., 2100 Paxton Street, Harrisburg, Pa. 
in Canada: AIRCRAFT-MARINE PRODUCTS OF CANADA, LTD., 1764 Avenue Road, Toronto 12, Ontario, Canada 
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News aboit 
COAT NGS ior MEUWALS 


Metallic. . Organic Decorative Protective 








AONMUUNONMALCCO UAT LU 


New Crack-Free Chromium Plate gives 





Structurally perfect 
finish from 
stress-free chromium 


Differences in the structure of 
ordinary chromium and Crack- 
Free Chromium deposits are 
shown by the photomicrographs 
below. 


Fig. 2 


Figure 1 shows a cross section of 
etched ordinary chromium .00125” 
thick, with part of its network of 
cracks. Note that some cracks ex- 
tend through the deposit to the 
base metal, providing an unim- 
peded path for corrosives. 

Figure 2 shows a section of etched 
Crack-Free Chromium also 
00125” thick. Note the complete 
absence of cracks. 


UNITED CHROMIUM DIVISION 
METAL & THERMIT CORPORATION 
100 East 42nd Street, New York 17, N. Y. 

Waterbury 20,Conn. * Detroit 20, Mich. 

East Chicago, ind. ° El Segundo, Calif. 

in Canada: 
United Chromium Limited, Toronto 1, Ont. 
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superior protection 
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Upper steel shaft, with 0.0005 inch of Crack-Free Chromium, was virtu unaffected after 100-hour salt 


spray test. Surface of lower shaft with 0.0005 inch of « 


A basic need has at last been satis- 
fied. A chromium deposit which 
gives better protection against cor- 
rosion is now obtainable by means 
of a new process developed by 
United Chromium. 

Unichrome Crack-Free Chromi- 
um Plating produces more duc- 
tile deposits which are relatively 
free from internal stress. Thus, de- 
posits do not crack as they are 
built up to hard plating thick- 
nesses. In this respect they are un- 
like ordinary chromium which de- 
velops cracks, providing corrosives 
with paths to the underlying metal. 


EFFECTIVE PROTECTION DIRECTLY ON STEEL 
The photograph above shows that 
.0005” of Crack-Free Chromium 
plated directly on the steel pre- 
vented rusting of shafts subjected 
to 100 hours of salt spray, while 
the same thickness of ordinary 
chromium failed completely. 

In other corrosion tests, parts 
plated with .0003” of Crack-Free 
Chromium were as good as new 
after a full year at 100% relative 
humidity and 110°F whereas parts 


rdinary chromium w vered with rust 


with ordinary chromium were 
entirely covered with rust in days. 
For many decorative applica- 


Crack-Free 


Chromium can be plated directly 


tions, Unichrome 
on steel or zinc base die castings, 
eliminating need for scarce nickel. 


OTHER BENEFICIAL PROPERTIES 
Crack-Free Chromium deposits 
are hard (500 to 700 Knoop), have 
a low coefficient of friction, and a 
non-galling, non-seizing surface. 
The plate has superior ductility 
and resistance to thermal shock. 
Unusual leveling action is pro- 
vided by the solution. 

Its grayish, matte finish needs 
buffing for high luster, but this 
is done as readily as buffing dull 
nickel. Attractive two-tone effects 
can be produced by buffing some 
areas, leaving others as plated. 

Unichrome Crack-Free Chromi- 
um has already proved its advan- 
tages for hard chromium plating 
and certain decorative applications 
in successful commercial opera- 
tions. Bulletin CFC-1 gives more 
details. Send for your copy. 
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EXPLODED VIEW of Worthington QD Sheave shows design features that make it industry’s first choice. 


COMPLETELY SPLIT QD HUB holds shaft tightly under 
heaviest shock loads 


*CUP POINT SET SCREW in QD hub keeps shaft key 
In position 


*CLAMP SCREW secures hub in proper alignment on 
shaft when mounting sheaves. 


TAPERED FIT between hub and sheave allows easy-on, 
easy-off, hold-tight action. 


PULL-UP BOLTS draw sheave on to hub to produce 
positive fit on shaft 


TAPPED HOLES in sheave permit pull-up bolts to be 
used as jack screws to break cone grip when removy 
ing sheave. 


GROOVE CROSS-SECTIONS are accurate and uniform 
so that each V-belt seats properly, pulls evenly 


*All Worthington-Manufactured QD Heavy-Duty 
Hubs incorporate these exclusive features. 








Who says 
all sheaves are alike? 


Nobody who ever saw the Worthington QD, we wager. 


Big difference between the QD (that’s 
the QD is easiest to 


nary sheaves is this: 
grips tightly on the shaft. 


short for quick-detachable) and ordi- 
get on, easiest to get off, yet always 


Those are the big reasons why design engineers specify more QD’s than any 
other sheave — why the QD will do a better job on your product 


More reasons for standardizing on the tp av 


SCIENTIFIC DESIGN of Worthington QD Sheaves not only 
provides more efficient transmission of power but actually 
adds to the looks of your product. What's more, I-beam 
construction of the QD DriveN sheave provides greater 
strength with less weight. You'll find Worthington QD 
Sheaves a dependable source of trouble-free mechanical 
power transmission. The large variety of immediately avail- 
able standard sizes and ratings, for A, B, C, and D section 
V-belts, makes for a simple, economical solution to your 
design problem. 


GOOD NEWS FOR DESIGN ENGINEERS! Now, 
with Worthington’s new 100-page “Master En- 
gineering Manual,” you can select the right 
sheave and V-belt combination for your equip- 
ment in three minutes. Easy-to-use tables take 
all the complications out of sheave selection — 
require only simple arithmetic. Be sure to write 
for your copy today. It’s free, of course. Worth- 
ington Corporation, Mechanical Power Trans- 
mission Division, Section MV.5.5, Oil City, Pa. 


WORTH 


SPECIFY THESE wean mente PRODUCTS ON YOUR EQUIPMENT 


Compressors ¢ Pumps e Multi-V-Drives « Variable Speed Drives 





PROMPT SHIPPING SERVICE. Thirteen factory warehouses with 
stocks covering over 100,000 V-belt drive combinations, from 
42 to 600 horsepower, support more than 250 distributor 
outlets. These shipping centers can fill your requirements fast 


Warehouses Located at: Kearny, N. J. « Oil City, Pa. « Port- 

land « SanFrancisco + LosAngeles *« Denver « Tulsa -« 

Ft. Worth « Houston « New Orleans + Chicago 
Atlanta, Ga. 


Cleveland 





Profit with papers by Mosinee 


FOR LAMINATIONS oy Find out how you can get “MORE PROFITS with 
PAPER’ — for laminations, insulation, packaging, 
protection, fabricating or processing 


Ok Melek, Be Soko a hed, | 


bo. SEA ae 

Mosinee patented reinforced paper simplifies building 
construction. Easy to handle Mosinee reinforced papers with 
steel mesh reinforcing attached, replace wood forms for pour- 
ing lightweight concrete floors. This is only one of many 
instances in which Mosinee cooperated in developing new 
papers to improve processing or production. 





Mosinee impregnating papers replace 
steel — when treated with synthetic resins 
to form light, strong, better insulated 
refrigerator door panels. Mosinee works 
with many manufacturers to develop im- 
pregnating papers of special qualities. In 
this case, characteristics desired are strength 
and moldability to take deep draws. cerns and industries who have worked with 


HAT's the theme of a growing number of con- 


am INSULATION Mosinee experts. They've found Mosinee’s more than 
a quarter century of experience particularly valuable 
in developing special papers to perform specific 
functions. They've discovered that Mosinee special 
papers help complete their product or process faster, 
easier and usually at less cost. 

If you'd like to get a general idea of how Mosinee 
special papers can be developed or adapted to solve 
your particular product, production or packaging 
problems — write or see your Mosinee representa- 
tive. Find out how you, too, can profit more with 
papers by Mosinee. 


MOSINEE PAPER MILLS COMPANY 
DEPT. PE, MOSINEE, WISCONSIN 


Cable wrap of special Mosinee paper 
winds easily, twists uniformly. Mosinee 


moisture resistant, extra-strong, electrical ~) 
cable wrap offers a plus value. Mosinee 

specialized production controls insure uni- 

formity, minimize problems in high speed 

twisting and cable wrap operations. 


— specialist in industrial paper technology — 
makes fibres work for industry. 
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New Parts and Materials continued 


Electric Power, Control 


a>, ~=sy 


other components. Output voltage 
can be adjusted for less than full load 
extra transformer 


by means of taps, 


which are brought to a convenient 
terminal board. 

Input is 115 v, 60 cps 
28 v, de, 
Dimensions are 34 x 9% in. Weight 
is 6 Ib. Dressen-Barnes Corp., 250 


N. Vinedo Ave., Pasadena 8, Calif. 


For more information— 
Circle 51, inside back cover 


Output 1s 


5 >> 
2 amp; ripple 2.2 V, max. 


> — 


Force-Balance Instrument 


flow 


instantane- 


A pneumatic force-balance 


transmitter for accurate, 
ous transmission of differential pres- 
sure has no working parts in contact 
with the fluid. Fluid pres- 


sures are exerted on outside surfaces 


pre CCSS 


of two diaphragms which transmit 
pressure differential through a sealed- 
in oil chamber between them. 
Internal hydraulic temperature 
compensation gives stability to tem- 
perature variation. 
rhe range of the transmitter is con- 
tinuously adjustable from 0-20 to 
0-200 in. of water and has an output 
of 3 to 15 psi. Pressure rating is 
1500 psi and temperature rating is 
—20 F to 300 F. The transmitter 
(Continued on page 250) 
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this KEY 
to lower 


assembly costs 


There are new opportunities for cutting assembly costs 
in the “Key Locking” feature of kELox Inserts and 
Studs. You can improve your product and reduce 
assembly costs with KELOx because these fasteners 


1. Provide a positive lock between in - 
sert or stud and parent body. 


2. Provide higher stress allowable per 
space required. 


3. Are simple to install and remove. 
4. Make maximum use of tapped hole. 


5. Afford considerable 
assembly weights. 


reduction in 


6. Save space and improve product 
design. 





ELO 


7. Can be serviced in field without 


special tools. 


8. Require no special threads. 


Ke.ox Fasteners are part of a family 
of universally used PHILLIPS 
PRODUCTS that are designed, de- 
veloped and distributed by a world- 
wide organization. 

This highly specialized, technical 
group will be glad to assist you with 
your fastener problems. Use coupon 
below to get more facts on KELOXx! 


Fasteners, Inc. 


580 Fifth Avenue 
New York, New York 


SALES REPRESENTATIVES— 


Universal Fasteners Co. 
Centerville Road, P.O. Box 449 
Sturgis, Michigan 


D. R. & W. Technical Service Company 


P. O. Box 4 
East Hartford, Connecticut 


Please send me technical data on KELOX Inserts and Studs 


| Name 
Company 
| Address 


F. D. Barringer Company 
542 Spring Street, N.W. 
Atlanta 3, Georgit 


Monogram Manufacturing Co. 
8557 Higvero Street 
Culver City, California 


Scott Fittings Limited 
339 Bering Ave., P.O. Box 169 


Toronto 18, Canada 3395 


NR 
Title : | 


| Product being assembled 














maximum process utilization 





with 


MADISON-KIPP 
zinc and aluminum die castings 





@ Skilled in Die Casting Mechanics 
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Die casting as a process has marked advantages in 
providing lightness, strength and stability in parts that can be 
cast to dimensions requiring a minimum of machining. 


Seasoned skill, however, is involved in getting maximum 
process utilization as in the Madison-Kipp casting here 
illustrated, developed with the close cooperation of the user 


and the die designer. 


Please clip this ad as a reminder to contact us when you 


have die casting requirements. 


MADISON-KIPP CORPORATION 


206 WAUBESA STREET 


* MADISON 10, WIS., U.S.A. 


@ Experienced in Lubrication Engineering © Originators of Really High Speed Air Tools 
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from face to terminal block 


NEW—Repeat Accuracy within + “4 of 1% of 
full scale (30 sec. and longer ranges); + “2 of 1% on faster 
timers. 


NEW—Full Vision Dial. 300degree scale assures 
precise settings and fast, accurate readings. Dial and pointers 
protected by transporent cover. 


NEW Contacts, rated 15 amps., give positive quick- 
make, quick-break operation. Contacts are of silver cadmium 
oxide with ability to handle high inrush currents. 


NEW Fiexibility in wiring. Nine-position terminal block 
offers side or rear connection, presents a variety of wiring 
possibilities. 


NEW Reset Shock Spring Design lcbora- 
tory tested for more than a million operations. 


NEW Friction Setting Mechanism ailows 
adjustment even while timer is operating. 


NEW—Ratchet Ciutch operated by powerful relay, 
provides instant action, no slip. 


NEW O-Ring Retainer permits quick removal of 
bakelite housing, exposing entire timer mechanism. 


Timer driven by high torque (30 in. oz. at 1 r.p.m.) Cramer 
Type 112 Synchronous Motor. 


die R. W. CRAMER CO., “xc 


SPECIALISTS t*N TIME CONTROL 
BOX 7, CENTERBROOK, CONNECTICUT 








Wagner’ 


--. the choice of leaders 
New NEMA Frames 


Standard and Explosion-proof 





1 HEAVY-DUTY BALL BEARINGS—Highest quality bear- 
ings of more than ample capacity provide long, 
troublefree service. 








Type EP 2 BEARINGS CAN BE RE-LUBRICATED—Wagner motors 
can be re-lubricated when necessary to prolong 
215 Frame bearing life. 


Wagner Totally-Enclosed 


Fan-Cooled Motors 
Cut maintenance tine Hh Cote 3 BEARINGS STAY CLEAN—Both ends of these motors 


Check the features of the new Wagner Type EP Totally En- are equipped with running shaft seals, a machined 
collar mounted on the motor shaft. 





closed Motor. They spell the difference between needless 
expenditures in maintenance time and costs . .. and a definite 
savings in motor upkeep and repairs. You'll find that for 
general industrial use where dust, dirt, filings, abrasives, steel 
chips or moisture are present, the Wagner Type EP Motor 
gives steady, troublefree performance and longer service life. 








Wagner Type JP Explosion-Proof Motor ...has the same 
quality construction as the Type EP — plus added features 
which make it completely safe to operate where explosive 
dust, gases or vapors are present. 


> Tome EP. > Waone a x oe 
Both Type EP and JI Wagne r motors are availabl in ratings 4 EASY TO CONNECT—Large diagonally-split conduit 
up to 250 horsepower. For complete information, just call the box provides ample room for moking connections. 


nearest of our 32 branch offices, or write for Bulletin MU-203. Leads are permanently identified. 


Wasner Flectric @rporation 5 NO GREASE LOSS—Bearing housings have effective 


seals to prevent escape of grease. 
6406 Plymouth Ave., St. Louis 14, Mo. 


6 RIBBED FRAME—Ribs on the corrosion-resistant cast 
iron frames add mechanical strength and increase 
the surface area for more efficient cooling. 








BRANCHES AND DISTRIBUTORS IN ALL PRINCIPAL CITIES 





ELECTRIC MOTORS + TRANSFORMERS + INDUSTRIAL BRAKES + AUTOMOTIVE BRAKE SYSTEMS-AIR AND HYDRAULIC 
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ON NEW WORTHINGTON ROTARY COMPRESSOR— 


Morse HY-VO Chain 
provides smooth, quiet drive 


Morse Hy-Vo Drive in Blue Brute 
Rotary Compressor brings greater effi- 
ciency, smoother, quieter operation. 
Application shows way to product im- 
provement in your field. 


This new compressor packs plenty of power 
in a small space. Confined space appli- 
cations such as this are possible with Morse 
HY-VO, because these compact drives 
transmit more power per inch of width at 
higher speeds, with great savings in weight 
and space over conventional methods. 


Morse HY-VO Drives run smoother, 

quieter, cooler; they are easy to assemble 

and disassemble right on the job. The 

patented Morse HY-VO chain and sprocket 

he » engagement principle minimizes chordal 

: oN 5 action, gives you a more compact drive 

‘We ~~ — with quiet operation, even at velocities 

a a > over a mile a minute. Transmitting up to 

5000 hp in a single drive unit, HY-VO 

offers up to 50% longer service life, and a 

reduction in cost per operating hour by 
as much as 50%. 


_ 


ut hi ee 


HY-VO runs at speeds up to 8500 fpm, 
making it possible to get the economies of 
using lighter weight, higher speed engines. 
HY-VO also cuts vibration to a minimum, 
runs with more than 99% efficiency. 
Worthington Blue Brute Portable Compressor, 
showing cutaway view of compressor unit. Write for HY-VO Chain Catalog today! 





These Morse HY-VO Chain Look to Morse for Power Transmission 
advantages give real economy: Investigate the complete line of Morse products, and 
\/ Longer service life utilize the services of Morse engineers, who can help 
you solve your problems involving: Roller Chain, 
Silent Chain, Sprockets, Clutches, Couplings, Torque 
V Speeds up to 8500 fpm Limiters. 

V Transmits up to 5000 hp MORSE CHAIN COMPANY 


V Saves weight and space INDUSTRIAL SALES DIVISION 
\/ Less vibration, less heat ITHACA, N.Y. 


MORSE!’ Bi ccs. ccurcues. 


AND COUPLINGS 


/ Easy to assemble, install, and service 
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FOR POSITIVE, 


‘LOW-COST 


SPROCKET 
DRIVES...) 


sl 


Now successfully employed in radio and TV tuners, 
recorders, air conditioners, timing devices, etc. De- 
signed for economical, positive gear trains or drives 
free of slippage and backlash. 


VERSATILE BEAD CHAIN 
has many other advantageous applications such as: 
© part retainers © remote control devices 
e fan or ventilator pulls e revolving displays 
and many others 
WRITE TODAY FOR CATALOG AND SPECIFICATION SHEETS 


THE FREAD CHAIN mre. co. 


92 Mountain Grove Street, Bridgeport, Conn. 





WATLOW’S NEW 


CARTRIDGE 
HEATING 
UNIT 


























WATLOW 
FIREROD 


STANDARD 
CARTRIDGE UNIT 


SAME HEAT in 1/5 the 


A NEW HIGH of 375 watts per sq. in. (500°F operating temp 
with .005” fit in hole.) 


L-O-N-G-E-R cartridge life. 
LIGHTER WEIGHT and smaller size—for greater flexibility in 


installation and design application. 


WRITE for Bulletin 355. 


ELECTRIC MFG 


1392 Ferguson Avenue, St. Louis, Mo. 
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Electric Power, Control 


measures 4 x 5 x 10 in. and weigh: 
20 Ib. Fischer & Porter Co., Hat 
boro 35, Pa. 


For more information— 
Circle 52, inside back cover 


One-Position Weight Cell 


A weight-sensitive cell which can 
be set for activation at any one pre 
determined load point is said to be 
built to withstand over 1 million 
cycles of operation. Fitted to a de- 
flecting member, this entire assembly 
is hermetically sealed in a stainless 
steel case. No special instrumentation 
or readout equipment is required. The 
cell operates at 1] amp, 125 v, ac, and 
is currently available in ranges of 500 
through 10,000 Ib. 

The total travel of the cell at the 
load point is approximately 0.005 in., 
and a steel stop in the cell prevents 
damage to the switch even under ex 
treme overload. The new cell is sug 
gested for use as an actuator for 
treadles where low loads must be in 
effectual, as a safety indicator on 
crane hooks and drag lines, as a 
tripping device for automation at 
given load points. Control Cells 
Corp., Box 337, Boulder, Colo. 


For more information— 
Circle 53, inside back cover 


Miniature Proximity 
Impulse Generator 


The Model 50 A provides a self 
generated output voltage proportional 
in amplitude and frequency to the 
velocity of magnetic material moving 
in proximity to the sensitive end of 

(Continued on page 254) 
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‘SPIRAL BEVEL 
TEROL BEVEL 
_)HYPOID GEARS 


PRECISE GENERATION 

















OF BIG BEVEL GEARS 


This new No. 170 Spiral Bevel and Hypoid 
Gear Generator is the nucleus of the most 
modern and productive unit of large bevel 
gear generating machinery in the world. 
It generates spiral bevel, zero! bevel, and 
hypoid gears to 72” diameter, 2.875" 
tooth depth (.75 D.P.), 10” face, and 10” 
hypoid pinion offset above or below cen- 
ters. The localized gear tooth bearing, an 
established necessity for today's heavily 
loaded gear drives, is precisely controlled 
to your specifications. 





SURFACE HARDENING—This new No. 2 Flame 
Surface Hardening machine is closely controlled elec- 
tronically to produce precise, uniformly distortion-free 
results—it's the all important climax to our large gear 
production facilities. Spur, helical, bevel and hypoid 
gears to 120” diameter, 75 D.P., and 18” face are 
surface hardened in this machine. 


aA sek (aM id pith in he weet —desaned to sore you 
Look Sor this mark Ga> ... the symbol on finer gears 


OR a. SRG aa apa ee 
ILLINOIS GEAR © MACHINE COMPANY 


Z AVENUE * CHICAGO 35, ILLINOIS 





New! CUNO 40-micron 


DETAIL OF FILTER ELEMENT. 
Major discs are spaced 0.012 
in. apart by minor discs. 
Therefore particles larger 
than 0.012 in. can’t enter. 
Particles down to 40 microns 
are stopped between inner 
edge of major disc and outer 
edge of minor disc. 





+h taped Hatta} verte negate geet 


HUAN 





PRECISION-GROUND MINOR 
pisc has radius just 40 
microns short of major disc 
inner edge. Short effective 
length of micronic restriction 
gives the filter its high flow 
rate. Cleaner blade bears 
against outer edge of minor 
disc to comb out dirt. 


CUTAWAY of new SUPER Auto-Klean. Dirty liquid enters inlet (1) at left, 
fills housing (2) and flows through metal-edge filter (3) of stacked major and 
minor discs. Trapped dirt is combed out by cleaner blades (4) when discs are 
rotated and is removed through drain (5). Clean liquid rises through center 


of filter element, leaves at right. 
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self-cleaning filter! 


The SUPER Auto-Kiean for lube, hydraulic 


fluid, coolant, fuel 


..and you can clean this filter by simply turning the 
handle! 

Many times smaller than other micronic filters of equal 
capacity, Cuno’s new SUPER Auto-Klean filter now 
makes possible economical, compact, micronic filtration 
at high flow rates and eliminates the need for replace- 
ment cartridges. On machine tools and industrial ma- 
chinery, SUPER Auto-Klean gives micronic filtration of 
lubricating oil, hydraulic fluids, coolants, fuels and 
other liquids. Here’s what it offers : 

1. Full-flow micronic filtering with a self-cleaning 
filter. Filter can be cleaned continuously with motor 
drive or intermittently by manually turning handle. 

2. Eliminates cartridge changes. Ends operating costs 
if you’ve been using cartridge filters. 

3. No pressure drop build-up. An 8-in. long, 2%-in. 
diameter cartridge handles 30 gpm of oil of 200 SSU 
viscosity with only 3 psi pressure drop—up to 75% more 
with slightly higher pressure drop. 

4. Positive protection against particles larger than 40 
microns (actually 0.0015 in.). Filter can’t rupture or 
channel. 

5. Much smaller than replaceable-cartridge-type fil- 
ters of equal capacity. It saves with lower initial costs, 
lower installation costs, requires less space than car- 
tridge units. You get high capacity in a small package. 

6. No duplex units needed. Handles full flow all the 
time with no interruptions for cleaning. 

7. SUPER Auto-Klean fits existing Auto-Klean hous- 
ings. You can easily replace most 2%-in. diameter car- 
tridges with SUPER Auto-Klean for finer filtration. 

Send coupon for complete information on the new 
SUPER Auto-Klean filter, for your new designs or exist- 
ing equipment. Cuno Engineering Corporation, 20-1] 
South Vine Street, Meriden, Conn. 54 


MAIL COUPON FOR COMPLETE INFORMATION 


ENGINEERED FILTRATION 


Removes More Sizes of Solids from More Kinds of Fluids 


AUTO-KLEAN (disc-type) * 
FLO-KLEAN (wire-wound) ¢ 


MICRO-KLEAN (fibre cartridge) 
PORO-KLEAN (porous metal) 
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and other liquids 


WILL IT FIT? Here’s how one designer answered that ques 
tion. Filter (circled) mounts horizontally in side wall of hy- 
draulic fluid reservoir in this surface grindet 


~ 


FILTERS FOR INTERNAL PIPING (A and B above) allow stream 
lined design plus the best in filtration. Flange mounting with 
external outlet (C above) and line-type (cutaway on facing 
page) are just two of many other possibilities. 


CUNO ENGINEERING CORPORATION 
20-11 South Vine Street 
Meriden, Connecticut 


Please send me full data on the NEW Cuno SUPER Auto-Klean filter. 


Name 





Firm 





Position 





Address 





City Zone State 
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BAVabhannnvenn 


the pick-up. The device, when used 
with commercially available electronic 
counters, provides an accurate means 


Three New 
AC Servo 
Types 
Available.. 


of measuring, counting or detecting 





movement, vibration or speed of a 
shaft or other part. 

Stock units are encapsulated in a 
stainless steel housing, which is 
& x 13 in. long. Minatron Corp., 10 


Clivedon Pl., Belle Mead 10, N. J. 


115 VOLTS 
60 or 400 cps. 


INPUT NO, | 
WNPUT NO. 2 


STANDARDIZED 


SERVO SYSTEMS 


AND OTHER 


STANDARD TYPES 
FOR AUTOMATIC 


CONTROL — 


In addition to new 
lines illustrated, 
many standard and 
higher power mag- 
netic amplifiers are 
available for appli- 
cations involving 
automatic control. 


CUSTOM DESIGNS 


FOR SPECIAL 
REQUIREMENTS 


— we design 
and engineer 
complete servo 
or automatic 
control systems 


AFFILIATE OF 
THE GENERAL 
CERAMICS 
CORPORATION 


@ MAGNETIC PRE-AMP + 
SATURABLE TRANSFORMERS 
Supply: 115 volt 400 cps. 
Power output: 3.5, 6, 10, 18 watts 
Sensitivity: 1 volt AC 
Response Time: .03 sec. 
Lowest Cost — Smallest Size 
For further information requeft Form $493 


@ MAGNETIC PRE-AMP + 

HIGH GAIN MAGNETIC AMPLIFIER 
Supply: 115 volt 400 cps. 
Power output: 5, 10, 15, 20 watts 
Sensitivity: .1 volt AC 
Response Time: .008 to .1 sec. 
Highest performance — Ail magnetic 
For further information request Form $496 


@ TRANSI-MAG*: TRANSISTOR + 

HIGH GAIN MAGNETIC AMPLIFIER 
Supply: 115 volt 400 or 60 cps. 
Power output: 2, 5, 10, 15, 20 watts 
Sensitivity: .08 volt AC into 10,000 ohms 
Response Time: .01 sec. 


Fast response at high gain 
For further information request Form S499 
(400 cps.); Form $497 (60 cps.) 


MAGNETIC  __ 
AMPLIFIERS - INC 


Telephone: CYpress 2-6610 


| 
| 
| 


632 TINTON AVE., NEW YORK 55,N. Y. | 


For more information— 
Circle 54, inside back cover 


Shaft-Position 
Analog-Digital Converter 


rhis converter translates the posi- 
tion of an input shaft into the Gray 
binary-digital code. The distinguish- 
ing feature of the Gray code is that 
only one binary code position changes 
(from 0 to 1, or vice versa) as the 
equivalent numerical value changes 
by one unit. The eight rings of the 
converter’s disc contain a total of 256 
(Continued on page 258) 
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this is the aluminum industrial converter 


housing they said couldn’t be cast 


this way! 


Every company at some time accomplishes a difficult 

task that brings real satisfaction to everyone. Such is the case with the 65 pound semi-permanent 

mold casting shown above made for a division of an automotive major. One of our respected competitors said, “It can't be 
done that way.” The casting buyer said, “It’s got to be done.” We did it, delivered it ahead of schedule, and the costs were 
right. Everyone was happy about the job. 


Centr-O-Cast manufactures a complete range of aluminum castings in the permanent mold, semi-permanent, centrifugal, 
and centrifuge fields ranging in weights from 2 ounces to 65 pounds. All alloys are used, either regular or heat treated. 
Operating at the rate of 750,000 pounds of finished castings per month Centr-O-Cast ranks as one of the larger permanent 
and centrifugal casting foundries in the country. 


Next time your drawings call for aluminum we would like to help. A card will bring an illustrated brochure, or, if you prefer, 


cenfr-0-cast 


cestings which mroved that CENTR-O-CAST AND ENGINEERING COMPANY 
quality need not be expensive. 
45 St. Jean Avenue, Detroit 14, Michigan 


a personal call by our casting consultant. 


=> 
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you can use lighter sections, a 
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Examine these charts carefully 
— they tell a story that can save 
you money and put extra life and 


dependability into your product. 
3 ; 1 
Look, for instance, how other non-ferrous Section Thickness (inches) 


metals show a sharp decrease in mechanical 
values as casting cross-sections increase. 

Ampco remains practically constant — you 
require less metal. 2 


CHART REFERENCE 


non- 
thickness 


Note Ampco’s unusually high tensile and 
yield strengths compared with conventional 
bronzes — you use lighter sections to do 
a better job. And Ampco Metal weighs 10 
to 15 percent less than other bronzes — 
so you can make important weight reductions 


A. Ampco Metol 
B. Tin Bronze (88-8-4) 
C. Red Brass 

D. Tin Bronze (85-5-5-5) 
E. Manganese Bronze 

F. Aluminum Alloy 
Fact is, Ampco Metal’s high strength-to- G. Silicon Bronze 
weight ratios can mean real savings for 

you — savings in material and money 

Consult your nearby Ampco field engineer ee ae ee 


for full information or write us ods and Westinghouse Electric Corp 


Elongation in Two inches (Percent) 


<> AMPCO METAL, INC. 


Sole Producer of Dept. PE-11, Milwaukee 46, Wisconsin 
Genuine Ampco Metal West Coast Plant) BURBANK, CALIFORNIA 
*Reg U S Pot Off Elongations (2”) of various non- 
= ferrous metals vs. section thickness 


v2 
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EXON: each resin engineered for a specific problem 


EXON 65¢ 


specifically for 


Plastisols 


Firestone 
WA 


Product Engineering - 


”r 
Lt 
y | \ 


November, 


Waste no more time on grinding 
— Exon 654 never needs it! Even 
when simple stirring equipment is used, 
Firestone’s plastisol resin readily dis- 
perses in plasticizer. 


It’s an extremely fine powder with 
high molecular weight, created to 
impart excellent heat and light stability, 
physical toughness and chemical sta- 


bility to your products. 


Slush molders particularly will appre- 
ciate the exceptional viscosity, stability 
and flow properties of pastes formu- 
lated from Exon 654, These pastes are 
unsurpassed for processing ease. They 
gell quickly. And they always coat the 
mold smoothly and evenly. 


Whatever your particular problem, 
you're likely to find the specific remedy 


among Firestone’s many Exon resins. 


For complete information or technical service on the entire line 


of Exon resins, call or write today. 


CHEMICAL SALES DIVISION 


FIRESTONE PLASTICS COMPANY, POTTSTOWN, PA., DEPT. 6w 


DIVISION OF FIRESTONE TIRE & RUBBER CO. 


1955 
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4 4 segments, producing a resolution of 
is ain eng one part in 256 and providing a 


range of coded numbers from 1 to 


e | | 
Desi ni e rs t i New Parts and Materials continued 
a > verermine 





“~ 


255. The converter measures 3% x 12 
in. long) and weighs 8 oz. Librascope, 
Inc., 808 Western Ave., Glendale, 
Calif. 

Fer more information— 
Circle 55, inside back cover 








































































































Voltage-To-Digits 
Converter 








This device converts any process 
variable that can be represented bv 
GIVEN: an electrical signal into a form suit- 

Teeth in small sprocket. . . . . . 17 able for directly operating electric type- 

Teeth in large sprocket. . . . . . 78 writers, digital printers, tape or card 

ioe... .. 2 punches, lamp bank or for initiating 

ia ST process control. As many as five read- 
ings a second with accuracy of +0.15 
To find — Chain length in inches. (Answer below’) per cent of full scale on all readings is 
said to be possible. 

Designed for panel mounting in a 
Answer: saqout $66°96 standard 19-in. relay rack, input 

signals of d-c voltages—representing 
Acme Chains latest 76 page catalog brims temperature, pressure, flow, acidity or 
with chain data. Filled with information on any other process variable—are amplli- 
the correct and most efficient use of roller fied by a d-c chopper type amplifier 
chain, cable chain and all types of sprockets. and then fed to a null-balance poten- 
Among many other things it gives you the tiometer. Fischer & Porter Co., 
{leme S correct formula for computing proper chain Hatboro 35, Pa. 


’ : af lengths. For more information— 
[ frou , ’ S Circle 56, inside back cover 

















FREE to Engineers and Designers. Write Dept. 1A, 
ACME CHAIN CORP., Holyoke, Mass. 


Binary Coded 
Digital Converter 


This device is especially applicable 

to data recording systems, control 

; ee panels, or digit display units, plotting 

= i(¢ p=4 by an automatic coordinate plotter, 
Em | a o ; ; ‘ : ‘ 

= producing signals for automatic con- 





; trols of high precision equipment. It 

ion may also be used to control the 

1 npou aching of IBM cards, paper tape 
[oy | punching o M cards, paper tap¢ 


or printer. The unit is a specialized 


Write or Call JE 2-9458 
for immediate chain de- 
livery or free engineer- 
ing service. 


MASSACHUSETTS 
(Continued on page 262 
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You Cam 


SAVE UP TO 40/ 
—on Covtiols 


There is a better way to specify and buy the temperature, pressure, 
vacuum, liquid level and humidity controls that go into your equipment. 
A unique plan offered by Honeywell puts an end to hit-or-miss buying 
. . . reduces inventories . . . simplifies purchasing . . . and can save you 
up to 40 per cent in total controls costs. 

All these advantages are yours, with the— 


je HONEYWELL CONTROLS PURCHASE PLAN 


It’s economical— because you buy on planned schedules that give you 
the benefit of most advantageous prices. 

It’s convenient — because you receive shipments at a rate which is geared 
to your own usage. Consolidation of purchases simplifies your stocking 
problems, too. 

It’s simple—gives you the advantages of a single responsibility. What- 
ever your application, you'll find the more than 7000 different Honeywell 
controls include the type you require. 

You'll profit, too, by the high quality and nation-wide service that repre- 
sent exclusive plus values in every Honeywell control. 

We'll be glad to give full details; just fill in and return the coupon. 


MINNEAPOLIS-HONEYWELL REGULATOR Co., Industrial Division, Wayne 
and Windrim Avenues, Philadelphia 44, Pa.—in Canada, Toronto 17, 
Ontario. Also manufacturers of a complete line of precision measuring, 
recording and controlling instruments. 


Honeywell 


Industrial Division 
Minneapolis-Honeywell Regulator Co. 
Wayne and Windrim Aves., Philadelphia 44, Pa. 


Please send me your catalog on Honeywell Controls 


I'd like a Honeywell sales engineer to discuss how the 
Honeywell Controls Purchase Plan can be applied to 
my control purchases 


Name 
Title 
Company 
Address. 


PR. 


ieee ee OEE EE Ee ee ee ee 
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Inventors 
11e¢ TV 
Bodine 


ed special motors to 


mining discs. The year: 1928 


(Advertisement) 


In 1906 th: 


football 


forward pass became a part of 
And thrilled 


with this handy device called the washing 


housewives were 


machine. A Bodine motor operated it. 


In 1930 Marilyn Miller starré 
And to Ameri 


’ eaotineg er 
x's eating spc 


ris wheel-like turntables 


often operated with 


Jim Jeffries cam: it of retirement, { 


r 


The telephone was 
and Bodine motors were used to 
It was 1910 


ind lost. 


hnsor 
sisOll 


rer this ringing machine. 


using a Bodine mot 
1933 
ilbo led a fleet of 


A huge electric sign 
J known railroad in 
ir Gen. B 


Rome 


1dvertised a well 
the same ys 


from to Chicago 


Industry’s Use of Electric Motors, 
1905-1955, Traced by Bodine 


Pictures of old Thor washing ma- 
chines, 1910 telephone ringing ma- 
chines, juke boxes from the 1920’s, 
and dozens of other interesting 
items came to light recently as 
Bodine Electric Co., Chicago man- 
ufacturer of fractional horsepower 
electric motors, dug deep into its 
files of yesteryear for examples of 
early motor applications. Purpose 
of the search was the celebration 
of the company’s 50th anniversary. 

Late in 1954, Bodine called in 
special writers .. gave them the job 
of gathering facts and figures on 


the company’s history. 

Research revealed that the Bo- 
dine story was not without an in- 
teresting tinge of Horatio Alger. 
There were the very first days 
when the embryo company oper- 
ated from the Bodine brothers’ 
bedroom. Then came the big day 
..when the company formally 
came into being with a capitaliza- 
tion of $1,050.00 .. just about all the 
money the Bodine boys had. 

The first year was not easy . . only 
four motors were sold. Had it not 
been for a number of motor main- 


tenance contracts, the young com- 
pany might have failed. Came 
1906, and business was better.. 
sales exceeded 160, including a 
‘“‘volume’’ order..for ten motors. 
Succeeding years, saw the com- 
pany grow larger and larger. 

As might be expected, Bodine 
outgrew its quarters frequently.. 
the most recent expansions being 
a second factory erected in the late 
40’s .. followed in 1955 by the start 
of still another new factory. 

A picture story of Bodine’s 50 
year growth is presented above, 
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( Advertisement) 




















The new model | 915 cars had steering wheels In 1919, well brought up ladies still frowned New York | 

on the left. The public was | ming con n the use of rouge, but current ads showed 1924! America 
scious of proper dental care . . and dentists how pleased they were with the Multi many used 
used drills powered with Bodine motors graph . . powered with a Bodine moto like this pow 


SOLD THE WORLD OVER 


VT pa 


7 esa 


> Cae ¥ Cer : 
=e Cl 4 aa 


The Japs sank the gunboat Panay in 1937, In May 1940, Holland, Bel 
the dirigible Hindenburg exploded, and on fell to Germany. In Ameri 
Chicago's lakefront, Bodine motors helped were in demand machine tc 


operate this sign . . the world's largest “Cincinnati” powered by a B 


Gen. Eisenhower invack Normandy in Joe Louis smashed Jersey Joe Walcott in Brooklyn recorded 
1944. Armie 1 almost as much paper 1948 then retired. Others saw stars via hampionship 
as ammunitior ind Ditto machines, like the new 200” Mt. Palomar telescope 


this one, were powered with Bodine motors operated by some 100 Bodine motors 
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solves design problem 
for DUMORE with 


MICRO-FOG lubrication 


The recent development of the Dumore Series 24 Automatic Drill Unit 
presented a difficult lubrication problem: How to lubricate several 


small air cylinders requiring air at considerably less than 1 cfm. 


Only Norgren offered a solution...a special Micro-Fog 


Lubricator that would provide thorough lubrication at this extremely 
low air flow. Details of the Norgren Micro-Fog System are shown 


in the drawing below. 


A Dumore Radial Drilling 
Application with three Series 24 
Drill Units each equipped with 
a Norgren Micro-Fog Vitalizer 
Unit (Filter-Lubricator), a 
Norgren Pop Safety Valve and 
a Norgren Needle Valve. 





10 aw etomstos + 


Schematic Drawing showing 

air lines from Norgren Vitalizer Unit 
in Cyl soma, cra 
to Air Cylinder mre va 





You, too, can take advantage of this specialized and extensive 
experience in Aerosol Lubrication... just call NORGREN 


THE PIONEER AND LEADER IN OIL-FOG LUBRICATION FOR 27 YEARS 


For complete details on this 


Norgren og 
application, write for 
Norgren Biveprint No. 121, 
or phone the Norgren 
representative listed in your - ~ co. 


3428 So. Elati, Englewood, Colo 


New Parts and Materials continued 
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analog-to-digital converter which uses 
a pattern design to provide a decimal 
readout, but 
notation. 

lhe basic element of the converter 
is a commutator-type disc consisting 
of concentric rings of alternately con 
ductive or non-conductive segments 
corresponding to the 1-2-4-8 binary 
code. The disc, which is geared to 
the input shaft, contains 200 seg 
ments, producing numbers 
from 000 to 199. The converter is 
non-sensitive to magnetism and is 
operable at temperatures from —50 C 
to 85 C. All units have a phenolic base 
with rhodium-plated commutator for 
corrosion and wear resistance. The new 
converter is commercially available in 
single, double and triple disc models 
in ranges to 200, 2000, 3600, 20,000 
and 36,000 units. Librascope, Inc., 
808 Western Ave., Glendale, Calif. 


For more information— 
Circle 57, inside back cover 


form coded in binary 


coded 


Sub-Miniature 
Potentiometers 


‘hese wire-wound precision poten 
tiometers are 4 in., dia and are being 
made in special ganged control units. 
Available in the resistance range 200 
to 100,000 ohm, the large number of 
turns of fine resistance wire in the 
element and the precision accuracy 
with which they are spaced is said to 

(Continued on page 266) 
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now “17 _ 


CAN SIMPLIFY DESIGN 
SY” oF MACHINE TOOLS 


and provide many profitable advantages for users 


FOR EXAMPLE 


A-P CONTROLS CORP. 


installed Spray-Lube on 
fapping machine... 


@ increased tap life 
e@ increased tapping speed 


@ eliminated problem of chips 
plugging coolant lines 


e eliminated messy condition 
of splashing coolant 


Machine taps 12 holes of various sizes simultaneously. 
Norgren Spray-Lube System includes 5 gal. tank, 12 
mixing valves and spray nozzles. Air and liquid line 


pressures are 42 psi and 44 psi, respectively. 


FOR COMPLETE DETAILS write 
for Norgren Biveprint No. SL-4 


OlL FOG LUBRICATORS ¢ PRESSURE REGULATORS 
Al® FILTERS ¢ VALVES « HOSE ASSEMBLIES 


3428 So. Elati, Englewood, Colo. 


Product Engineering — November, 1955 





Bonding rubber to nylon 
is one of PHOENIX’ specialties 


We are unusually successful at bonding natural and 
synthetic rubber to nylon. For example, with the flex- 
ible coupling shown below, the rubber will actually 
rupture before bond failure. 

When you work with PHOENIX you have twenty 
years’ experience in developmental work at your dis- 
posal. Quality control is of the utmost importance at 
PHOENIX. Modern laboratory facilities and exacting 


PUTTING THIS FLEXIBLE 
RUBBER-NYLON COUPLING 
THROUGH THE PACES. 
TESTING ITS “BEND,” 
TENSILE STRENGTH AND TORQUE. 


production control methods assure the closest of toler- 
ances. 

It is PHOENIX’ practice to work in strictest con- 
fidence with our customers. Whatever rubber molding 
problems you may have, cal] on us. We are here to 
serve you. 

Please address all inquiries to Rubber Products 
Division. 


PHOENIX should be your source for custom rubber molding 


PHOENIX MANUFACTURING COMPANY 


RUBBER PRODUCTS DIVISION 


JOLIET, ILLINOIS 
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EASTMAN — first in the field of © 


Hydraulic Hose Assemblies—has had the 
privilege of pioneering in many original 
applications of hydraulic power — on 
equipment made by many of America’s 
leading manufacturers—as shown in 
action in the industries, above. 


Modern industry not only moves /Ay- 
draulically, but with increased efficiency 
and economy—with improved produc- 
tion and performance...the kind of 
performance that improves your com- 
petitive position in your field. 
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If you have a power transmission 
problem, consult with Eastman Engi- 
neers. For improved performance due to 
many original exclusive Eastman designs 

. for quality of material and work- 
manship—always specify Eastman Hy- 
draulic Hose Assemblies. 


Fastman 


fost inthe pielal 
avo COMPANY 


Dept. PE-11, Manitowoc, Wis. 








New Parts and Materials continued 


HILLIARD CLUTCHES FOR POWER CONTROL DESIGNS ' 


HILLIARD 


Electric Power, Control 


give standard accuracy of linear units 
of +0.3 per cent independent line- 
arity. 
CLUTCH Standard torque is 0.035 oz-in. at 
20 C. Ace Electronics Associates, 125 
Rogers Ave., Somerville 44, Mass. 


For more information— 


ACCURATE depend- Circle 58, inside back cover 


able action through 
millions of cycles. 


POSITIVE motion with- 
out slip or lag. 


INSTANT 
ENGAGEMENT 

at any point in the 
the revolution of the 
driver. 


RENEWABLE 
CAM SURFACES 
without machining or 
ts. ; - 
ae Intermediate Size 

Potentiometers 


The Hilliard Single Revolution Clutch is automation because it provides precise Anodized aluminum housings lg 


accurate intermittent motion automatically. Control can be electrical or mech- in. dia are machined from solid 


anical aluminum for optimum linearity and 
ganging dimensions Multiple ganged 


The use of Hilliard Single Revolution Clutches has improved the operation of units can be electrically phased in 


tube straightening and cut-off machines—shears—conveyors—riveting and fast- without 


dependently disassembly. 


ening units—case loaders—bottle unscramblers—weighing and packaging—in- Precious metal contacts are used ex 
dexing and feeding—marking—punching—textile and business machines—radar clusively, including a three-wiper con 
tact brush. All single and ganged as 


semblies are completely enclosed by 


apparatus—proportionate pumps—and many other types of mechanisms. 


WRITE TODAY FOR BULLETIN 239 WITH COMPLETE INFORMATION. 

e@ OTHER HILLIARD CLUTCHES e 
CONSIDER AUTOMATION - INVESTIGATE THESE PRODUCTS a ee 
Northern Blvd., Long Island City 1, 


HILLIARD - TWIFLEX N. Y. 
CENTRIFUGAL COUP- 
LING for smooth, easy 
starting of any load. 
automatically with over- 
load protection and 
ability to accommodate 
shaft m a 

Ask for CE-3. 


permanent dustcovers. Both threaded 
bushing and servo-mounting types are 


For more information— 
Circle 59, inside back cover 


Stepless Temperature 
Control 


This controller modulates the powe1 
input to an electrical load so that 


OVER - RUNNING SUP CLUTCHES | for heat input is only equal to heat losses. 


CLUTCHES for auto- overload protection, 
matic instantaneous en- 


THE 


IN CANADA: 


gagement and release 
on two speed drives, 
dual drives and ratchet 
or backstop action. 

Ask for Bulletin 231. 


or constant torque and 
to provide constant ten- 
sion and permit speed 
Variation on rewind 
stands. 


Ask for Bulletin 300. 


HILLIARD CORPORATION 


MANUFACTURING CLUTCHES FOR OVER 50 YEARS 
101 W. FOURTH ST. 


ELMIRA, N. Y. 


UPTON e BRADEEN e JAMES, LTD. 


This is accomplished without the use 
of contactors as used with conven 
tional “off-on” systems. The unit 
will vary power input to load between 
3 and 90 per cent automatically, ac- 
cording to demand. Units have been 
made from 300 va to 110 kva single 
or three-phase and are available in 

higher ratings. 
One unit can be used for several 
different loads and on either 115 or 
(Continued on page 270) 
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Short cuts speed printed-circuit design at Brush Electronics Co 


"3-day job”...done in 3 hours 


Brush Electronics Co., a Division of Clevite Corp., 
Cleveland, Ohio, finds countless uses for photographic 
materials and techniques in designing more than 700 products. 


- 
"Take the draftsman working on that printed-circuit 
diagram, for example. The original practice was to draw 
such circuits in ink on heavy Bristol board. 


Now, the job is done in a fraction of the time by posi- 
tioning precut circles and lines, with adhesive backing, 
on a form. This is reproduced on Kodagraph Autoposi- 
tive Film, a positive copy being obtained directly with- 
out a negative step. This reproduction—with dense 
black photographic lines on a translucent base —is sent 
to the vendor who makes the printed circuits. 


Brush has also found that duplicate tracings, made 
quickly and economically on roomlight-handling Koda- 
graph Autopositive Paper or Film, are the key to further 
savings when drawings must be revised, or vendor 
prints reproduced. Such duplicates are continually be- 


ing used in place of originals for reference and print 
making . . . are protection against possible loss or un- 
availability of the originals. 


And Brush further streamlines drafting and engineer- 
ing activities with the help of other Kodak materials 
uses Kodagraph Contact Fine-Line Paper for revising 
and combining drawings, and making high-quality off 
set plates ... uses Kodalith Film in preparing “pictorial 
assembly drawings, reduced-size drawings, handbook 
pages, graphs. Sometimes four or fiwe materials ar 
used on one job, for top-quality results and savings 
at every step. 


To learn the ways Kodagraph and other Kodak re 
production materials can serve you, just mail coupon 
below, or get in touch with your local blueprinter. 


«Kodagraph Reproduction Materials 


EASTMAN KODAK COMPANY 


Graphic Reproduction Division, Rochester 4, N. Y. 
Gentlemen: Please send me a free copy of your new booklet on Kodagraph Reproduction Materials 


New booklet is Nam 
jam-packed with 
valuable tips on 
saving drafting 
time, protecting 
drawings, getting 
better prints. City 





Company 





Street... 





Position 
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Fort Wayne Metals’ engineers are not v © able to raise 
precision stainless steel wire in greenhousc., but they DO 
have gire<c. thumbs in the ways of research. 


The “potted plants” above are serious (almost sen- 
sational) growth features of the research program. Until 
FWM made its strength analysis tests, inspired by the 
“plants”, it had not been possible to quantity produce 
cabling with a predictable, consistent strength exceeding 
about 75% of that obtained when component strands were 
tested individually. 


By careful study of the different functions of each 
strand under stress, FWM’s engineers and metallurgists 


- \ “a 
- 
: 
~ ‘ 
: ‘ 
. 


THUMB” 


devised a “selective tempering” process, which increased 
cable strength to 85% and even higher. 


These results mean that in many cases stainless steel 
wire cabling of equal strength can now be up to 15% 
lighter, a critical factor where weight reduction is im- 
portant. Furthermore, FWM’s process nearly DOUBLED 
cable fatigue performance values. 


It is altogether possible that we can help with your 
problems if they involve stainless steel wire. Why not drop 
us a line in any event so that we may send you our 
brochures and tell you about the uses of “selective 
tempering.” 


Producers of Precision Stainless Steel Wire for: Aircraft Cabling, Industrial Wire Cloth, Filters, Shock Absorbers, Flexible 
Tubing, RF Shielding, Brushes, Thread Inserts, Springs, Scouring Pads, Magnetic Recording, and Abrasive Applications. 


FORT WAYNE METALS, INC. 321: macartnur prive 
SOO ST TT OTTO SOT TOOT TT TOOT TTT TUTTI TTS UT STU TST TT SITNS FORT WAYNE, INDIANA 


Represented Nationally and Abroad 
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products of progress in the air 


/ PD 


-recision 
"O” Rings 


Both the “Pogo” by Convair and “O"’ 
Rings by Precision are symbolic of aviation 
progress and leadership in America. 

The “Pogo” combines the advantages of 
the helicopter and conventional fighter to 
overcome problems of take-off and landing 
space. Precision *‘O"’ Rings combine the ad- 
vantages of light weight, compact design 
and toughness to overcome problems of 
speed, temperature and synthetic lubricants 
in fuel and hydraulic systems. 

Compression-molded, rigidly inspected 
Precision ‘‘O"' Rings are the finest ever made! 





Put Precision in your new plans! 


Write for your personal copy 
of our Handbook on “‘O”’ Rings. 


CORPORATION 


= 
_-._ 





Dept 3 Oakridge Drive, Dayton 7. Ohio Canadian Plant at: Ste. Therese de Blainville, Quebec 
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FASTER DELIVERY 
on Both 
SPECIAL and STOCK 
DIE SETS 


Now ... you can get into production 
faster with a Detroit special or stand- 
ard die set. First, because of our 
greatly expanded facilities, we are 
now making delivery in less time. For 
instance, a standard die set will be 
shipped within 24 hours; specials in 
remarkably short time. Second, be- 
cause every full-value Detroit die 
set is built up to our high standard 
and not down to a price and is fac- 
tory-tested to specifications. Such 
precision gives you faster mounting 
without the delay and cost of rework- 
ing the set in your shop. Why not talk 
things over with our nearby represen- 
tative? Write today. 














"full value” 


means that in a special or 
standard Detroit die set 
you get what you pay for 
. . « the exact, specified 
thickness of both die holder 
and punch holder, true 
parallelism of surfaces, 
precision fit of pins and 
bushings — all assured by 
precision manufacture, fac- 
tory assembly and factory 
inspection. 


PRECISION-BUILT 
ACCESSORIES 


In stock for immediate de- 
livery is an extensive range 
of die-makers’ accessories, 
including the new self-oil- 
ing guide pin bushings. 


2895 W. GRAND BOULEVARD «+ DETROIT 2, MICHIGAN 
Offices in Principal Industrial Centers 


New Parts and Materials continued 


Electric Power, Control 


230 v. Control band width can be 
adjusted from the front of the in 
strument from approximately 4 to 4 
per cent of the scale range. West 
Instrument Corp., 4363 W. Montrose 
St., Chicago, II. 


For more information— 
Circle 60, inside back cover 


Magnetic Servo 
Amplifier 


This 6 w, 115 v, 400 cps magnetic 
amplifier is designed for instrument 
type air-borne servo systems. The 
unit operates directly from a synchro 
control transformer or potentiometer, 
without preamplifier or demodulator. 
A three-stage fast response half-wave 
bridge circuit is used which is capable 
of a 20 cycle bandwidth when driving 
a BuOrd Servo Motor Mk 7 in a 
closed loop system using simple cir- 
cuitry. This herm:ticallv sealed am 
plifier has less than a 0.07 v drift 
with respect to wide changes in line 
voltage and frequency Or temperature. 
Weight is 1.7 Ib. Specialties, Inc., 
Skunks .. i,cry Road, Syosset, N. Y. 


For more information— 
Circle 61, inside back cover 


Transistor-Equipped 
Magnetic Scrvo Amplifiers 





This line of transistor magnetic 
scrvo amplifiers have only static com- 
ponents and are characterized by ab 
sence of filaments, high sensitivity 
and high input impedance. They are 
available for practically all of the 
standard servo motors for operation 
on 400 o1 60 cps. Ambient tempera- 
ture range of —50 C to 71 C is 

(Continued on page 274) 
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Automate for top performance with... 


L a ‘ 7 
SQUARE HEADS with TH RODS / 


/ 
(40% } 
- — = / 
ry ys) / seace | 
SAVED } 


@ The Only Cylinders with all the Extras as Standard 

@ Oll pressure to 750—AlIR to 200 P.S.1. 

@ New Compact Design . . . Saves up to 40% Space 

@ Proven Performance . . . with Extra High Safety Factor 

@ Super Cushion Flexible Seals for Air... New Self-Aligning 
Master Oil Cushion 

@Hard Chrome Plated Bodies and Piston Rods (Standard) 

@ Only from T-J can you get these new ingenious cushion 
designs 


More and more of industry’s automation 
problems today—solved with T-J Spacemaker 
Cylinders! New compact design and many 
more plus features for a new high in efficient Member of the National 
cylinder performance and dependability. Wide era eoe <i “Vy 
range of styles, capacities . . . to help you save 
labor, reduce costs on all kinds of push-pull-lift 
jobs. Send for bulletin SM-155-1. The Tom- Led mM KIN s as J bed H N Ss Oo N 


kins-Johnson Co., Jackson, Mich, AND WYDRAULIC CYt rT 
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Examine the evidence... 


FRACTIONAL HORSEPOWER MOTORS 


br performance 


Century Fractional Horsepower Motors are quiet 
running, precision balanced and unusually free from 
vibration. They can be Performance-Rated to your 
specific needs in split-phase, capacitor and polyphase 
types with the following mechanical modifications: 


o & 


Open Type Drip Proof Open Type’ Drip Proof Can Be Furnished with 
with Cushion Base with Rigid Base Bracket or Flange Mounting 


ae ee 





= ee 2. ee 





Century application engineers or authorized Century 
distributors are always at your service to help you fit a 
Performance-Rated motor tc your job. 
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ROTOR ... CRUSE Ee Se 
practically indestructible, high-pressure die- 
cast aluminum squirrel-cage rotor... assures 
uniform cross section of winding. Large copac- 
ity fans are cast integrally with the rotor 
winding for improved ventilation. 


INSULATION ..... 02pm en 


stator winding slots are insulated with lami- 
nated rag stock paper and costly “Mylar.” 
“Formvar” plastic insulated wire is used for 
the coils. The complete stator winding is de- 
hydrated and saturated with thermal setting 
baked plastic varnish. 


LUBRICATION |. 
the time-tested wool yarn method of clean- 


ing and circulating the oil... large capacity 
reservoir. 





BEARINGS 
same reliable sleeve design that 
has been tested and perfected 
by Century for over 50 years... 
machined from shell molded 


Phosphor bronze castings . .. ball- 
bearing motors also available. 





new, sturdy design... built to 
withstand impact for long and 
accurate service. 


SWITCH 


coin-silver contacts provide for 

long service life... “Glastic” ter- 

minal base and switch mounting resists mois- 
ture... has greater arc resistance. 


FRAME 


heavy gauge steel. accurately machined for 
close-tolerance fit with the cast iron, drip 
proof end bracket. Base is welded to the 
frame and the bottom is milled for solid 
mounting and accurate centering. 


erformance- Rated° motors CENTURY ELECTRIC COMPANY 
1/8 to 400 H. P. 


1806 Pine Street, St. Lovis 3, Missouri + Offices and Stock Points in Principal Cities 
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TYPE 11-A_ 


Synthetic Rubber Bellows + Small shafts to Y% in. 


hot or cold water, oil, gasoline, kerosene 
urious to synthet ic rubber. 





Services: 


and other liquids non-inj 


“Pressed-In’’ 
, — E YY 
i economy, quick installation and life- 
Ong performance in all types of service 











New Pa 1 i i 
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Sle. ; > 
Electric Power, Control 


standard, although higher tempera 
ture units are available. Magnetic 
Amplifiers, Inc., 632 ‘Tinton Av 
New York 55, N. Y sm 7 


For more information— 


Circle 62, inside back cover 






















Pressures: up to 50 psi. 
Temperatures: 65°F. to +220°F. Special construc- 


tion to +300°F. 

Construction Data: Packaged unit. Retainer does not 
contact shaft, permitting operation at a high rpm. 
One size can be used for several shaft sizes. Bellows 
encloses spring and metal parts to prevent contact 


with medium being sealed. 


TYPE 6-A 
Bellows ° Interchangeable with Type 11-A 


soapy and 





Synthetic Rubber 


Services: hot or cold 
quids non-injurious to syn 


water, oil, gasoline, 
other li thetic rubber. 


Pressures: up to 75 psi. 
Temperatures: 65°F. to +220°F. Special construc- 
tion to +300°F. 
ta: Similar to Type 11-A. Does not 
permitting operation at high rpm. 
sed for several shaft sizes. 
stainless 


Construction Da 
contact shaft, 
One size can be u 
Spring and metal parts available in 


steel or bronze. 


TYPE 9-A 


Sealing Members Made of Teflo 


s, solvents, oils, corrosives 





Services: all chemical 
not or cold 


and gases, | 
50 psi Balanced constru 


Pressures: to 1 ction to 
750 psi. 

Temperatures: —120 F. to +500°F. 
Furnished in 
ication best suited to the 
ally-inert Teflon wedge ring 


of retainer and is 


Construction Data: Packaged unit. 


metallurgical specif 
application Chemic 


fits inner sleeve 


closely 
1 sealing washer. 


machine-mated to carbor 





Contact “John Crane” 
for the particular : 
to your application. Request —— seal best suited 
tion on “John Crane's” compl ons aoe full informa- 
mechanical seals. 


Crane Packing Co., 1845 
“ Cuyler Ave., Chicago llinois. 
In Canada: Crane Packing Co., Ltd., 617 Parkdale Ave.. N peste <> 
*Du Pont trademark 






n* © Engineered for the particular application 











CRANE PACKING COMPANY 
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Controls Process 
T emperature 


Operating on a current of less than 
l microamp, a temperature-indicat- 
ing, electronic contact-controller ‘te 
said to automatically hold and control 
process: temperatures as high as 
£500 F to within +1 per cent of 
se: It can be used with industrial 
urnaces, ovens, tanks or similar types 










ot 
production equipment and ma 





chinery. Its case measures 6 x 72 x 52 
in. “the 
A pyrometer unit indicates the 
emperature under control up to the 







control point and an electronic con 
trol unit opens and closes the load 
relay regulating fuel supply to the 
controlled process. Capacity is 5 amp 
at 115 v. The controller is available 
- five ranges: 0 to 600, 1000, 1500 
2000, and 2500 F. Automation In- 
strument Corp., 1516 Summer St 
Philadelphia 2, Pa. ; 
For more information— 

Circle 63, inside back —~ 


















Moving Coil Instruments 





P Ccisio!l CI t 
1 
I I een ll \ “4 





coil ammeters, milliammeters, micro 
ammeters, galvanometers, ellison 
milliy oltmeters and electrodynamome- 
ters single and three-phase (both 
three and four-wire) wattmeters from 

(Continued on page 280) 
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Says Tracing Papers 
Are All Alike? 


. See for Yourself the 
. Wonderful Difference 


Send for Your Free 
*. Trial Sheet Today! 


And for a Wonderful 
Difference in a Smooth Surface 
Paper, try... 
BRUNING’S No. 350 “VELLUX” 


The moment you put pencil, or ink, 
to this smooth - surface, vellum-type 
tracing paper, you'll see what a 
difference quality can make. This 
permanently white, transparentized 
paper is unsurpassed for textural 
uniformity and for fine all-around 
performance. Prove the difference 
to yourself by sending today for 
your free tria! sheet. 


Bruning’s Transparentized 


No. 357 “KOVEL” 
TRACING PAPER! 


Here’s a challenge you'll be glad you 
accepted. Test the tracing paper you're 
now using against Bruning’s general 
purpose No. 357 “Kovel” Tracing Paper. 
You'll discover a wonderful difference 
that will pay off for you in neater, 
higher quality drawings and cleaner, 
sharper, faster prints. 

You'll like the greater translucency 
of “Kovel” brought by an improved 
transparentizing agent and technique 
of application. Yet you'll find this 
vellum-type paper exceptionally strong 
and durable, able to withstand re- 
peated erasures without losing work- 
ability. You'll take pure pleasure in 
the ease with which the beautiful fine- 
grained surface takes pencil, also 


accepts ink, gives you smooth, clean, 
opaque lines. And its faint blue tint 
eliminates glare. “Kovel” is great for 
reproduction, whether used for print 
making immediately or years later. 
No leaching, no discoloring, no odor 
... even after long periods of storage. 


Send for your free trial sheet today. 

Discover for yourself the big difference, 
except in price, that has gained “Kovel” 
acceptance as the finest general pur- 
pose tracing paper of its type on the 
market. 
For all the advantages of “‘Kovel” in a thinner, 
untinted white paper, try No. 354 “Frenchvel”’ 
Tracing Paper. The high translucency of 
“Frenchvel” makes it ideal for tracing from 
weak-lined drawings or blueprints and for 
higher volume reproduction. 


- 


(B # U N ] NG) | Siecteatiinen Origen, tea teas haa 


4700 Montrose Ave., Chicago 41, Iilinois 
America’s Largest Supplier of Engineering 
and Drafting Equipment 


(09): 20° & re 





Please send me my 82 x 11-inch trial sheet of 
["] No. 357 “Kovel” | No. 354 “Frenchvel” 
() No. 350 "Vellux” 











al Lf 


Addre 





CHARLES BRUNING COMPANY, INC, 4700 MONTROSE AVE., CHICAGO 41, ILL. 
in Canada: Charles Bruning Company (Canada) Ltd., 105 Church St., Toronto 1, Ont. 


City Zone Stote 


Cees cers cers cee ee ces cs ES ED GEE GED GER GED GD GD cee ae eos ee eed 


275 





| Cc 


Product Engineering — November, 1955 





You can set a new High-Torque 
Unbrako self-locking socket set screw 
and forget it—it stays tight 


There are several reasons: the deeper socket 
which gives you better purchase with the 
wrench; the rounded socket corners which 
eliminate the sharp corners where cracks 
start; the special methods of heat treatment 
in atmesphere-controlled furnaces; the devel- 
opment of fully formed threads. 





SCREW SIZE 


#4 
#5 
#6 
#8 





RECOMMENDED SOCKET SET SCREW 
TIGHTENING TORQUES 


UNBRAKO B c % 


(Inch-Pounds) 


SET SCREW 


MINIMUM 
SET SCREW DIFFERENTIAL 


5 3.9 3.5 28 
? 7.8 7.4 15 
9 7.8 7.4 15 
20 14.7 14.5 36 
33 26.5 25 
87 62 40 
122 32 

198 29 

309 23 

460 24 

1106 1] 

1540 18 

3660 9 

5025 8 








ALL UNBRAKOs can withstand higher tightening torques than ordinary set 
screws. For example, the recommended torque for a 4” UNsrRAKOo is 87 inch- 
pounds — 40% greater than that recommended for an ordinary set screw. 
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These microphotographs illustrate just what 
fully formed threads do for the new High- 
Torque UNBRAKO. They make the whole 
screw stronger. The metal is compressed into 
the closely knit grain structure that you see. 
The grain flow follows the contour of the 


threads. There are no straight lines along 


which shear can occur. The UNBRAKO retains 
its flow lines even when ground down to 
010” below root diameter. Screws with 
cut or ground threads lose thread form at 
root diameter, 

You can’t buy a better set screw than an 
UNBRAKO. See your authorized industrial dis- 
tributor today. Or write STANDARD PRESSED 
Steet Co., Jenkintown 28, Pa. 


Unbrako Set Screw 


AUN 


Pitch diameter Root diameter .005’' below .010"’ below 
root diameter root diameter 


Fully formed threads make the whole screw stronger 
The metal is compressed into a closely knit grain 
structure. The grain flow follows the contour of the 
threads. The UNBRAKO retains its flow lines even when 
ground down to.010” below root diameter. Screws with 
cut or ground threads lose thread form at root diameter. 


Ordinary Set Screw 


Pitch diameter Root diameter .005" below 010°" below 
root diameter root diameter 


STANDARD PRESSED STEEL CO. 


UNBRAKO SOCKET SCREW DIVISION 


JENKINTOWN PENNSYLVANIA 
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L1-PURE OT 6 LIFE! 


TY, A 
“— ABLE FOR 


DEPEND 


Current ratings up to 25 amp, AC or DC 
Also made-to-order models in many contact 
combinations and coil voltages. 





HIGH @ 
RUGGED, 









61 types in three 
stock models 
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OHMITE MANUFACTURING COMPANY, 3611 Howard Street, Skokie, Illinois (Suburb of Chicago) 
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sion of a liquid selected for the particu- 


lar application, the bellows responds 


with sufficient force and degree of thermostatic assemblies. Performance rises, the liquid in the bulb expands ‘ bellows movement. Both filling medium is best suited—resulting in longer life. 
motion to actuate switches and valves can be accurately predicted for appli- through the capillary into the cup, F for example, may experience and bulb design are critical elements Method of adjustment Since liquid ex- 
without the need for elaborate amplify- cations when operating conditions are compressing the bellows and moving temperatures as high as 140 F. Bellows and should be chosen only after con- pansion with temperature is inexorable 


Oy 
bey can be used for temperatures 
az low as —100 F. and as high as 700 


F. In addition, these units provide “one type thermostatic assembly to fit the sidering . ; . 
knob control” of temperature over a requirements of any application for Bellows stroke. The amount of bel- held constant at 70 F.) In addition, the a. hy te pit 2 oe 
wide range. A common example is the which this type of control is suited lows movement necessary to actuate entire volume of liquid in the bulb, change the temperature of the bulb is If you have an immediate problem, send 
c-dinary domestic oven in which a Operating principle. (fig. 1). In its the switch or valve varies with the bellows and capillary will expand be- th9+ required by the specific heat of a sketch showing controlling conditions. 
selected temperature can be main- simplest form, the liquid filled thermo- nature of the application. Design of tween 70 and 140 F. the bulb material and its enclosed Clifford will send you additional date 


tained anywhere in the range from 150 


F. to the top limit of the oven — usually capillary and bellows. The bulb is the control the movement to meet these *AVie = conditions of the application. In rapid! Citeet be Cc - @ 
about 600 P. temperature-sensing element and is voquvemente. A ag volume bulb - moving air, for —" ” time —— Street, Watthem St, Mose Divtoien of Standard- 
Since these systems operate on the located in the chamber whose tempera- smal ows results in a long stroke K{V.aT. + (V, + tants as low as 10 seconds are prac- [h2msen Corporation. Sales Offices in New York, 
thermal expansion of a liquid, they are ture is to be controlled. The bellows is and vice versa. Bellows of 15/32” or = EN: 0 ~ 50) + 70)) tical, When A, bulb te en? - Detroit, Chicago, Los Angeles, Waltham, Masa. 
insensitive to ambient pressure changes. the responsive element and can be 9/16" diameter are common sizes. , liquid the device may operate up to 

Liquid filled bellows systems are located together with the switch or The total stroke or travel to be ex- Where Ave times an fact 





controls, a great deal is known of the 
inherent characteristics of liquid filled 


known. Furthermore, the design con- 
siderations are so well known that it is 
usually not difficult to design a liquid 


static assembly consists of a bulb, 














of temperature to be controlled 
As the temperature in the chamber 


the attached rod to actuate a switch 
or valve. 


DESIGN CONSIDERATIONS 


bulb volume and bellows effective area 














system can generate large forces and 
result in damage. A unit intended to 
control temperatures between 50 F and 





movement must therefore be figured 
for the range 50 to 70 F resulting from 
expansion of the liquid in the bulb (con- 

f temperature of the bellows 





K = Coefficient of expansion of fluid 


V. = Volume of thermal! sensing bulb 












































temperature changes in the controlled 


chamber will be quickly reflected in 


sultation with Clifford engineers. 
Responsiveness of liquid filled bellows 
assemblies is very good and they can 


liquid. Much depends upon the specific 





The open type thermostatic assembly 
is used for some applications where 


: , , ’ cup type (fig. 1) may not fit. Oper- 
Vi Volume of Setlows ating principle is the same except that 
V Volume of capillary the bellows itself is filled with liquid 
aT Control temperature range and expands with rise in temperature 














AT wae 
AV. 


Ambient temperature range 
Total | 





i expansion 


This expansion divided by the effec- 





to actuate the switch or valve rather 
than being compressed as in cup type. 

Open assemblies require a Ceaeler 
loading spring than the cup type. The 
bellows is more susceptible to damage 


tive area of the bellows will give the due to handling and it is more difficult 
tota! movement over the complete to mount this type of assembly. Cup 
range from 50 to 140 F. The total assemblies are more rugged. They pro- 


movement should not exceed the allow- 
able travel discussed above. Tempera- 


to its outside 


and produces great forces, adjustment 
of the system within its control range 
must be accomplished by 


surface. 


The bellows 
operates in compression — for which it 


roviding for 


and recommend a suitable control. 
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bellows movement available over the dium. There a 180 
entire range of temperature which the per of liqu “ 0 
device will encounter yperties suitable for | — ed 
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ture lower than the operating range 


) mmon| 
&. Postel and gre renee . y need not be considered as a factor. 


filled bellows controls. 
operates electric switches 
thet turn hecting elements on and off. In gas 
ranges bellows operates modulating valve te 
control Bow of gas. 
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— x. adjustable over a temperature ran: f 
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to mount and with bellows protected from dam- 


Fig. 2. Representative open type and cup type 
age by handling. 


filled bellows thermostatic assemblies. Cup type 
is preferable being inh ntly stronger, easier 
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beaver 
ball screws 


Successor to the Acme screw 
drive and preferred in many 
applications to hydraulic and 
pneumatic systems. Guaran- 
teed 90% efficiericy in con- 
verting rotary twist fo linear 
push (or vice versa). Employs 
a stream of precision balls 
and ground lead to eliminate 
drag and wear in delicate in- 
struments to massive wind 
tunnel jacks. Any diameter 
or travel: indexing, inching, 
traversing. Literature, con- 
sulting engineering service 
available. 
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New Parts and Materials continued 


Electric Power, Control 


Vienna are available for ac and dc. 
With the aid of accessories, currents 
as high as 300 amp may be measured. 
The millivoltmeters can be converted 
to high frequency ammeters (ranging 
from 50 amp at 800 ke to 200 ma at 
50 mc) by means of separate ther- 
motransformers. All units have mirror 
scales, knife-edge pointers, weigh 1.5 
lb and measure 54 x 5 x 24 in. Physics 
Research 
Iiempstead ‘l'urnpike, W. Hempstead, 


N. Y. 


Laboratories, Inc., 507 


For more information— 
Circle 64, inside back cover 


Panel Meter With 
6 x 2} In. Face 


This meter with its 6 in. dial are 
length is available as a moving coil 
permanent magnet type in all de 
ranges, nominal 2 per cent accuracy, 
available to 4 per cent as the applica- 
tion requires. A variety of scale ranges 
permits its use as a basic component 
in various types of equipment. Manon 


Electrical Instrument Co., Manches- 


ter, N. H. 


For more information— 
Circle 65, inside back cover 


Thermometer With 
Matching Reading Disks 


A bright red disc is affixed to the 
pointer of this instrument and an 
opaque disc of the same diameter is 
attached to the dial glass over the 
spot where it exactly coincides with 
the red disc. Slightest temperature 
variation causes the pointer to fluctu- 
ate over or below the opaque circle, 
thus revealing the red signal eve to 
the observer. 

hese thermometers are available 


(Continued on page 284) 


The same > 
device that ’ 
operates 

wing flaps. 


Pf y, 
eS ae 
_—~ 


helps make 


paper 
stronger 


Beaver’ Ball Screw mecha- 
nisms have been selected 
by Shartle Bros. Machine 
Division, Middletown, Ohio, 
for the control unit in their 
line of jordaners and refin- 
ers used in paper manu- 
facture. 


WHY? Because Beaver 
Ball Screws permit fast 
adjustment for change of 
stock characteristics by af- 
fording easiest manipula- 
tion and most positive 
positioning of the plug. 


Can your product be 

made more efficient 

with Beaver Ball Screws? 
i Write for literature. 


Seaver 
Drecision 
£ Droducts 


I INC. 
a CLAWSON, MICH. 
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Solves Problem of 


Sealing Electrical Connectors against 
Movrsture and Vibration 


Problems in sealing electrical connectors against mois- 
ture, solvents and contamination under conditions of 
severe vibration and temperature extremes can be 
solved with potting compounds based on “Thiokol” 
Liquid Polymer. 


























“Thiokol” Liquid Polymer potting compound comes in 
the form of a paste and is pressure flowed into the 
voids around wiring. It sets at room temperature to a 
resilient rubber with good dielectric properties and 
adheres tenaciously to metals, glass and plastics. 


These properties have helped introduce new standards 
of reliability and space saving in electrical potting for 
aircraft, guided missiles and other industrial products. 
They may do the same in your electrical potting 
The cured rubber maintains an effective seal under application. 

vibration . . . temperatures cycling from —65° to + 
200° F .. . water and high humidity . . . aromatic and 
aliphatic solvents . . . weathering and aging. 


Our technical staff will gladly discuss the suitability of 
“Thiokol” Liquid Polymer for any electrical potting 


or sealing job you have in mind. 


Thiokol Chemical Corporation supplies “Thiokol” Liquid Polymer 


only as a raw material. We will gladly indicate sources of suitable 
compounds to end-users. 
SYNTHETIC RUBBERS 
¥ 3 PLASTICIZERS \ ] e hol y , J Vi 
+ CHEMICALS d 
bt 784 NORTH CLINTON AVENUE «+ TRENTON 7, NEW JERSEY 


In Canada: Naugatuck Chemicals Division, Dominion Rubber Company, Elmira, Ontaric 
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ALUMINUM AWNING MANUFACTURER FINDS ALODIZING 
2 TIMES AS FAST, 4 TIMES AS EFFICIENT 


The very first continuous strip Alodizing line was installed by Orchard Brothers, Inc., Rutherford, NJ. This view of 
its plant shows the Alodized aluminum strip leaving the machine and being wound on the reels in the foreground. 


Previous process needed more time 
and finish was too brittle for 
roll-forming after painting 


Alodine,® 


maker of 


Before being told about 
Orchard 
Alumaroll 


Brothers, Inc., 

awnings, used a crystalline 
phosphate coating to prepare its alumi- 
num strip for enameling. Not only was 
this a slow and inefficient process, with 
many hours of downtime, but it made 
the finish too brittle to roll-form after 
painting. 

Alodizing with Alodine has had a 
twofold production benefit: it has cut 
Operating costs about two-thirds and 


And the 
Alodine coating forms such a durable 


has increased output 50% 


and tenacious bond that roll-forming 
of the slats after the enamel has dried 
does not damage the finish. 

Another tangible advantage of Alo- 
dizing with Alodine is the technical 
assistance provided by ACP. Our En- 
gineering and Service Departments not 
only recommend the proper equip- 
ment, but instruct plant personnel in 
its operation, and check samples of 
the finished product in our own Qual- 
ity Control Laboratory. 

We can oifer the same product ad- 
vantages to you. Write for complete 


information today about the process of 
Alodizing with Alodine. 
*T.M. Orchard Brothers, Inc., Reg. L 


Alodized aluminum awnings chosen for this home 
have the longevity to outlast the house itself. 


Orchard Brothers, Inc., and American Chemical Paint Co. are Members of National Metal Awning Association 


AMERICAN CHEMICAL PAINT COMPANY, Ambler 17, Pa. 


WINDSOR, ONTARIO 


DETROIT, MICHIGAN 


NILES, CALIFORNIA 


CHEMICALS 





PROCESSES 


Product Engineering — November, 1955 








e Big pulverizing mills made by Raymond Division, Combustion 
Engineering, Inc., depend on Johnson Bronze Bearings for trouble- 
free performance the world over. At right is a high side roller mill 


installed in the Kaiser Gypsum Wailboard Plant at Seattle. 


Where One Bearing Can 
Keep Whole Plant From Shutdown 


When you're investing up to $85,000 for a pulverizing 
mill around which you’re going to build an entire plant, 
you expect to get equipment which will give long, 
trouble-free performance. 

One leading company in the field of designing and 
manufacturing pulverizing mills for use all over the 
world makes every effort to do just that—build sturdy 
equipment of the best available materials which won’t 
break down because of the failure of any one part. 

Because bearings play such an essential role in the 
operation of pulverizing mills, the Raymond Division, 
Combustion Engineering, Inc., has relied for more than 
30 years on cast bronze bearings made by the Johnson 
Bronze Company of New Castle, Pa. 

Johnson Bronze bearings rate high with this Chicago 
manufacturer because they can be depended upon to 
keep these expensive units on the job day in and day 


out and because they are made just the way Raymond 
Division specifies. That means a very low rejection rate 
and faster production. 

Take the big bronze bearings Johnson makes for 
journals on a pulverizing mill. They are made to a 
tolerance of .002 of an inch. Because Johnson con- 
sistently meets this specification, the time required to 
fit the bearing is held to a minimum. A few taps with 
a rawhide mallet usually slips the bearing into its 
position. 

If your product demands uniformity, investigate 
Johnson Bronze products. You can depend on them for 
faster production and longer life in use. Skilled engineers 
are available to help you decide what type of bearing 
you need to get the best possible results at lowest cost. 
Johnson Bronze Company, 508 S. Mill Street, New 
Castle, Pa. 


f 


LEDALOYL «+ STEEL AND BABBITT « CAST BRONZE 


(powder metallurgy) 


ALUMINUM ON STEEL e BRONZE ON STEEL « 
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With yeors of experience in 
producing great quantities of boots, 
bellows and tubes, Acushnet has devel- 
oped rubber stocks with unusual properties 
that provide sustained flexibility at extremely high 
or low temperatures, and high resistance to fluids, greases 
and gases. 

Our precision-molded boots, bellows and tubes give enduring protection 
to moving parts by excluding dust, dirt, water, oil, etc. — or by retaining grease, 
oil, fuel — or by performing both functions at the same time over long periods of 
continuous flexing. These products are made on order to customer specifications 


— none are stocked. 
Send for your copy of the “Acushnet Rubber 
Handbook", a comprehensive rubber data 
source widely used in industry as a reference for 


molded rubber parts. 


PROCESS COMPANY 





Address all communications to 768 Belleville Ave., New Bedford, Mass. 
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in 3 or 5 in. dia dial sizes and in stem 
lengths from 24 in. up to as long a 
72 m. Fahrenheit ranges varv from 
+0 to 160 F, with intermediate 
ranges and a high of 200-1000 PF. 
Centigrade ranges run from 10 to 
110C and up to 0 to 300 C. All ar 
individually calibrated to an accuracy 
of 1 per cent the full scale reading 
W.C. Dillon & Co., Inc., P. O. Box 
3008, Van Nuvs, Calif. 


For more information— 
Circle 66, inside back cover 





Digital Ohmmeter 


An automatic, digital ohmmetei 
displays four digits accurate to 0.05 
percent, +1 digit from 0.1 ohm to 
1 megohm in four ranges. Average 
reading time is said to be approxi 
mately 1 sec. Overall size of the unit 


is 7 x 19 in. It is designed to be 
mounted in standard racks. Electro 
Instruments, Inc., 3794 Rosecrans St.. 
San Diego 10, Calif. 


For more information— 
Circle 67, inside back cover 


Rectangular 
Panel Instruments 


Two lines of pancl instruments, +3 
and 54 in. in size, are available in 
three types: d-c meters, rf meters, and 
a-c rectifier-type meters. Each of the 
three types can be supplied with ex 

(Continued on page 289) 
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LARGEST STOCK SELECTION AVAILABLE ANYWHERE! 


Modern, Mechanical, Face-Type Seals — 
sifelalelelcelh 4-1 Mmm Ao Mb Teh Z-MNlial-Me- Vale Midlelal oY 


YOUR Sealing Problem Is Solved Here! 


STYLE SGU—A factory-assem- 
bled unit-type seal for the small 


ROTO-FLEX — Rugged flexibility. Only 
3 parts. Single or double units. Many 
budget user. Widely used in applications in pumps and compres- 
appliance field. Stock sizes sors. Stock sizes for shafts .250 through 
for shafts .250 through 1.000. 4.000. 


STYLE GU —A packaged sealing unit 
containing both rotating and stationary 
seal faces enclosed in metal housing. 
Important applications in machine 
tools and power transmission 


equipment. Stock sizes for shafts 
.250 through 4.000. 


STYLE DPC — A high-speed, carbon-faced seal, for 
use where lubrication is poor or where shaft RPM and 
resulting friction are high. ideal in many machine 
tool applications. Stock sizes for shafts .250 through 
4.000. 








HAFT 





S 





STYLE RFO-A specially designed Roto- 
flex seal, for installation outside the 
stuffing box. Stock sizes for shafts .250 
through 4.000 


STYLE HH—Absolute minimal space (both radial and 
axial) under extreme conditions of temperature, pres- 
sure and seal face surface speed. Features pressure 
balance when fluid pressure is applied internally or 
externally. Of particular importance to the aircraft 
industry. Stock sizes for shafts .250 through 4.000. 





These are only a few of the countless sealing problems now being solved by 


ITS 


SUES 








Write for detailed data on any of these 
standardized stock Gits Shaft Seals. 





GITS BRO 


co 7 a PF -~ ! =< PO ~ wi “Ly 2 { 
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Color printing demands 

exacting precision, vibration-free 
press performance for accurate 
register of one color to the next. 
You'll find Federal Bearings 


here, too. 


so much of industry turns on 
FEDERAL ball bearings 


In hobbyists’ tools and home appliances—in pressrooms 
and mass-production plants—in farm equipment and business 
machines— you'll find Federal Ball Bearings quietly 
and efficiently at work, in some of the hundreds of types and 
High operating speeds. . . heavy, 
suddenly applied radial and thrust 
loads .. . little maintenance or almost 50 years devoted only to making ball bearings. 
none at all—they’re all part of the 
service conditions Federal Ball When Federal Ball Bearings are a part of so many things 


Bearings meet in power hand tools. 


12,000 sizes that the company has been producing for 


you use, shouldn't they be a part of the things you make? 
THE FEDERAL BEARINGS CO., INC. - POUGHKEEPSIE, NW. Y. 


175 fact- packed pages of information on ball bearings 
are yours for the asking in Federal’s Catalog. 
Just drop us a line for your copy. 


Bederal BALL BEARINGS 


One of America’s Largest Ball Bearing Manufacturers 
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Celanese Corporation of America 
Around. 


the first commercial production of 


*K 


High Performance Thermoplastic Molding Material 
with Outstanding Range of Balanced Properties... 
Available in Choice of Colors and Formulations 


Forticel is not a new plastic. It was first introduced 
on a semi-works basis a number of years ago by 
Celanese Corporation of America, and quickly won 
a favored position among thermoplastic molding ma- 
terials. Its unique combination of great strength with 
form retention literally dictated its use in such stand- 
ard consumer applications as the telephone set in 
black or colored, appliance housings, the fountain 
pen and other end uses subject to personal contact. 


AN OVERNIGHT REPUTATION. Applications like these quickly 
put Forticel in the forefront position among thermoplastic molding 
materials. Forticel had the qualities needed by molder and manu- 
facturer. In addition to its toughness and dimensional stability, this 
cellulosic plastic possesses unusual] weatherability, surface beauty 
and permanence, color, and, perhaps as important as anything else, 
Forticel is free of objectionable odor. 


A MOLDER’S PLASTIC. In molding performance, Forticel is out- 
standing. Flow temperatures are not as critical . . . welds are 
stronger . . . surface details of molded parts are superb . . . flash 
lines are all but invisible . . . molded surfaces are lustrous, and re- 
quire little or no buffing or polishing . . . molded-in metal inserts 
hold firmly. 


A FABRICATOR’S PLASTIC. Forticel also machines well. It can 
be sawed, cut, drilled, threaded and punched with far less danger 
of stress lines and crazing. This machinability is of vital importance 
in such applications as fountain pens and mechanical pencils, tooth- 
brush handles and scale model trains, and appliance housings. 


FIRST PRODUCTION OF FORTICEL STOPPED. When originally 
introduced, Forticel was produced in a pilot plant operation. And, 
because of the difficulty of obtaining raw materials of acceptable 
quality and cost, commercial production was delayed until such a 
time as raw materials could be produced in volume—at a price that 
would insure a competitive position for Forticel. 


PRODUCTION OF THE NEW FORTICEL BEGUN. After continued 
development, the new Forticel is currently moving into full scale 
production. More important to molder and manufacturer is the news 
that the raw materials of Forticel are Celanese produced—and in 
volume! 


Product Engineering — November, 1955 


(CELLULOSE PROPIONATE PLASTIC ) 


NEW FACILITIES FOR FORTICEL. To be certain that the supply 
of Forticel raw materials will be adequate to meet the anticipated 
demand for this outstanding plastic, Celanese has installed new 
facilities for their production. This will insure a dependable source 
of supply. These facilities will produce Propionic Acid and other 
petrochemicals necessary to Forticel manufacture. 


THE NEW FORTICEL. What about the new Forticel? What is it 
like? What makes it the right plastic for appliance housings, auto- 
motive steering wheels, accessories, scale models, sunglass frames, 
fountain pens, etc.? In the first place, today's Forticel is an even 
better plastic than its predecessor. This is the result of continued 
research into the development of new plasticizers, and improve- 
ments in processing. 

A cellulosic, Forticel has natural impact strength or toughness. 
This is combined with a fine balance of desirable properties includ- 
ing, form retention, low mold shrinkage, weatherability and surface 
hardness. The new Forticel is available in a full color range, and 
supplied in uniform pellet size. Sample quantities are available for 
evaluation. The New Product Bulletin, NP-16 is ready for distribu- 
tion. This bulletin covers the complete Forticel story from chemical 
and physical properties to molding and fabricating. 

Celanese Corporation of America, Plastics Division, Dept. 103K 
290 Ferry Street, Newark 5, N. J. Canadian affiliate, Canadian 
Chemical Company, Limited, Montreal, Toronto and Vancouver. 


*Reg. U.S. Pat. Off. 
L. 
~. 
a ee, 


PLASTICS 


Typical Physical Properties of Forticel 


Flow temperature. . (°C.) (A.S.T.M.) . . 0569-48 167-178 
Specific gravity... .. D176-42T 1.18—1.21 
Tensile properties: . Yield (p.s.i.) . . . . D638-52T 3380-5020 
Break (p.si.). . . . D638-52T 3470-5240 
Elongetion (%) . . D638-52T 56—66 
Flexural properties: Flexural strength. . 
(p.s.i. at break) . . 0790-49T 6400-8500 


Water absorption % Sol. lost .. . . 0570-42 0.00-0.08 
% Molsturegain. . D570-42 15-18 
% Waterabsorption 0570-42 14-18 





Chicago Molded Products Corporation | 


NEW! CAMPCO S-540 


A quarter buys more 
high impact sheet 
than ever before... 





...and to prove it—- CAMPCO offers you 


a sample sheet absolutely free! 


Campco S-540 is a new rubber-modified styrene 
sheet that’s plenty tough for most high-impact 
applications. Yet, it’s priced low—in .080" gauge 
it costs only about a quarter a square foot! 

But don't take our word for its remarkable 
get your sample and test it right in 
your own shop. And, remember its low, low cost 

V3 less than competitive sheet of really high- 
impact resistance. 


toughness - 


S-540 cuts costs on high-impact applications. 
Toys * displays * covers * refrigerator parts ° 
racks * trays * equipment housings * boxes * 
drawers * hundreds of similar parts and products. 
Its toughness in thin gauges, coupled with non- 


CAMPCO Division of | 2726 Normandy Avenue 


Chicago 35, Illinois 


Kindly send me a sample of S-540 in the width and gauge 
I've indicated below. 


Gauge Width 


toxicity, makes it an excellent packaging material 


S-540 offers all these shop advantages. Can be 
vacuum-formed with low-cost molds « easy to 
print on, presents no registration problems * 
takes naturally to painting or printing * offered 
in matte, polished or high gloss GM finish, in a 
wide range of colors, thicknesses and dimensions 
* attractive porcelainlike finish improves prod- 
uct appearance. 


S-540 has properties of high-priced sheet. Has 
low specific gravity * low moisture absorption ° 
excellent tensile and flexural strength * excellent 
stability and non-toxicity. 


Write for your sample, now — and compare 
S-540 with the styrene sheet you're now using! 


CAMPCO DIVISION OF 


CHICAGO MOLDED PRODUCTS CORP. 


2726 Normandy Avenue 
Chicago 35, Illinois 


Product Engineering — November, 1955 





New Parts and Materials continued 
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ternal magnet meter movements, oF 
shallow or deep core magnet meter 
movements. 

Instruments can be supplied with 
sensitivities as low as 10 microamp. 
All practical ranges can be supplied. 
Simpson Electric Co., 5200 W. Kinzie 
St., Chicago 44, Ill. 


For more intormation— 
Circle 68, inside back cover 


Tubular Paper Capacitors 


This capacitor was designed to meet 
the demands of general purpose, severe 
service applications where high tem 
perature operation, high stability and 
small size are required. It operates 
over a temperature range of 55 Cc 
to 100 C at fuli-rated voltage. Aver 
age Capacitance-temperature variation 
is only 5 per cent from the 25 C 
value. Insulation resistance at 25 C 
exceeds 4000 megohm-mfd, with 
power factor less than 1 per cent. 
Ihe new capacitor is available in 100, 
200, 400, 600 and 1000 v, de, and 
capacitances from 0.001 to 1.0 mfd, 
depending on voltage. Cornell-Dubilier 
Electric Corp., S. Plainfield, N. J. 


For more information— 
Circle 69, inside back cover 


Capacitors For 
High Temperature 


I'eflon-cased capacitors are rated 
it 450 v, de, for continuous operation 
a az ft Film Capacitors, Inc., 
3400 Park Ave., New York 56, N. Y. 


For more information— 
Circle 70, inside back cover 


Miniature and 
Subminiature Capacitors 


These miniatures and subminiatures 
are available in all capacities from 
0.1 mmf to 500 mfd, and in capacity 
tolerances from 0.1 to 20 per cent. 
Units are furnished in voltages from 
3 to 1000 v. Operating temperature 
ranges are available as specified, from 
—65 C to 200 C, without derating. 

Units can be supplied cased or un- 
cased, flat or round. Leads can be 
positioned radially, axially, for plug-in 
or in any other required position. 
Leads in all types are plastic anchored, 

(Continued on page 292) 
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icroflex Recet Timer 


FOR 
MACHINE 
AND PROCESS 
CONTROL 


Insures “20-to-1 ratio” accuracy 


Time settings of pinpoint accuracy are a reality, thanks to the Microflex 
double dial. It takes one complete turn of the inner dial to advance the 
outer dial just one division. That’s a 20-to-1 ratio, made possible by the 
patented Microflex threaded axle and pinion (see sketch). Examples 
of resultant accuracies are + 1/60 of a second on a 20-second dial, and 
+ 1/10 of a second on a 120-second dial. 720 


The Microflex Reset Timer is driven by 

a heavy-duty industrial synchronous Vd 

motor. Contacts are tripped closed or 

open after a preset time interval. Start- 

ing and resetting are electrically con- 

trolled. Microflex offers over 150 timer operating combinations, plus 
a wide range of long or short time periods. It’s ideal for applications 
like molding presses, dielectric heating, automatic mixing, die casting 
machines, machine tools and rubber curing. 


Write for free Automation Booklet and Bulletin 110. 


MAIL COUPON TODAY 


EAGLE SIGNAL CORPORATION 
industrial Timers Division, Dept. PE-1155 
MOLINE, ILLINOIS 


Please send free Automation Booklet and Bulletin 
110 containing complete data on Microflex Reset 


Timers. 
NAME AND TITLE 
COMPANY 


ADDRESS 


ciTY 





Cold flow resistance of TEFLON* and reinforced TEFLON (DUROID 5600) was tested at 
700° F., under a torque of 35 pounds and a flange pressure of 1,000 p.s.i. After 2 hours the 
flanges were cooled and the bolts retightened. The flanges were then exposed to the heat for 
another 2 hours. Results are as pictured. The gasket of TEFLON (left) extruded extensively 
on all edges and lost all bolt torque. DUROID 5600 did not extrude and retained 15 pounds 
bolt torque, demonstrating significantly improved resistance to cold flow. 


Greater Resistance 
to Heat Distortion 


TEFLON (left) distorted badly 
when subjected to 720° F. and 
then cooled. Reinforced TEF- 
LON (DUROID 5600) exposed 
simultaneously to the same tem- 
perature retained flatness, dem- 
onstrating greater dimensional 
stability at high temperatures. 


SOME IMPORTANT 
TEST VALUES 


Tensile Strength, 
OE 
Tensile Strength, 
CMD, psi 
Compressibility, 
5000 psi, % 
Thermal Expansion 
Coefficient per 
°F., 73-140°F. ...2.7 x 10-5 
Heat Distortion 
Temperature, °F. 
66 psi 
264 psi 
Deformation under 
Load, % 
1200 psi 2* 
2000 psi 3* 
Coefficient of 
friction against 
polished steel, 
static 
kinetic 
Specific Gravity 


500+- 
500+ 


*Made up of actual flow and 
also of compression under 
load. Data to indicate break- 
down between these two por- 
tions is being obtained. 


ROGERS REINFORCES“ TEFLON’ TO REDUCE ITS COLD FLOW 


Rogers DUROID 5600 is a combination of TEFLON and inert fibers, blended into an 
homogeneous sheet material. This new material is not a replacement or a substitute for 
TEFLON, but rather an extension of it. TEFLON has better electrical characteristics and 
dry lubricating qualities. DUROID 5600, however, has much of TEFLON’S resistance to 
chemicals, and is greatly superior to TEFLON in resistance to cold flow and heat distortion. 


*Registered trademark of DuPont Company for its tetrafluoroethylene resin. 


ROGERS CORPORATION 


ROGERS, CONNECTICUT 


PRODUCTS 
DUROIDS—for Gaskets, Filters, Electronic Devices, etc. , r 
SHOE MATERIALS—for Counters, Midsoles, Liners, etc. PLASTICS—Special Purpose Molding Compounds and Laminates. 
SERVICES 


DEVELOPMENT—Research and Engineering of New Materials, 
Parts, and Products. 


FABRICATING—including Combining, Coating, 
and Embossing. 


ELECTRICAL INSULATION—for Motors, Transformers, Generators, etc. 


Please write 
Dept. E 


for Technical Bulletin 
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They wanted to change pounds to volts 


After a hundred and twenty-five years of scale 
engineering it was easy! 


Fairbanks-Morse Scale Engineers sought 
and found the practical way to adapt modern 
electronic principles to one of man’s oldest 
commercial activities—the accurate weighing 
of items of trade. 

The result is the new Fairbanks- Morse Elec- 
tronic Scale that brings weighing information 
right to your desk from any spot that is too 
remote, too hot or too dangerous. 


Only from Fairbanks-Morse can you get 
such originality and soundness of new design 
that assures outstanding performance. When 
next you need a scale...or a pump...an 
electric motor... or a diesel engine, look for 
the famous F-M Seal. For 125 years it has 
stood for the finest in practical engineering. 
Fairbanks, Morse & Co., Chicago 5, Illinois, 


SCALES © PUMPS © DIESEL LOCOMOTIVES AND ENGINES 








The Secret is this desk-sized elec The Result is that indications can 
tronic instrument that is direct read be brought from remote locations to 
ing; direct indicating—no manual a central spot and integrated into 
switching or mental additions. Mem- 
ory circuit prevents printing unless 
true balance exists. 


other automatic electronic operations 
for faster, more complete utilization 
of weighing information. 


FAIRBANKS-MORSE 


a name worth remembering when you want the best 








® ELECTRICAL MACHINERY © RAIL CARS © HOME WATER SERVICE EQUIPMENT © MOWERS © MAGNETOS 











oor paint 
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FREE MANUAL 
shows how phosphating 
will solve your 
problems! 



























































adhesion ’ 


If poor paint adhesion is 
your problem, chances are 
you'll find the solution in 
the Turcoat Phosphating 
Manual. This booklet 
describes the complete 
Turcoat line, tells the full 
story of phosphating and 
includes a valuable 
“Phosphating Reference 
Chart,’ which quickly gives 
the answer to any paint 
adhesion problem. 





If you are interested in 
permanent paint adhesion, 
write today for the Turcoat 
Manual. There is no cost 
or obligation. 













9s gal ly, <A OY NE OTS Te, GAS PGE AS ME 


TURCO PRODUCTS, INC. 


Chemical Processing Compounds 
6135 So. Central Ave., Los Angeles 1, Calif. 
Factories: Newark, Chicago, Houston, Los Angeles 











bene ens cnn caateaw cin eee SINGIApO eee 7 

Please affix coupon to company letterhead | 

; TURCO PRODUCTS, INC. 

l 6135 So. Central Ave., Los Angeles 1, Calif. 

Please send me a copy of the Turcoat Manual 

You will be assured of a per- | without cost or obligation. | 

manent paint seal, simply by | eee! | 

using Turcoat asa bond for | | 

organic finishing 1 Title PE | 
| 









New Parks and Materials continued 


Electrc Power, Control 


and cannot be pulled out. Capacitor 
can be supplied in steatite, bakelite, 
plastic-treated paper, or in metal tubes, 
in cans, or can be supplied plastic 
encapsulated, dipped or molded. 
Write to Capcon, Inc., 25 Willett 
St., New York 2, N. Y. 


For more information— 
Circle 71, inside back cover 


Flat Capacitors 


These sub-miniature component 
can be used with printed circuits and 
sutomatic assembly processes. All 
sizes are supplicd with two sets o 
parallel leads. ‘These capacitors arc 
made of Mvlar polvester film diclectric 
material and are encapsulated in high 


quality Kel-F. 


vides a moisture seal, and stable op 


his construction pro 


erating characteristics over a wide tem 
perature range. 

Standard sizes are rated at 150 and 
at 125 C. For use at 85 C 
and below, these ratings are increased 
to 250 
Sanders 


N. H. 


250 v, de, 


and 350 v, de, respectively. 


Inc., Nashua, 


Associates, 


For more information— 
Circle 72, inside back cover 





Spring-Actuated 
Slip Sockets 

Solderless 
transistors and other components into 


a circuit, particularly printed circuits 
subminiature 


connecting of diodes, 


and assemblies is 
sible with the spring-backed, plug-in 
socket made of copper alloy. Its outer 
shell is approximately 0.2 x 0.08 in. 
dia. It is press-fitted and dip-soldered 
into the circuit board. 

The diameter of the socket is such 
(Continued on page 296) 


pos 
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Equipment to indicate 
phase angle difference be- 
tween two like frequency 
signals received over radio 
links. One chassis is a 
400-cycle oscillator supply 
for two indicators. The 
other chassis combines im- 
pedance matching and a 
servo amplifier for one in- 
dicator. Complete system 
includes an oscillator, two 
indicators, two amplifiers. 


This equipment “does the job right” because it was especially 
designed for a single application . . . by a company whose major 
function is solving individual servo control problems with com- 
plete, precisely engineered and manufactured servo assemblies. 


Of course, if you just want servo components, Transicoil can 
provide them to the highest order of precision and accuracy. 
But it is in the “package” engineering of unique assemblies 
that Transicoil’s experience and creative imagination offer the 
greatest value. And in most cases, these assemblies cost no more 
than the individual components would purchased separately. 

Check out your next servo problem with Transicoil first. Ask 
for the new gear-motor availability guide if you haven’t yet 
received a copy. 


Treansicoil 


CORPORATION 


Worcester ¢ Montgomery County ¢ Pennsylvania 
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Each of the molded parts pictured here 
had specifications which called for special 
materials often with unusual properties. 
All called for creative design approaches, 
both by customer and Richardson. 


Richardson engineers, specialists in both 
molded and laminated plastics, will 
welcome the opportunity to help you. 


Write or phone for additional information. 


THE RICHARDSON COMPANY 
FOUNDED 1858 


2793 Lake St., Melrose Park, Ill. (Chicago District) 
mateose PARK, SS, 


INDIANAPOLIS, 
IND. 


—_ 


UTAH 


SALES OFFICES IN 
PRINCIPAL CITIES 


. .water pump impeller A special moisture resistant 
phenolic was specified for this part which must with- 
stand the extremes of both high heat and intense 
cold, as well as strong torque action plus corrosion 
and cavitation resulting from the circulation of water 
in the car’s cooling system. 


. .timing gear The molded blank of this gear had to 
have high flexural characteristics . . also a good bond 
in the laminate section for ease in cutting gear teeth, 
and to insure necessary tooth strength. The manu- 
facturer and Richardson developed a new material 
with high heat resistance. Result: Fine flexural 
strength in the web section .. more quiet operation 
... easier fabrication . . . easier assembly . . . tripled 


gear life! 


..radio antenna mast base This part had to have 
good surface appearance, high impact strength, high 
dielectric strength, and at the same time be weather 
resistant. A black phenolic material with an attrac- 
tive high gloss finish was recommended. 


..dashboard light lens Originally this part was 
designed as a clear lens. Later, when the specifica- 
tions were changed to call for a translucent lens, the 
customer suggested that either the mold, or the clear 
parts, be sandblasted. .either process would have in- 
creased costs. Richardson suggested, instead, a spe- 
cial light-transmitting polystyrene. Result: 15% 
reduction in lens cost. 
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Stability and Reliability 
make CLARE Relays 
and Stepping Switches 
ideal components 


for DASAC 


S TWANS- 3500 30 & 
_» ©. CLARE & oO 


Fak = \ 

A 

ah 
Clare Type A, Fast-operate Clare Type D, slow-operate re 


fast-release relay for a.¢ lay for d.c. operation 
operation 


Clare Type 26 spring driven stepping switch 
Used with 10 levels in DASAC control center 


> Pushbutton control center of the DASAC warehousing and 
assorting system makes use of over a hundred CLARE Type A 
and D relays and CLARE 10 level, 26 point stepping switches. 


This device, which speeds and simplifies order picking 
operations, was developed by New York’s Dasol Corporation, 
consulting engineers, to facilitate the warehouse operations 
of their client, Judy Bond, Inc., large blouse manufacturer. 

The pasac Control Center performs three basic functions. 
These include selection of container destination, ‘‘memoriz- 
ing” the selections in consecutive order and coordinating the 
information to stop the container at its proper discharge 
point. “Relay requirements,” said Sol Tanne, Dasol Chief 
Engineer, ‘‘above all, demanded stability and reliability. 
They had to be fast-acting, quiet, stable telephone-type re- 
lays which could easily be replaced if necessary.” 

Ability of CLARE Relays to perform millions—in some 


cases billions—of trouble-free operations has made them in-- 


creasingly in demand as reliable components for today’s high 
speed devices. If your design calls for long-life, high-quality 
relays or stepping switches, it will pay you to bring your 
problem to CLARE. Experienced field engineers are located 
near you. Contact them or call C. P. Clare & Co., 3101 Pratt 
Blvd., Chicago 45, Illinojs. In Canada: Canadian Line Ma- 
terials, Ltd., Toronto 13. Cable Address: ‘cLARELAY. 
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New Parts and Materials continued 


Electric Power, Control 


that the receiving hole in the circuit 
board can be cither punched or 
drilled. Press-fitting can be done 
without the use of any special tool. 
Che spring inside the socket is flexi- 
ble enough to withstand repetitive 
plug in-and-out operations, vet strong 
cnough to hold the lead with a retain- 
ing force of several ounces. The spring 
can be designed to cover military speci 
fications on shock and vibration. 
hese sockets are currently available 
from stock to fit leads of 0.016 in 
dia and will soon be available for 





lead sizes of 0.175 and 0.022 in. 
Techron, Inc., 254 Friend St., Boston, 
Mass. 


For more information— 
Circle 73, inside back cover 


IRIDITE 


Here’s peak corrosion protection combined with 
conductivity, weldability and solderability. Here’s 
a finish that holds paint firmly, prevents underfilm 
corrosion. Here’s a line of attractive final finishes 
to add quality and sales-appeal. Here’s Iridite .. . 


and here’s how you can use it: a 
AND CADMIUM you can get highly corrosion resistant & 


finishes to meet any military or civilian specifica- be 

tions and ranging in appearance from olive drab Plug-In Tubular 

through sparkling bright and dyed colors. Capacitors 

Iridite brightens copper, keeps it tarnish-free; also , 

lets you drastically cut the cost of copper-chrome Solid dielectric paper capacitors de 
plating by reducing the need for buffing. signed for printed wiring board assem 
Iridite gives you a choice of natural aluminum, a blies have an index key molded in 
golden yellow or dye colored finishes. No special the phenolic housing ad jac ent to the 
racks. No high temperatures. No long immersion. outside foil lead. This facilitates iden 
Process in bulk. tification of the lead for automatic 
Iridite provides a highly protective film in deepen- insertion by machinery or hand oper- 
ing shades of brown. No boiling, elaborate cleaning ators. Three stand-off feet Eatse the 
or long immersions. endseal and shell above the printed 


: wiring board. Sprague Electric Co., 
AND IRIDITE IS EASY TO APPLY. Goes on at room temperature by dip, brush 195 Marshall St.. N. Adams. Mass. 
or spray. No electrolysis. No special equipment. No exhausts. No specially Ser case telnet — 
trained operators. Single dip for basic coatings. Double dip for dye colors. Circle 74, inside back cover 
The protective Iridite coating is not a superimposed film, carinot flake, 
chip or peel. 
WANT TO KNOW MORE? We'll gladly treat samples or send you complete data. Write Resistors for 
direct or ccll in your Iridite Field Engineer. He's listed under “Plating Supplies” in your Printed Circuits 
classified telephone book. 
These resistors are encapsulated in 
a tough epoxy compound for protec- 
tion against humidity, mechanical and 
thermal shock. The plastic is filled 
with heat-conducting mineral which is 
said to dissipate the heat and equalize 
“hot spots” in winding. Sealed-in ter- 
yore: ec minal connections are welded. ‘They 
|. specifications satisfy military requirements of MIL 
(Continued on page 300) 
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DU PONT INDUSTRIAL 
COATED FABRICS 


COATINGS OF 


Silicone rubber + Neoprene «+ 


Buna N «+ GR-S 


ON THESE FABRICS 
Nylon «+ Glass 
Cotton -« Asbestos 


“Dacron”“t « 


“Orion” « 


Glass fabrics coated with “Teflon” tetrafluoroethylene 
resin, elastomer sheet stocks and cements 


tDu Pont’s trade-mark for its polyester fiber 
{Du Pont’s trade-mark for its acrylic fiber. 


E. |. du Pont de Nemours & Company (inc.) 
Fairfield, Conn. 


86 us pat off 


BETTER THINGS FOR BETTER LIVING ... THROUGH CHEMISTRY 


Product Engineering — November, 1955 


For the first time silicone rubber sheet stocks 
are available in economical continuous-roll lengths 


Du Pont offers these high-grad« 
hardnesses 
and 1-8”. 


general-purpose sheet stocks in two 


50and 70durometer ind threethicknesses— 1 1-16 


Silicone rubber sheets are designed to fill the urgent need for gaske 
Flexible and 
nperature extremes, oil and 


exhibit excellent anti-stick properties 


materials in high- and low-temperature applications 


strong, these sheets are resistant to te: 
abrasion . 
The unique properties of these new stocks may be just what you 


need to make a new design a success—or to iv in old one. The 


continuous-roll feature means more efficiency and economy, too. Wh 


nprove 


not have a Du Pont represent itive < ill on you to discuss possi vle 


applications of silicone rubber sheets? He'll be glad to be of servic: 


Just clip and mail coupon for further information 


I. du Pont de Nemours & Co 
Fabrics Division, P-511, Fairfield, Conn 


I am interested in “‘Fairprene’’ Industrial Products 


Have a representative call Send further information 


on silicone sheet stocks 


Neme_ Title 


Firm___ 


Address 








WRITE TODAY 
For These Publications 


1. SPECIAL STEELS FOR 
INDUSTRY .. 16 pages of 
essential data on the proper 
selection and application of 
principal AL special alloy prod- 
ucts: stainless, tool and electri- 
cal steels and sintered carbides. 


2. PUBLICATION LIST... 
a complete listing of all AL 
publicatidns, both technical and 
nontechnical (over 100 in all), 
with a handy order form for 
your convenience 


ADDRESS DEPT. PE-71 
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Dollars of FIRST COST aren't so big... 
if they’re the LAST COST 


First cost isn’t everything! What really 
counts in most cases is not how much a 
thing costs when new, but how long it 
lasts; how /stle it actually costs when 
reckoned in terms of extra years of service. 

That is where AL Stainless jumps to the 
head of the class. Stainless steel is a pack- 
age of built-in advantages you just can’t 
match anywhere else. No other commercial 
material is at once as hard, strong and 


lastingly beautiful —as resistant to heat, 
wear and corrosion—as easy and inexpen- 
sive to clean and maintain. 

To top it off, AL Stainless is easy to fab- 
ricate, and we produce it in every shape or 
form a fabricator may require. Check up on 
its money-making possibilities for you, 
either in your products or your equipment, 
and let us help! @ Allegheny Ludlum Steel 
Corp., Oliver Bldg., Pittsburgh 22, Pa. 


wed 54838 


Make it BETTER-and LONGER LASTING-with s 


AL Stainless Stee! 


a 


ALLEGHENY 
LUDLUM 


Warehouse stocks carried by all Ryerson Steel plants 
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Quick Delivery? | 


If you're in a tight spot and need standard 
models, Rivett can ship in two days. 


Low Price? 


You'll make the best deal with Rivertt. Large 
volume production makes prices competitive! 


This is the most important reason for choosing Rivett! After a cylinder is installed, 
delivery and price are soon forgotten—but not the cylinder’s productivity! It is 
then that a poor cylinder reveals its really high cost. For its faulty construction 
can result in operational failure—with a breakdown in production: 

Better—far better, to buy the quality cylinder; gain the advantages of delivery 


and price; and enjoy uninterrupted production as well! 


Get This Data-Filled Catalog—> 


: ) 
Working drawings, cut-aways, tables, dia- Riv 


THE BETTER YOU KNOW HYDRAULICS, grams, forces, specifications—oll ore pre- 
THE BETTER YOU LIKE RIVETT! sented in an easy-to-use style. Write today Hydraulic 


onniel crannies cant aint i on i for free copy of Catalog No. 106. Vlinder 
uate © ay ae ay Sa RIVETT LATHE & GRINDER, Inc. =~ 
Ty Ye | Dept PE 11, Brighton 35, Boston, Mass. Saal 
Representatives In All i 
Principal Cities 
Member— National Fluid Power Association 





lose y ereD 
ooo furnishes a complete 


MEAVY OUTY AMLOY CAST PETORG. . power package 
AIR AND HYDRAULIC — VALVES, CYLINDERS, POWER UNITS 
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more Uvportowt 


NEW DEVELOPMENTS 


— Ie LS 


from 
THE CHEMICAL 
CORPORATION 


Research Laboratory 


LUSTER-ON OLIVE DRAB N. D. 


A dark, hard, stable olive drab 
coating. Applied in about 15 
seconds at room temperature. 
Gives maximum corrosion pro- 
tection. Meets most rigid specifi- 
cations. Available in one pack- 


age. 
LUSTER-ON D 


A powdered product to produce 
a bright clear conversion coat- 
ing on zinc and cadmium. 


LUSTER-ON ACTIVATOR 
Designed for preparing a zinc 
alloy die casting prior to treat- 
ment in our Luster-On acid 
baths. Also serves as a mild 
cleaner. However, heavy soil 
must be handled hy a pre- 
cleaner. 


LUSTER-ON NS 


The answer to “spotting out” 
troubles on thin copper and 
brass plate, especially under 
humid conditions. Improves ad- 
hesion, provides leveling action, 
saves lacquer. Eliminates finger- 
prints before assembly. 


LUSTER-ON ALUMINUM 
SEALER (272-M) 
Produces a chromate film on 
aluminum that provides excel- 
lent corrosion protection and 
can serve as a paint base. Now 
can be dyed in many attractive 
pastel colors. Meets require- 
ments of Government Spec. 

MIL-C-5541. 
~ 


Ask for literature. Send a sample 
for free laboratory treatment. 


Luster-On prod 
ucts ore manu 


You'll also be 
interested in our 
factured on the SafetyDivision s 
West Coast by line of industrial 
Crown Chemical skin cleaners 
and Engineering and protectors 
Company of Los protect your 
Anaeles, Calif., workers and 
and in the Do your products 
minion of Cana Literature avail- 
da by Alloycraft able 

Limited of Mont 
real, Quebec 





THE : 


: fn si 
CORPORATION 
ss WALTHAM Av ats 
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on 


ay 


New Parts and Materials 


Fluid Power and Control 


R-93A and JAN-R-93. Temperature 
coefhcient: +0.0022 per cent per de- 
gree C; operating temperature: —65 C 
to 125C. Wattage range is from 0.25 to 
1 w with tolerances to 0.1 per cent. 
Hycor Co., Inc., 11423 Vanowen St., 
N. Hollywood, Calif. 


For more information— 
Circle 75, inside back cover 


Plastic Film Capacitors 


Operating temperature range 1s 

65 C to 165 C. Minimum insula- 
tion resistance measured with an ap- 
plied potential of 100 v and an electri- 
fication time of 2 min is 75,000 
megohm-mfd, min. Capacitors are 
built to withstand a d-c voltage equal 
to 200 per cent of the rated voltage 
for | min at 25 C. Gudeman Co., 
340 W. Huron St., Chicago 10, Tl. 


For more information— 
Circle 76, inside back cover 


continued 


Card-Type 
Precision Resistor 


This resistor is wafer-thin and _ is 
specifically designed for applications 
where there is a lack of space for 
the round wire-wound resistor. Thx 
new unit is completely encapsulated 
for protection against humidity, salt- 
water tmmersion, extremes of tem 
perature and is especially adaptabk 
for circuits using transistors. On val 
ues up to 100,000 ohm, the new Scries 
1300 single-section resistor is 4 x 4 x 
in. thick. On values from 100,000 
ohm to one megohm, the card is 


sx#x 


in. thick. Operating chat 
icteristics feature precise operation 
from 55 C to 125 C. Wattage rating 
on each section is 0.6 w and standard 
tolerance is +1.0 per cent. Daven 
Electronic Sales Corp., 191 Central 
Ave., Newark 4, N. J. 


For more information— 
Circle 77, inside back cover 


FLUID POWER AND CONTROL 


Power-Operated Valve 


Powel! operation to forward, re 
verse and neutral is provided by this 
four-wav disc valve for air, gas, oil o1 
water service, controlled by a_ three 
position powe! attachment operated 
by air or gas. The molybdenum al 
loyed semi-steel body is chrome-plated. 
Ledeen Mfg. Co., 1600 S. San Pedro 
St., Los Angeles 15, Calif. 


For more information— 
Circle 78, inside back cover 


General Purpose 
Solenoid Valve 


All parts of this two-way valve in 
contact with fluid are of brass or 
stainless steel. A slotted “V” type 
dise provides tight seating and cushion 
closing on liquids. UL-approved and 


listed, these new valves are suitab! 
for class I, group D and class II, 
groups E, F, and G hazardous loca 
tions. 

Normally open or normally closed 
construction can be supplied when 
required. The valves are available in 
sizes from 1} to 3 im. Automatu 
Switch Co., 391 Lakeside Ave., Or 
ange, N. J 


For more informution— 
Circle 79, inside back cover 


Low Leakage 
Sequence Valves 


These slide-type sequence valves 
for 3000 psi hydraulic service have a 
standard maximum internal leakage 
of 15 drops per minute. Special mod 
els are available with maximum leak 
age values as low as 5 drops per min 
ute. Valves are designed with a full 
balanced, self-cleaning spool which is 
lapped into a rigid sleeve. The en 
tire spool assembly is hydraulically bal 
anced to prevent possibilities of bind 
ing. 

These new valves are furnished with 

(Continued on page 304) 
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how rn pick the right packing 
6. To be sure that you get the right packing for your installation— 


A 


VIM and VIX-SYN PACKINGS 
.. products of 
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put the problem up to Houghton’s hydraulic engineers. They are 
backed by over 50 years’ experience in hydraulics, and can 
give you sound answers. 


Houghton makes all types of packings—rubber, rubber and 

fabric, rubber and leather, and leather. They know which 
type and style of packing will work best under a given 
set of conditions. 


Call your Houghton Man and go over your packing 

problem in detail with him. The resources and hydraulic 

know-how of the entire Houghton organization are 

at his command to give you the right answer — 

and it costs you nothing. Call him or write today. 

E. F. Houghton & Co., 303 W. Lehigh Avenue, 
Philadelphia 33, Pa. 


| <QOUERE 


© 0000 


on-the-job service .. 





Steam jet diffusers fabricated by Schutte & Koerting Company, Cornwells Heights, Pennsylvania. 


TITA N : U M cuts replacements 90% 


These “steam jet diffusers” create a process vacuum in 
a large scale chemical operation. And they used to be 
replaced every three months. 

High-velocity steam and dilute hydrochloric acid 
formed a natural environment for cavitation corrosion 
and erosion—quick death for the cast iron diffusers origi- 
nally used. Several alternate corrosion-resisting mate- 
rials were tried, without success, until REM-CRU 
titanium was specified. 

The first titanium diffusers were placed in service 
2% years ago. They are still going strong, with no sign 
whatever of corrosion or erosion—a 1000% improvement 
in service life, and more to go. 

Titanium’s remarkable properties explain why such 


improvements are possible. First, titanium is immune 
to attack by chlorides—and an unusually wide spectrum 
of other corrosives. Furthermore, it resists erosion by 
high-velocity fluids—and abrasion, shock and fatigue 
stresses. It is as strong as steel, at about half the weight, 
which means significant reduction in volume—and cost 
—of material required. 

Investigate REM-CRU titanium for yourself when- 
ever you find too-frequent metal failures under corro- 
sive conditions. Remember, it is available in all sizes 
and grades—and in substantial quantities at the lowest 
prices ever, thanks to REM-CRU’s expanded facilities 
and recent price reductions. So find out more about ti- 
tanium—call in a REM-CRU engineer today. 

To keep abreast of the latest developments on this vital 
metal, write to Dept. P-1] for the Rem-Cru Review—a free 


periodical presenting the latest technical data on titanium 
alloys. 


TEUTAN EU IM satcw-cru titanium, inc., MIDLAND, PENNSYLVANIA 
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Sia from GARLOCK... 
MECHANIPAK* SEALS 


* One Piece Assembly 


6 Pre-set at factory 


— ea 


Typical boiler feed pump for which 
Garlock Unitary Seals are designed. 


Product Engineering 


*Registered Trademark 


November, 1955 


Cutaway photo of Garlock Unitary 
Seal Type AA51B-23. Yellow shad- 
ing indicates liquid being sealed 


» Quick, easy installation 


>  Maintenance-free life 


Save installation time, eliminate maintenance costs with Garlock’s 


new Unitary Mechanipak Seals for process pumps! 


The entire unit, including sleeve and gland, is furnished completely 
assembled. The seal is pre-set at the factory—no on-the-job adjust 
ments are needed. The external lock and drive is readily accessible 


eliminates set-screw drive. 


Get all the facts today! Phone your Garlock representative or write 


for new Folder AD-151. 
The Garlock Packing Company, Palmyra, New York 


Sales Offices and Warehouses: Baltimore, Birmingham, Koston, Buffalo, 
Chicago, Cincinnati, Cleveland. Denver, Detroit, Houston, Los Angeles 
New Orleans, New York City, Palmyra (N. Y Philadelphia, Pittsburgh 
Portland (Oregon), Salt Lake City, San Francisco, St. Louis, Seattle, 
Spokane, Tulsa. 

in Canada: The Garlock Packing Company of Canada Lid., Toronto, Ont. 


\ 


JARLOCKL 





LOOK HOW 
tile silicones 


TRADE-MARK 


make water behave itself! 





LOOK AT the benefits 





Guarding many thousands of cars today against rain, snow, and dirt, 
are auto polishes made easier-to-apply and longer-lasting by LINDE 
Silicones. 

Silicones give milady a helping hand, too... in her hand lotions, for 
example. They help ward off soapy dish water and detergents. Her sun- 
tan preparations stay on even after a swim in the deep. 

And of growing importance are above-grade masonry water repei- 
lents made with LINDE Silicones that hate water. These “invisible rain- 
coats” are protecting homes, schools, institutions, factories, against 
damage from water seepage for as much as ten years. They slash both 
interior and exterior maintenance costs, and preserve original building 
beauty and quality. 

If you want a silicone that will make water “behave,” or for some 
totally different use in your products, call on LINDE. Their wide experi- 
ence and that of other Divisions of UNION CARBIDE puts a large store of 
industrial knowledge at your service. Write Dept. P-11. 


LOOK TO 





for silicones 


A DIVISION OF 
UNION CARBIDE 
AND CARBON CORPORATION 


‘tne 
AiR PRODUCTS 
COMPANY 


30 East 42nd Street [T§ New York 17, N. Y. 
In Canada: Linde Air Products Company, Division of Union Carbide Canada Limited 


The term “Lovon™ is a registered trade-mark of Union Carbide and Carbon Corporation 


New Parks and Materials continued 


Fluid Power and Control 


AND-10050-4 or —6 ports for } or 2 
in. tube sizes; operate at ambient tem 
perature ranges from —65 F to 275 F. 
They are provided with either full 
flow by-pass or thermal tvpe auxiliary 
relief valves for use at cracking pres 
sures ranging trom 5S to 4000 psi. 
Aircraft Products Co., 300 Church 
Road, Bridgeport, Pa. 


For more information— 


Circle 80, inside back cover 





¢ | 
aes 1S 


Hydraulic Pumps 


Rated for 1000 psi continuous duty, 
these pumps are made in five sizes, 
with discharge capacities from 8 up to 
22 gpm. They are available in a variety 
of flanges, mountings and _portings. 
Used on truck-mounted equipment, 
road building machinery, materials 
handling equipment, automotive prod- 
ucts, farm machinery and many other 

| tvpes of equipment both mobile and 
stationary. Wisconsin Hydraulics, 
Inc., 3165 N. 30 St., Milwaukee 16, 
Wis. 


For more information— 
Circle 81, inside back cover 


Cushioned Air Motor 


4 24 in. bore air motor with adjust 
ible cushioning at either or both ends 
has a built-in, four-way valve. These 

(Continued on page 308) 


Product Engineering — November, 1955 














Quick 


facts for those who design-in and specify electric motors 





(earmotors — speed ... and cost... reducers! 


Where driven speeds less than normal 
motor speeds are required, there are 
good reasons for using a gearmotor 
as opposed to a motor-plus-reducer- 
plus-coupling arrangement. Here are 
some of them: 


1. LOWER FIRST COST is a big 
advantage —see table in adjoining 
columns for some specific com- 
parisons. 


COMPACTNESS that can give 
you significant space savings — 
plus a better looking drive. 
STANDARDIZATION — fewer 
parts for you and your customers 
to stock. NEMA-standard gear- 
motors, like Howell's, are com- 
pletely interchangeable — Howell 
ships them from stock. 
GREATER RELIABILITY — With 
one integral unit and direct 
coupling, chances for wear and 
failure are greatly reduced. 


Gear Hardness Counts 
The degree of compactness and reli- 
ability you get in a gearmotor is de- 
pendent in good measure upon the 
hardness of the gears. Howell's par- 
allel shaft units have gears machined 
to close tolerances from steel substan- 
tially harder (Rockwell 52-60) than is 
average in the industry. Result —a 
smaller gear package with superior 
wear resistance. Howell right angle 
units have precision ground steel 
worms integral with shaft, and worm 
gears made of high grade alloy bronze. 


The right angle type of gearmotor is 
a recent addition to the Howell Motor 
line and complements the parallel 
shaft series. A Howell sales engineer 
will be glad to show you which is best 
for your application. 


Note This Versatility 

Howell is one of the few manufac- 
turers to offer gearmotors with the 
motor of any electrical or mechanical 
type. Electrical types available include 
elevator and hoist, slip ring, torque 
and multi-speed motors. 
Mechanically, they can be supplied in 
various types of enclosures — either 
with feet or with flanges for mounting 
horizontally or vertically. Optional ac- 
cessory equipment includes brakes and 
zero speed switches. 


see our catalog 


Howell Gearmotor 
Capacities: 
Parallel Shaft: 1 to 150 hp 
Right Angle Shoft: VY, to 40 hp 
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Right angle Parallel ‘shaft 
SAVINGS — Howell Gearmotors vs. Separate Motor, Reducer, Coupling and Base 


— based on open motor and Class | gears 





1. Ratio 11.4 to 1 or 155 RPM with 1750 Motor 


HORSEPOWER GEARMOTOR SIZE REDUCER SIZE 


1 21A-203 21- 
1% 21A-204 21 
2 21A-224 21 
3 21A-225 21 
5 21A-254 22 
7% 23A-284 23 
10 23A-324 23 


ll. Ratio 86.5 to 1 or 20 RPM with 1750 Motor 


1 32A-203 
1% 33A-204 
2 33A-224 
3 34A-225 
5 34A-254 

35A-284 

10 35A-324 


GEARMOTOR SAVINGS* 


$106.76 
82.38 
60.12 
28.32 
35.52 
101,10 
52.70 


$ 71.30 
134.08 
78.96 *Complete cost 
154.42 breokdown 
43.06 
236.80 
111.40 


furnished on 


eqvuest 


11 reasons why Howell Gearmotors 
last longer, serve you better 
1.High-quality insulation 
2.Copper-clad rotor 
3.Expert Craftsmanship 
4.High-quality coil varnish 
5.Leakproof oil seals 
6.Duti-Rated Lifetime Gearing 
7.Unit case construction with 
integral bearing housings 
8.Corner-mounted offset shaft 
9.Large oil reservoir 
10.Heavy, cast-iron construction 
11.Superior cooling 


Write for Bulletin GM-1 


HOWELL MOTORS 


HOWELL ELECTRIC MOTORS COMPANY, HOWELL, MICHIGAN 





PRECISION-BUILT MOTORS FOR INDUSTRY SINCE 1915 
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How would you solve these tricky 
temperature control problems? 


1. CONTROLLING HIGH FREQUENCY HEATING. In this vulcaniz- 
ing patch press, precise temperature control of the platens was 
required to prevent loss of electronic heat generated within the 
processed material. Fenwal!’s solution was two THERMOSWITCH® 
units, set at 400F, mounted on the platens. Result: a production 
rate of 3,000 patches per hour, compared to ordinary hot press 
methods of 30 per hour. 


3. PROTECTING PRODUCTS. In this shoe lining smoother, the 
problem was twofold: to use the fewest possible thermostats; 
provide close temperature control in order to prevent burning 
of shoe leather. Fenwal’s solution: a single adjustable THERMO- 
SWITCH unit, mounted on one ironer and controlling two ironers. 
This halved the number of thermostats indicated, while provid- 
ing precision temperature control. 


2. SAFETY IN A DISTILLING PROCESS called for a dependable 
failure alarm. A Fenwal THERMOSWITCH unit in the condenser’s 
safety vent solved the problem. Now, should the cold water 
supply fail, steam blowing through the condenser tubes will hit 
the THERMOSWITCH unit. This control, set at 120F, will then 
open, shutting off the electric heaters and sounding a continuous 
alarm. 


a! i 
rT 


ee 
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4. SEND FOR NEW CATALOG, just off the press. It describes 
Fenwal’s complete line of THERMOSWITCH units and new indicat- 
ing controllers for industrial applications. Fenwal engineers are 
always glad to help on any of your temperature control prob- 
lems. Write Fenwal Incorporated, 211 Pleasant St., Ashland, 
Massachusetts. 


THERMOSWITCH”® 


Controls Temperature — Precisely 
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shift in 
gears saved 
$256,000 


Five million MUELLER BRASS CO. forged ring 
gears improve automatic transmission oper- 


tion... at lower cost to the manufacturer. 


Ever since one of the leading manufacturers of automotive transmissions began 
using ring gears forged from Mueller Brass Co. bearing bronze, production 
costs have been cut nearly $256,000. That's because the rough forging weighs 
less and is closer to finished size than a sand cast ring gear formerly used. This 
shift in gears resulted in a savings in metal costs, greatly reduced machining 
time and increased tool life. In addition, the use of forged gears has cut scrap 
loss and eliminated costly inspection rejects. 


The performance of these forged ring gears is also far superior to the sand cast 
gear, which had a tendency to flake away and crack around the teeth, causing 
failures. More than five million forged ring gears have now been used in these 
transmissions without a single failure. Being porous, the sand casting was 
difficult to balance, but the forging has a dense, homogeneous structure that 
helps keep it in perfect balance. 


Strong, long-wearing non-ferrous metal parts, forged to your specifications by 
Mueller Brass Co., can help reduce your costs and improve the performance of 
your products just as they have done in this transmission application. For com- 
plete information, write us today. 


Write today for your complete set of Mueller Brass Co. engineering manuals. 


© aluminum 


MUELLER BRASS co. PORT HURON 17, MICHIGAN ert 
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f ACME 


| Hose Products 


for applications 


involving 


High Pressures 
High Strength 
Flexibility 
Durability 
Misalignment 
Expansion 
Contraction 
and 
Resistance to 
Vibration 
Shock 
High 
Temperature 
Abrasion 
Wear 
Corrosion 
Oil & Solvents 














if you Want 
Top Performance in 


HOSE 


Every length of ACME’S varied line of RUBBER 
HOSE is specially engineered to meet the re- 
quirements of the application for which it is 
recommended. It is made by hose specialists in a 
plant devoted solely to hose manufacture for 53 
years. What are your needs? Chances are we 
have it readily available in stock. If not, we'll 


make it for you. 


PUT THE JOB 
ae 


HOSE SPECIALISTS 


ACME RUBBER MANUFACTURING CO. 
1431 EAST STATE STREET TRENTON, N. J. 





New Parks and Materials continued 


Fluid Power and Control 


valves are available for 8 v or 110 \ 
momentary contact electrical control 
(including explosion-proof models 
110, 220, 440, or 12 v maintained 
contact control; direct mechanical o1 
manual control; air-pilot valve con 
trol; and air-poppet valve control. 

The motor is available in all stand 
ard mounting styles. Operating at an 
pressures as high as 175 psi, it is said 
to develop a thrust equal to five times 
the air pressure applied. Bellows Co 
Akron 9, Ohio. 


For more information— 
Circle 82, inside back cover 


Fittings For 
Polyethylene Pipe 


Couplings and adapters for use with 
polyethylene pipe are injection molded 
from rigid, unplasticized pvc. They 
are said to form a tight joint without 
setting up undue compressive stress 
in the polyethylene. 

They are presently available in coup 
lings (polyethylene-to-polyethylene) 
and adapters (polyethylene-to-mcetal 
in 3 and | in. sizes. Wilmington Plas- 
tics Co., 810 S. Heald St., Wilming 
ton, Del. 


For more information— 
Circle 83, inside back cover 


PVC Fittings and Tubing 


A line of instrumentation fittings 
made of unplasticized polyvinyl chlo 
ride and, for use with them, flexible 

(Continued on page 314) 
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POWER PLANT OF THE FUTURE 


The Solar “Mars? Gas Turbine Engine 


THE SIMPLEST PRACTICAL fuel-burning 
engine yet constructed is shown above. 
It is the Solar Mars 50 hp gas turbine. 
It weighs less than 100 Ib and fits in a 
two-foot cube. It operates on a variety of 
fuels. Its construction is simple. And the 
ruggedness of the Mars engine has been 
proven by many thousands of hours of 
trouble-free service. 


The Mars is a constant speed engine 
for emergency or stand-by duty where 
fuel consumption is not of primary 
importance. Your forward planning 
should include the Mars gas turbine. For 
detailed information about this power 
plant of the future, write today to Solar 
Aircraft Company, Dept. B-85, San 
Diego 12, Calif. 


SOLAR 


AIRCRAFT COMPANY 


ENGINEERS WANTED Unlimited oppor- 
tunities in Solar’s expanding gas turbine 
program! Write today, giving your 
experience. 


DESIGNERS, DEVELOPERS AND MANUFACTURERS OF METAL ALLOY PRODUCTS - GAS TURBINES - BELLOWS - CONTROLS - HIGH TEMPERATURE COATINGS - AIRCRAFT COMPONENTS 
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Completely Insulated for stability under long, hard operating conditions 





There’s nothing else like 


ISO-KAP’ 


Centraliab’s New 
Moided Disc 
Ceramic Capacitor 


Only one of its kind! The only molded, completely insulated, 
ceramic disc capacitor. Breakdown to ground in excess of 3000 V.D.C. 


Strong! Unaffected by extremes of vibration; by ozone, salt water, 
or any known acid or solvent at room temperature. 


Accurate! Thickness, diameter, and lead spacing are always exact. 
And leads are always on perfect center line—never offset. The answer 
for automatic assembly. 


Dependable! New basic ceramic body. Capacitance characteristics 
are virtually flat over a wide temperature range. 


Leads can’t pull out! Lead strength is greater. than the tensile 
Actual Size strength of No. 22 wire. 


Clearly labeled! Stamped with capacity, voltage rating, and 
tolerance. 


Write for engineering bulletin EP-48, for facts and figures on Iso-Kap. 


aaa) 





More proof that 
if it’s a job 


for electronic components, 


Electroni-Kwiz No. 9 
| WEW THIS MONTH f 


advanced engineering Ist Prize—two single electric blankets 
continues to create Don’t be fooled! You have a good chance to win. 
Simply answer this question in 50 words, more or less: 
How do you feel personally about the mat- 
industr ter of patent rights? Should they belong 
y te the individual inventor — or to the com- 

CONTROLS pany who employs him? 
A leading editor will pick the winner of this month's 

or prize. 


8 
@ entry to us before November 30. 
aa” 


CERAMIC SwitcnHes PACKAGED STEATITE 
CAPACITORS ELECTRONIC INSULATORS 
circuits 


it’s a job for Centralab 


the prototypes 
of the components 











+Nothing to buy. Employees of Centralab and their advertising 
agency not eligible. Duplicate prizes awarded in case of tic 
Entries become the property of Centralab—none can be returned. 


a a ft Perper ve ce es 
, 


, 6 . é 4 
OGBE-UNION INC, 
ety 

1; 4 


i ‘ i . . i ‘ ‘ s " \ i 
Vind 
Ce tr ab A DIVISION 
ntrala \ae Y ) a oF Gc 
918K E. Keefe Avenue @ Milwaukee 1, Wisconsin 
In Canada: 804 Mt. Pleasant Road, Toronto, Ontario — 


§ 


SINCE 1922, INDUSTRY'S GREATEST SOURCE OF STANDARD AND SPECIAL ELECTRONIC COMPONENTS 
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McLouth 


STAINLESS 


Steel 


for the home 


The lady agrees with the architect that her 
modern, cheerful, Stainless Steel kitchen will be 
the most beautiful room in the new house. Stainless Steel 
is the bright, long lasting metal that will not tarnish 


is easy to clean and a joy to live with 


For the product you make today and the product 
you plan for tomorrow specify McLouth high 


quality sheet and strip Stainless Steel 


McLouty Stee. CorPoRATION 


Detroit, Michigan 


MANUFACTURERS OF STAINLESS AND CARBON STEELS 











now FOR DC OR RESISTANCE INPUT 


Moprt 200-A uses an input of 10,000 
ohm resistance potentiometers as an in- 
put transducer providing 10 to 1 scale 
expansion and origin positioning. Avail- 
able standard digital input accessories 
are essentially inputs of this type. Any 
resistance potentiometer will provide an 
analog input for this configuration. 

Mopet 200-B, used for D.C. signal input, 
has full scale sensitivities of 5  milli- 
volts and an input impedance of 1,000 
megohms. Utilizing standard reference 
cells, this model provides drift-free 
operation. Available external reference 
voltages may be substituted. A plug con- 
nection is provided to facilitate the quick 
interchangeability of input sections. 


now FOR SIMPLIFIED OPERATION 


Precision Vernier Dials provide an accu- 
rate method for obtaining fine adjust- 
ment during operation. Optional point 
plot or continuous line plotting is a 
feature of both models. Selection is by 
front panel manual control. A new, sim- 
plified pen of one-piece design-used for 
point or continuous plotting—eliminates 
bottles and tubes, permits rapid chang- 
ing of ink colors. Independent action of 
the X and Y axis is achieved with Libra- 
scope’s unique “Floating Gear Train” 
No cables, tapes or lead screws to cause 
lost motion, cable stretching or drift- 
ing out of alignment. The 120° concave 
cylindrical plotting surface provides full 
visibility ...is completely illuminated. 


now FOR WIDER APPLICATION 


These fast, dependable general purpose 
plotters feature 0.1% accuracy, are suit- 
ed for wide applications where rapid 
graphic presentation of data is required, 
such as: laboratory testing, computers, 
data handling systems, wind tunnel, mis- 
sile tracking and quality control testing 
of transistors and other electronic compo- 
nents. Input selection includes Punched 
Card and Tape Converters, Decimal 
Keyboards and Binary Converters. Model 
200-A can plot from Flexowriter tape in 
any code or directly from the Tape Punch 
cables of many digital computers. Sub- 
chassis can be supplied to handle time- 
shared X versus Y plots, or other spe- 
cial circuitry. Write today for details. 


LIiIBRASCOPE xX-Y PLOTTER 


HIGHEST ACCURACY FOR GRAPHIC DATA HANDLING 


Greater input 


NEW LIBRASCOPE PUNCHED TAPE CONVERTER 
Operates from a punched tape reader—Spec- 
ially designed for Librascope X-Y Plotters— 
This unit is adaptable to other plotters. 


flexibility 


*& SUBSIDIARY OF 


LIBRASCOPE X-Y DECIMAL KEYBOARD 
Consists of three-decimal bank for each axis with 
associated plus minus keys. Features Librascope 
designed positive-action self-wiping contacts. 


IBRASCOPE 


GENERAL PRECISION EQUIPMENT CORPORATION 


For desk or rack mounting 


LIBRASCOPE PUNCHED CARD CONVERTER 
Converts punched card data to analog form 
for input to X-Y Plotters. Automatic Position 
for feeding 50 punched cards per minute. 


LIBRASCOPE INCORPORATED * 8O8 WESTERN AVENUE * GLENDALE, CALIFORNIA 
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A Big Reason Why More Firms 
Are Switching to Copyflex ... 


PROBLEM-FREE 
INSTALLATION 


erate 


OPERATION! 





Model 93 


Because Copyflex reproduction machines are completely 
free from fumes and odors, they require no exhaust 
venting .. . they need no plumbing or auxiliary equip- 


ment, no installation other than an electrical connection. PUT IT HERE... 


4 Neor on inside wall— 
Because they are absolutely clean, quiet, and odorless, fs no plumbing, ne ducts! 


they can be operated anywhere without annoyance to 
personnel in the vicinity. 





That’s why the people who handle reproduction, and 
know it best, prefer Copyfiex. It’s a big reason why more PUT IT THERE... 
and more firms are switching to Copyfiex! Near on outside wall— 

Why settle for less when it costs no more to own the Rae ee 
one machine that offers you all the advantages of diazo- 
type, positive black-on-white reproduction—speed . . . 
economy .. . quality —plus trouble-free installation and : 
ideal operating conditions! SS 368 — PUT IT ANYWHERE! 

You'll find that Bruning also gives you the widest ed) camumun totes 
selection of reproduction materials available anywhere. 

Mail coupon for information on models and prices—today! 











Cheries Bruning Company, inc., Dept. 113-0 
4700 Montrose Ave., Chicago 41, til. 


| 
Please send me information on Copyflex 
BRUNING Reproduction Machines. 
Name 7 —_ = 
Best Process! Best Machines! 494 Company 
Best Selection of Materials! SS 


Specialists in Copying Since 1897 i —_— Zone___ State__ 














CHARLES BRUNING COMPANY, INCORPORATED + 4700 MONTROSE AVENUE «© CHICAGO 41, ILLINOIS 
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New Parks and Materials. .. .. . continued 


An Aid to PRODUCTION! 


| 
| Fluid Power and Control 


EX-CELL-O 


These pictures show how Ex-Cell-O 
Corporation uses Barco Type NV 
Revolving Joints on its Style 112-C 
Ex-Cell-O Precision Boring Machine 
tooled for Bor-Drilling and counter- 
sinking bushings from the solid. 


tubing, are said to permit an entire 
assembly to be put together by hand 
without the aid of wrenches, flaring 
or bending tools, or stretchers. No 
sleeves or ferrules are involved. A 
knife or scissors cuts the tubing to 
length. 

The fittings and tubing are fur- 
nished in both } and 2 in. sizes. The 
types of fittings immediately avail- 
able are half-unions, for joining plas- 
tic to male pipe thread; unions and 
bulkhead unions for joining plastic 
to plastic; connectors for joining plas 
tic to female pipe thread, and caps. 
Maximum working pressure is 150 psi 
at 75 F. Tube Tums Plastics, Inc., 
224 E. Broadway, Louisville 1, Ky. 


. . For more information— 
BA RCO / Circle 84, inside back cover 


Barco’s new 4%” Type NV Revolving Joints are especially 
Type NV designed for machine tool applications. Ex-Cell-O uses 
them to introduce coolant under high pressure through 
the spindle and Bor-Dril to force out chips and keep 
; the tool cool (see arrows above* in circle view showing 
Revolving end of machine with guard removed.) Barco Type NV 
Joints are well-suited for this application because of 
Joints their precision construction and compact design. Sealed 
internal ball bearings are lubricated for life. Exclusive 
V-ring seals are self-adjusting for wear, require no 
lubrication, and permit operating speeds as high | 
as 2500 RPM. Joints are suitable for use on pres- 
sures to 300 psi (air) or 1500 psi (hydraulic). Temper- 
atures to 180° F. Send for complete information and 
BULLETIN 307. . 
*Aliernate spindles do countersinking operations, and do not require Detachable Valve 


coolant through the spindles. Coupling 











BARCO /4" TYPE NV Tt r 
1ese valves are designed to permit 
REVOLVING JOINT : ' 
sae line air to be shut off and _ tools 


changed at any point. 
deol IspinoLe After connecting the jaws of the 
Se valve half around the shoulder on the 





























connection half, the operator advances 
HIGH PRESSURE COOLANT—> ' the knurled brass sleeve to “on” posi- 

ASK FOR 1. FORCES CHIPS OUT tion. This permits line air to flow 
BULLETIN 307 2. KEEPS TOOL COOL COOLANT IN through the sleeve and out through 
(SCHEMATIC DIAGRAM) the line to the air-operated tool. Turn- 
ing the sleeve to the right locks both 


the coupling and the valve in “on” 
MANUFACTURING COMPANY position, preventing accidental discon 
527M Hough Street * Barrington, Illinois (Continued on page 318) 
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Lamson 1035 Double 
Heat Treated High Ten- 
sile Cap Screws have 
long been favorites 
where extra strengthand 
durability is required. 


To attain this extra 
strength, Lamson Cap 
Screws are first heat 
treated at about 1600° F. 
and then quenched. 
This imparts“hardness”, 
Then the screws are 
“drawn”, or re-heated, 
to between 900° F. and 
1100° F. and then 
quenched in aspecial oil. 


This results in a mini- 
mum tensile strength of 
150,000 pounds per 
square inch, 
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QUMON 


1035 CAP SCREWS OFFER 
GREATER STRENGTH AT... 


Less Cost! 


If you are now using Full Finished Screws in your assembly 
operations it will pay you to consider substituting Lamson 1035 
Double Heat Treated Cap Screws. 


The extra relative toughness of Lamson 1035's enables you to use 
screws of smaller diameter, yet with equal, or greater, tensile strength. 


As an example of increased strength at less cost—on the chart below 
you will see that a \4”"* diameter Lamson 1035 Cap Screw has 
greater tensile strength than a %"* diameter Full Finished Cap 
Screw. This means savings in weight and size of assembly. 


As for money savings—Lamson 4” x 2” 1035 Cap Screws are net 
priced at $5.36 per hundred as compared to $7.59 per hundred for 
the %” x 2” Full Finished Screw. Proportionate savings can be 
made all along the line. 





RELATIVE STRENGTHS 





Lamson 1035 CAP SCREWS AND FULL FINISH CAP SCREWS 
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identifies metal in Spirotallic Gaskets 


Most engineers know that Spirotallic 
Gaskets maintain a perfect seal despite 
extreme fluctuation in fluid pressure and 
flange compression. Consequently, these 
gaskets are used in a wide range of serv- 
ice conditions which include high tem- 
peratures, elevated pressures and active 
corrosives. To withstand these con- 
ditions, Spirotallic Gaskets employ a 
variety of corrosion-resistant alloys. 
Because so many of these metals look 
alike, only expensive tests or costly ex- 
perience with the gasket could determine 
the gasket metal used, once its identifying 
tag was lost. Now the color patch on the 
centering guide tells the metal employed 


JONNS MANVILLE 


PRODUCTS 


316 


and saves time, trouble and expense. This 
new method of identification also makes 
it easier for storekeepers and mechanics 
who handle the gasket. In addition, it 
simplifies inventories. 


Spirotallic Gaskets hold their seal be- 
cause they are made of spirally wound 
interlocking plies of asbestos and spring- 
like metal strip. These gaskets compress 
easily with light bolting. For catalog 
PK-35A and copy of color code card 
write Johns-Man- 
ville, Box 60, New 
York 16, N. Y. In 
Canada, Port 
Credit, Ont. 


| Johns-Manville SPIROTALLIC GASKETS 





Here are seven of the 
metals available and 
their color identifications 


Zinc-coated 
steel— 
white 


Type 304 
Stainless— 
yellow 


Type 316 
Stainless— 
green 


Type 347 
Stainless— 
blue 


Monel— 
orange 


Copper— 
brown 


Aluminum— 
aluminum 
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Widely used as original power, International diesels are available in a 
wide variety of sizes and modifications. Two IH diesels are used here ... 
115 hp unit in 44-yd dragline, 190 hp unit in 200-ton-per-hour crusher, 


only 


INTERNATIONAL 


builds all these major advantages into diesel engines 


1. Full-flow lube oil filters lengthen engine life 


New replaceable plastic impregnated full-flow filters 
increase engine life by removing all harmful particles 
from the oil before it goes under full pressure to engine 
bearings. Exceptionally large filter area extends filter 
change period to 500 hours under normal conditions. 


2. New injection pump reduces maintenance 

Time proven International single and twin plunger 
pumps have been further simplified for longer life and 
lower cost maintenance. Scavenging gears and pump 
air pipe are eliminated . . . hardness of injection plunger 
increased for up to four times longer life. 


3. Drilled passages assure full-time lubrication 


You can be sure a// engine bearings will be lubricated at 
all times. Lube oil is pressure-pumped through internal 
rifle-drilled passages that can’t rupture or work loose. 


4. Clean combustion on low-cost fuel 


Trouble-free single orifice injection nozzles, and pre- 
combustion chambers mounted at 45° angle thor- 
oughly mix fuel and air under all load and speed 
conditions. You get follow-through power strokes, clear 
exhaust, smooth idling on low-cost No. 2 fuel. 


5. Fast, sure starting . . . always 

Never mind cold—IH diesels work year ’round, even 
in the Arctic. Seconds-fast, they start in any weather 
on gasoline .. . and, seconds-fast, you switch to clean 


burning, full-diesel power. 


Six sizes of diesels, 52 to 190 hp, complete with radia 
tor and fan. Also 12 models, 16% to 200 hp, for 
gasoline, natural gas or LPG. See your nearest 
International Distributor for details. 


INTERNATIONAL 
INDUSTRIAL POWER 





New Parts and Materials continued 


Fluid Power and Control 


nection. An easily replaceable O-ring 
in the steel nose piece of the valve 
half is sealed against a recess in the 
stainless steel nose piece of the con 
nection half by line pressure. 

[hese new safety type valve coup 
lings are available in 4, 2, 4 and 3 in 
for line air up to 250 psi. C. B. Hunt 
& Son, Inc., Salem, Ohio. 


For more information— 
Circle 85, inside back cover 


Swivel Joint 


his swivel is of two-piece construc 
tion spun together at time of manu 
facture. ‘T'wo types are available—on¢ 
which turns free and one which in 
corporates an adjustable brake shoe to 
effect the desired drag or torque. Both 
may be obtained in 4 and 3 in. pipe 
sizes. The swivel rotates a full 360 
deg and is intended for occasional or 
intermittent turning rather than con 
tinuous rotation. Emsco Mfg. Co.., 
Box 2098, ‘Terminal Annex, Los An 
geles 54, Calif. 
For more information— 
Circle 86, inside back cover 


tions . . . see U.S.G. 
Write for Bulletin No. 300. Coupler for Liquid, 


Gas Transfer 
UNITED STATES GASKET COMPANY 
Camden 1, New Jersey Coupler said to be designed for 
’ 


rapid transfer of liquids or gases was 
originally designed for the liquid fet 
tilizer industry to provide the most 


1 eficient method of transfer, and to 

FABRICATORS OF allow 4 speed a of om from 
top or bottom. As the solution can 

FLUOROCARBONS & OTHER PLASTICS He parca and maintained under 
pressure, loss of vapor or tank pressure 
is prevented. The coupler arrange- 
ment consists of a filler valve that is 


Representatives in principal 
cities throughout the world 


(Continued on page 322) 
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assure positive, dependable 
action; with simplified 


Milelaliielaitisile MelateMulelialictaellas 


on jobs like these 


actuate clutches 
operate switches 

control machines 

print identifying symbols 
operate safety devices 
eject work in process 
actuate clamping 

move levers 

operate valves 

vibrate cutting knives 
open and close doors 
hold chucks 

open and close hoppers 


sort inspected parts 


Namco Solenoids, with ‘“Stellite’-weld 


plunger contacts are built in a wide range of 


standard sizes (2% to 21 lbs. at %” stroke 
and 4 to 25 lbs. at 1” stroke); in push type, 
pull type, or combination push-pull type. 
They are available for either AC or DC serv- 
ice, and with standard or special terminal 
blocks and mountings. 

Other types of units for special application 
are also available—and experienced engineer- 
ing assistance, to assure the most satisfactory 
application of Namco solenoids as a thorough- 
ly dependable part of your product, is yours 
for the asking 
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- compact rugged - reliable 


solenoids 


HARD CHROME ; PLUNGER 
PLATE BONDING ON **STELLITE’'-WELDED 
PLUNGER LAMINATIONS AT POINT OF IMPACT 


MOUNTING HOLES 


7 ONE CENTRALLY 
LOCATED AIR GAP 


STAINLESS STEEL 
COIL LINER 


WRITE FOR BULLETIN EM-52. 
It gives complete engineering 
data, as well as suggestions for 
selection of the proper types. 
Also shows construction and de- 
sign features and typical appli- 
cations. 


ELECTRICAL MANUFACTURING DIVISION 


THE NATIONAL 
ACME, COMPANY 


170 EAST 131st STREET © CLEVELAND 8, OHIO 





WH AT~—HnanbLEs LIKE CARBON STEEL? 


That's right. Worked with the same techniques as carbon steel, Lukens “‘T-1" 
steel cuts equipment costs, reduces field fabrication headaches. 


Although Lukens “T-1” steel is a tough, high strength, 
heat treated steel, designers and engineers will find that its 
ready weldability and excellent wear characteristics will pay 
off in design freedom and increased equipment efficiency. 
Because this low carbon, quenched and tempered steel 
peses no unusual problems in welding, equipment can 
easily be fabricated, modified or repaired not only in the 
shop but also in the field. Three times stronger than carbon 
steel, this new steel has lighter weight and reduced thick- 
ness in comparison to heavier, thicker plates of carbon 
steel, thereby reducing material, construction and ship- 
ping costs. 

Lukens’ range of steel plate sizes—including the widest 
and heaviest plates available anywhere—m akes possible 














~ quire fewer welded seams. Lukens “T-1” 


“T-l’ STEEL 


THE NEWEST IN A COMPLETE LINE OF ALLOY STEELS 


additional savings through the use of wider plates that re- 
steel’s resistance 
to the combination of wear and impact abuse lowers main- 
tenance and replacement costs, lengthens equipment life. 

The latest addition to Lukens’ complete line of carbon, 
alloy and clad steels, this new steel’s unusual combination 
of properties suit it especially to applications in pressure 
vessels, bridges, shipbuilding, construction machinery and 
general industrial equipment. On problems of design, 
material selection, application and fabrication technique S, 
Lukens offers full technical assistance. If you would like 
further information on Lukens “T-1” steel, write to: 
Manager, Marketing Service, 775 Lukens Building, Lukens 
Steel Company, Coatesville, Pennsylvania. 





To get the new, 28-page book on 
Lukens “T-1" steel, ask for Bulletin 781. 











LUKENS STEEL COMPANY, COATESVILLE, PENNSYLVANIA 
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ASVG 
the one source for 
ELECTROMAGNETIC CONTROLS 


that offers engineers 
complete design flexibility 


104S1 104S4 
Stroke up to %” Stroke up to 156” 





When designing equipment requiring electromagnetic 
controls, many engineers have found it saves them money 


0684 06S14 106S76 
Stroke up to 1” High Pull Fuel throttle control. 
Stroke up to 1” Stroke up to 1%” 


if they first talk with an ASCO engineer before specifying 
solenoids, contactors or relays. His advice will help you 
cut initial cost, improve your final product and simplify 


SPECIAL PURPOSE RELAYS 


Og Be 


Reverse Current Brake Motor Time Delay Close Differential 


B meas 


Coil-less Electronic 


MAGNETICALLY HELD RELAYS 


automatic control 

Most important, the ASCO representative can recom 
mend not only standard and special purpose controls, but 
can also offer the development services of ASCO, the one 
source that offers engineers complete design flexibility 
His knowledge will allow your imagination free rein 
unshackle you from the limits of designing with only 
conventional controls in mind 

Why not have an ASCO engineer call or write 


outlining your problem. We shall be happy to assist you 


COMPLETE CONTROL PANELS 
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MECHANICALLY HELD RELAYS 


i=} aa ® 
es. a 7? + 1054 AC— 
P r 
oo ' 
ASCO engineered and manufactured ' 
ponels are provided by combining : — 
' 
t 
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Cc controls with rchase 
nL 1256-168$—AC 1255—AC-DC 1255-166S—AC 
2to 12 Poles, 10 Amp. 1toSPoles,25Amp. 1 to6 Poles, 25 Amp. } 


WRITE US FOR MORE DETAILED INFORMATION ON ASCO 
ELECTROMAGNETIC CONTROL EQUIPMENT 
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Standard 12 stop In- 
termittor with speci- 
ally jig-bored 36” dial. 


HIGH SPEED INDEX TABLES FOR 
LARGE VOLUME PRODUCTION 


Up to 30,000 Pieces per Hour with 
The FERGUSON INTERMITTOR! 


Standard 6 stop Intermittor with 
12” dial and optional tool mount- 
ing brackets. 


OVER 150 STANDARD 
MODELS TO CHOOSE FROM: 


NO. OF STATIONS 

4, 6, 8, 12, 16, 24, 36 
DIAL SIZE 

12”, 18”, 24”, 30”, 36”, 48 
INDEXING TIME 

Ya, Vs, Va, % of cycle 


COMPLETE CATALOG 


Every engineer should have a 
copy of Catalog No. 300 which 
gives load ratings and all di- 
mensions of more than 150 
standard Intermittors. Send for 
your file copy today... 
no obligation. 


The new standard Ferguson Intermittorisa | 
must for operations such as machining, | 


joining, forming, staking, piercing, assem- 


bling, testing and inspection that require | 


a combination of high speeds, long dwell 
or work time, and smooth indexing. 


There is a standard Intermittor for almost 
every application, offering a choice of 
stops, dial size, degree of movement; and 
a table for either extreme precision or high 
torque usage. Seldom do you have so much 
selection in a line of standard production 
machinery... with all of the benefits of 
standardization PLUS many of the advan- 
tages of custom designs! The Intermittor 
operates at speeds far greater than those 
possible with other types of index tables. 
The special acceleration characteristics of 
the FERGUSON ROLLER GEAR DRIVE 
insure smooth starting and stopping with 
little shock and vibration, at speeds up to 
500 indexes per minute. 


Save design time, simplify tooling, im- 
prove product quality and cut main- 
tenance costs to rock bottom with the 
new Ferguson Intermittor...the “Pack- 
aged” precision index table for high 
speed production. 


WRITE FOR CATALOG NO. 300 


FERGUSON MACHINE & TOOL CO., INC. 


ROLLER GEAR DIVISION, DEPT. BI-11, P. O. BOX 5841, ST. LOUIS 21, MO. 





New Parts and Materials continued 


Fluid Power and Control 


threaded into the tank and a couple: 
for quick connection between the host 
and filler valve. The filler valve incor 
porates a check valve unit to permit 
flow into the tank and automatically 
shuts off when the coupler is dis- 
connected. James-Pond-Clark, 218] 
E. Foothill Blvd., Pasadena 8, Calif. 


For more information— 
Circle 87, inside back cover 


High Pressure 
Hose and Couplings 


Included in this line are single 
wire braid, rubber-covered hose; 
double wire braid, rubber-covered 
hose; and single wire braid, cotton 
covered hose. Hose conforms to both 
SAE and JIC standards. A range of 
hose couplings and adapters is offered 
for each type. Imperial Brass Mfg. 
Co., 1200 W. Harrison St., Chicago 
7, Tl. 


For more information— 
Circle 88, inside back cover 


Liquid Level Control 


In this floatless liquid level control, 
operating coils are completely covered 
with a moistureproof compound. The 
operating relay is of the plug-in type, 
double-pole double-throw, furnished 
in a Clear plastic case. Gulow Con 
troller Co., 301-303 Hackensack St. 
E. Rutherford, N. J. 


For more information— 
Circle 89, inside back cover 


Fluid Transfers 


This device transfers fluids under 
pressure from a stationary source to 
rotating equipment. Capabilities 
range up to 1000 psi fluid pressure 
and 10,000 rpm shaft speed. Typical 
applications are on deep or precision 
hole drilling equipment for transfer- 
ring the coolant to the drill point for 
chip removal and for cooling the cut 

(Continued on page 323) 
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New Parts and Materials continued 


Fluid Power and Control 


ting edge. Other transfers are used on 
hydraulic equipment to transfer pres- 
surized fluids to cylinders or clutches. 
Sealol Corp., 197 Post Road, Provi 
dence 5, R. I. 


For more information— 
Circle 90, inside back cover 


* 


Float Level Indicator 


A hermetically sealed float level in- 
dicator, weighing 0.9 oz, for control 
or indication of levels of various 
liquids, is now available. The indica- 
tor has no exposed metal parts and 
may be used with solvents, oils, acids 
and other chemicals. The hermeti- 
cally sealed, single-pole, single-throw 

(Continued on page 326) 
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WHEN TO 
SPECIFY 


A 


FERGUSON 
DRIVE 


YOUR NEW PRODUCTION MACHINERY 


WHEN INDEXING SPEEDS 
LIMIT YOUR PRODUCTION... 


OR IF YOU REQUIRE SMOOTH 
STARTING AND STOPPING... 


OR YOU NEED PRECISION OF 
001" WITHOUT AUXILIARY 
LOCKING DEVICES... 


OR IF MAINTENANCE “DOWN 
TIME” IS A MAJOR PROBLEM... 


There's No Place in Automation for 
Obsolete Indexing Devices 


Modern production methods require speeds and precision impossible to 
obtain with geneva drives and other obsolete indexing devices. The Fergu- 
son Roller Gear Drive makes it possible to increase production speeds as 
much as 100%, while improving product quality and reducing maintenance 
costs! The Ferguson Drive, the greatest development in indexing in the 
last thirty years, attains indexing speeds up to 1,000 per minute in some 
applications without undue shock or vibration to the Drive or machine. 
If you have machinery utilizing dial feeds, roll feeds, carrier chains and 
other types of intermittent feeding methods, investigate the Ferguson 
Drive and discover what it can do for you. 


NOW IN STOCK! 


CUT WEEKS OFF 
DELIVERY TIME! 


The more widely used Fergu- 
son Drives may now be 
ordered from stock with weeks 
cut off delivery time and prices 
reduced as much as 25% 
Send in the attached coupon 
or write for Bulletin 105a to 
get full information, including 
load ratings, dimensions and 
data on selecting a Drive. Find 
out how inexpensive it is to 
modernize your production 
machinery, increase produc- 
thon and lower operating costs. 


FERGUSON MACHINE & TOOL CO., INC. 


ROLLER GEAR DIVISION 
P. O. BOX 5841 ST. LOUIS 21, MO. 


FERGUSON MACHINE & TOOL CO., INC. 
Roller Gear Division 
P. O. Bex 5841 St. Levis 21, Me. 


Send free copy of bulletin 105a and data on stock and standard 
Ferguson Drives for high speed precision indexing of pro- 
duction machinery. 


NAME 





COMPANY 




















In the field . Vibration pickups on the tractor and 
on the driver's back are wired to Brush Recording 
System in the station wagon. Vibration analysis 
helped engineers design a better tractor seat, which 
reduced operator fatigue—an important sales point! 


PORTABLE BRUSH RECORDING SYSTEMS 


speed your testing and development 


HEREVER you have measurement problems on the 
W job, these portable recording systems simplify your 
tests, save valuable engineering time. They are light- 
weight, easy to set up, simple to operate. While noted for 
high accuracy, they are rugged and durable. You can 
quickly obtain written records of stress, strain, force, 
vibration, torque, pressure, electrical variables, etc. 


Brush amplifiers and direct-writing oscillographs pro- 
vide complete systems for recording one, two, four or six 
channels of data simultaneously. Our representatives can 
help you in application. For complete information write 
Brush Electronics Company, Dept. L-11, 3405 Perkins 
Avenue, Cleveland 14, Ohio. 


BRUSH ELECTRONICS [BRU | COMPANY 
apeaaiaa ame as «Aenea Gee | Division of 


MAGNETIC RECORDING EQUIPMENT AND COMPONENTS Clevite Corporation 


In the shop .. . Here wave form and timing 
of welding current is recorded simultane- 
ously with electrode pressure. This helps 
inspectors calibrate controls quickly, assure 
better welds, meet specifications. 


New ... Brush four and six-channel port- 
able oscillographs provide a choice of 8 or 
16 chart speeds, permitting excellent visual 
presentation of a great variety of signals. 
Units are portable and lightweight. 
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is the 


»». the one that’s 


always ready for you 
See ATARI 


We're never “out of stock” on any of the popular 
sizes in High Carbon Heat Treated Cap Screws — 
CleCap’s pride and joy among tough dependable 
hex head screws. 

One thing you'll soon learn when you deal with 
CleCap—as cap screw specialists, we haven't so 
many irons in the fire that we can’t keep our pro- 
duction well balanced and maintain stocks to meet 
demands. And we make it a point to stock many 
sizes and lengths not commonly listed. 

It’s good business to use these extra tough 1048s. 
And it’s good business to order them from the hust- 
lers at CleCap—or from one of the many efficient 


CleCap distributors. 


Approximate Tensile Strength* 
(Lbs. per Sq. In. Minimum) 


Stock screws are double heat treated 
to SAE Grade 5 physical properties 


Up to %”" dia. inclusive 
Over %”’ to 1” dia. inclusive 
Over 1” to 114” dia. inclusive 


*Based on mean thread area. 
The Cleveland Cap Screw Co. 
2936 EAST 79th STREET + CLEVELAND 4, OHIO 


VU Ican 3-3700 TWX CV42 


Warehouses : Chicago + Philadelphia » New York « Providence « Los Angeles 
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Originators of the Kaufman FYTRUSIOSS Process 
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New Parts and Materials... .. .continued 


Fluid Power and Control 


switch, rated at 10 w load at 115 v, 
ac, 0.5 amp resistive or inductive 
load at 28 v, dec, is said to have a 
100,000 cycle minimum life. This 
switch is enclosed in a nylon stem 
and is actuated by permanent magnets 
imbedded in the free float. The in- 
dicator is 3.31 x 1.22 in. dia. Revere 
Corp. of America, Wallingford, Conn. 


For more information— 
Circle 91, inside back cover 


Stainless Steel 
Pressure Snubber 

This unit protects sensitive gages 
from sudden pressure changes and 
eliminates wild fluctuation of the gage 
pointer, permitting more accurate 
readings. The snubber is T-shaped, 
providing for adjustment through 
the side chamber without disturbing 
line connections. Three pins used in 
combinations offer 13 gradations of 


you can achieve damping adjustment. Rated working 
pressure is 5000 psi. Parker Appliance 


2o., 17325 Euclid Ave., Clevels 2, 
BULL’S-EYE POSITIONING Co., | Euclid Ave., Cleveland 1 


Ohio. 
For more information— 


WITH THIS SCREW THAT ROLLS ON BALLS Circle 92, inside back cover 


Pin-point positioning is possible with an Arrow Ball-Screw 
mechanism even under the most adverse temperature conditions, 
Because ArgROL Ball-Screws move entirely on friction-free steel 
balls, they permit an assembly to move effortlessly and to position 
exactly at the desired spot... with no springiness, no drift, no 
rebound. Because they require no lubrication, they allow you to 
operate in high-temperature areas without fear of fire and thinned- 
out grease, and in low-temperature areas without the problems of 
stiffened grease and sluggish operation. 

Because AEROL Ball-Screws are friction-free, their use can 
greatly increase drive efficiency, allowing you to save on motor 


size and weight, first cost, space and electricity required. 





Agro Ball-Screws are at work now in many varied applica- 


tions. They have proved to be the best answer to many design and 


operating problems. They may solve a problem for you. To get 
more information, write for our free booklet. Compressed Air Line Filter 


These filters are designed to remove 


Cleveland Pneumatic all traces of oil and oil vapors, all 


solid particles over three microns in 
Zo0€ Company, CLEVELAND 5, On10 | size, odors and fumes, and moisture. 
DEPARTMENT E-1155 Replacement of the filter element is 

said to be a quick and easy procedure. 
In operation, oil, vapors, moisture 
and contaminants are diverted around 
WORLD'S LARGEST MANUFACTURER OF AIRCRAFT LANDING GEARS (Continued on page 330) 








AIRCRAFT GROUND HANDLING EQUIPMENT 
BALL-SCREW MECHANISMS * AIR-OIL IMPACT ABSORBERS 
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“INSIDE INFORMATION” ~ 
on FALK :i::. Shaft Mounted Drives 


Take a careful look inside the Falk all-steel Shaft Mounted 


Drive, and you will know why 
famous Falk family is ideal fo 


this newest member of the 
r applications where direct 


mounting on the driven shaft is desirable. It is the only drive in 
its field with all these superior “‘In-built” factors:— 


1 All-steel Frame, with more than 
double the rigidity of iron, supports 
all rotating elements. 


2 Precision Helical Gears, designed 
and machined by Falk, rated to 
AGMA standards. 


3 Pressed Steei Housings, whose sole 
function is to keep oil in, dirt out; 
easily removed for gear inspection 
without dismounting unit. 


4 Through Hollow Shaft with counter 
bore provides for easiest 
installation or removal from driven 
machine shaft extensions. 





THE FALK CORPORATION, Milwaukee 8, Wisconsin 
MANUFACTURERS OF 


® Motoreducers 

® Speed Reducers 

© Flexible Couplings 

© Shaft Mounted Drives 


High Speed Drives 


© Herringbone Gears 


® Special Gear Drives 
® Single Helical Gears 


5 Backstop can be furnished with the 
unit or added later for positive 
prevention of reverse rotation. 


6 Positive Lubrication, continuous direct 
dip of revolving elements at all speeds. 


7 Tie Rod and turnbuckle serve as 
anchor and facilitate V-belt or chain 
adjustment. 


Write ro Department 247 for 
engineering bulletin, including selec- 
tion and dimension details. 


@ Marine Drives 

© Steel Castings 

© Weldments 

© Contract Machining 
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EFFICIENT 
SPEED REDUCTION 
IN LIMITED SPACE 


SIX SIZES 

e 1/2 to 30 hp 

e Single or double 
reduction 


e Wide output speed range~ 
420 to 10 rpm 


Expressly designed for topflight 
performance on installations requiring 
considerable speed reduction in limited 
space, the all-steel FALK Shaft Mounted 
Drive has quickly won acceptance through- 
out industry. This sturdy, compact, versa- 
tile reducing unit is an ingenious variation 
of the highly successful FALK Motoreducer 
design, pacemaker in its field for more 
than 20 years. Here, the time-proved 
design is adapted for mounting directly 
on the shaft to be driven, using V-belt 
connection to motor. Investigate now! 


A FEW TYPICAL APPLICATIONS 


APRON FEEDER 


LINE SHAFTING 
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BELT CONVEYOR GRAVEL CLASSIFIER 


FALK 


...a@ good name in industry 
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TAPER’LOCK 


A PATENTED PRODUCT OF DODGE 


Holds so tight it will / 
twist a cold-rolled shaft: 


Yes, the Taper-Lock bushing really grips the shaft— 

holds with the firmness of a shrunk-on fit. It seats THERE’S ONLY ONE TAPER-LOCK, 

evenly along the entire length of the hub. There’s THE BUSHING THAT MOUNTS FLUSH! 

no collar, no protruding part, no flange to prevent 

uniform compression. Having full contact with both Senetinitien eenmmnian iis Senne thn 
hub and shaft, the Taper-Lock bushing holds so tight it bushing that is interchangeable in Dodge sprock- 
would twist a cold rolled shaft before it let go. Until you ets, sheaves, couplings and conveyor pulleys. More 
want to demount it! Then a few turns of a hex wrench than 2,000,000 in use! 

will release it quickly and completely, without shock to 

bearings or machinery. For the full story call your Dis- 

tributor—or write to 

DODGE MANUFACTURING CORPORATION, 1200 Union St., Mishawaka, Ind. 


CALL THE TRANSMISSIONEER, your local Dodge Distributor. 
Factory trained by Dodge, he can give you valuable assistance 
on new, cost-saving methods. Look for his name under ‘Power 
Transmission Machinery” in your classified telephone direc- 
tory, or write us. 
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You will boost sales by teaming your product with Lamb Electric 
Super Shaded Pole Motors. They will give your product the motor 
advantages of long life, quict operation, high operating efficiency, and 
lasting good appearance. 


Behind Lamb Electric Super Shaded Pole Motors is our 40 years’ 
experience working with manufacturers of household appliances, 
such as food mixers, sewing machines, floor polishers and vacuum 


. E ‘““UNI-SPUN"’ STATOR FRAME 
cleaners .. . experience that has resulted in these 10 features: 


Anchored laminations, ample back iron, 
“UNI-SPUN” STATOR FRAME for maximum rigidity strong pole tips mean core rigidity, better 
FORMVAR INSULATED WIRE WINDINGS for high strength and See 
insulation resistance 
“AL-SPUN” ALUMINUM ROTOR CAGE for maximum conductivity 
DIE-CAST END FRAMES .... sturdy, lightweight, corrosion-resistant 
BEARINGS widely spaced, amply dimensioned 
AMPLE OIL RESERVOIR ... positive oil circulation 
SHAFT precision ground to controlled surface finish 
MOUNTING absorbs vibration 


ADVANCED DESIGN, quality materials, and up-to-date manufacturing 


“AL-SPUN" ALUMINUM ROTOR CAGE 
methods . tert , 
“TAY . . . eat-treate or lowest rotor losses. In- 
FINISH ... moisture and abrasion-resistant tegral cooling fan and vented core, 


Dynamically balanced. 


VISIT US at the Air Conditioning and 
Refrigeration Exposition, Atlantic City, 
November 28-December | —Booth 706— 
or write for folder giving full information. 


ractionat norserower MOTORS 
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UNIFORMITY 


e 


ABBOTT BALLS 


In any given shipment of 
Abbott carbon steel Bear- 
ing Balls you'll find UNI- 
FORMITY of size tolerances 
and sphericity. This is 
because Abbott production 
standards are geared to 
meet Industry’s most rigid 
requirements. Every Abbott 
Bearing Ball — Deep Hard- 
ened and Tempered for 
maximum shock resistance 
and load carrying ability — 
is a model of precision, 
unsurpassed for sphericity, 
size tolerance, depth of case 
and other essentials of fine 
carbon steel bearing balls. 


Specify Abbott... you can’t 
ask for a better carbon steel 


ball! Gap 


THE ABBOTT BALL CO, 
55 Railroad Place, Hartford 10, Conn, 
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New Parts and Materials. . 


Engineering Materials 


the filter by a top baffle and into a 
sump at the bot.om, as air is drawn 
through the filter to a center outlet 
port. The sump is fitted with a drain 
cock to allow periodic draining. 

Units of the 350 series are being 
made in }, # 4, 2, 1 im. sizes. 
Wilkerson Corp., 3387 S. Platte River 
Drive, Englewood, Colo. 


For more information— 
Circle 93, inside back cover 





Moisture Discharge 


A series of moisture discharging 
separators for compressed air equip- 
ment operating between 10 and 250 
psi are piston-operated. These sepa- 
rators do not increase air requirements 
and are said not to flutter. Action is 
fully automatic in the separation and 
discharge of free oil, water and non- 
gaseous contaminants. Four models 


Leaded, Free Machining 
Steel Plate 


Stated advantages of the new plate, 
compared with plate which depends 
on the addition of sulphur to provide 
free cutting quality, are improved 
machinability and superior welding, 
polishing and plating properties. Its 
flame cutting, forming, grinding, and 
case hardening characteristics are 
said to be equally as good as those of 
the free machining plate previously 
sold by this company. 

Initially, the new steel plate will be 
available from stock in thicknesses 


continued 


are offered, serving 4 to 4 in. lines. 
Wilkerson Corp., 3387 S. Platte River 
Drive, Englewood, Colo. 


For more information— 
Circle 94, inside back cover 


Eliminates Noise-Shock 
From Air-Operated 
Equipment 

These all-metal units are said to 
overly 
close to the level found in the average 


factory (75 decibels). Tests show that 
operating efficiency is in no way im 


reduce sound in nowy areas 


paired while the noise is dampened. 
There are no parts that need replacing. 
They are corrosion-resistant and are 
reportedly safe for any pressure nor- 
mally encountered in industrial pneu 
matic service. C. W. Morris Co., 
10628 Cloverdale, Detroit 4, Mich. 


For more information— 
Circle 95, inside back cover 


| ENGINEERING MATERIALS - 


from 4 to 3 in. inclusive. Joseph T. 

Ryerson & Son, Inc., Box 8000-A, 
Chicago 80, III. 

For more information— 

Circle 96, inside back cover 


Aluminum Foil Tape 


A pressure-sensitive aluminum tape 
used as a moisture vapor barrier in 
communication cable splices has been 
introduced. An 0.003 in., dead soft 
foil backing has a tensile strength of 
33 psi. Adhesion is 25 oz per in. The 
tape is available in 2 in, by 20 ft rolls. 

(Continued on page 334) 
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GREAT FEATURES 
Unique with 


U.S. VARIDRIVES 


...for dependable, 
long-life, Variable Speed 


With a U. S. Varidrive motor you can get instantly 
all the speeds needed for every operating condition. 
You can have infinite speeds at your instant 
command without resorting to cumbersome speed- 
changing contraptions and costly external equip- 
ment. The Varidrive combines all equipment in 
one compact “package;’ occupying little more space 
than an ordinary motor, for convenient installation. 


AUTOTAUT TENSION CONTROL 
Autotaut-automatically compensates for wear, stretch 
and changes in length of the belt drive due to temperature 
and, therefore, does not require manual adjustment 
It establishes the exact tension by employing the positive 
movement afforded by a live, resilient spring which has 
been accurately calibrated at the factory. 


DOUBLE-RIBBED BELT 


By application of the double-ribbed design, smaller 
diameters and greater speeds can be combined. The result 
is maximum motor compactness. This type belt provides 
double corrugation, reduces internal friction and permits 
greatest flexibility. The Varibelt has highest resistance to 
heat, oil and grease, and is protected from drippings by 
complete enclosure. 


SLIDING SPLINE 


Instead of relying upon a common key to connect the shaft 
and sliding Varidisc, the U. S. Varidrive gears parts 
together with an involute spline. Load is equally among 

16 integral teeth cut in the shaft. Both motor and driven 
shafts in the Varidrive are splined. Integral teeth provide 
maximum strength with minimum diameter, 

and reduce wear and vibration. 


----- -  -S e  C T C er erer e 


U. S. ELECTRICAL MOTORS INC. PRE-1) TT ben ® 
P. O. Box 2058, Los Angeles 54, Calif., or Milford, Conn, 


Ask for Booklet #1797 
NAME 
ADDRESS 
city ZONE____STATE 














MAIL COUPON FOR INFORMATIVE FULL COLOR 16 PAGE BOOKLET ) 
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DIE CASTING REPORT 


Uniformity - - Less Machining - - - 
Corrosion Resistance - - Close Tolerances 


--are a Few Reasons Why 





This wringer-type Maytag washer has 24 die-cast parts. 


Maytag uses 15 to 20 million 


die cast parts per year! 


Having produced over 9 million wash- 
ing machines, no one knows better than 
Maytag Co. the importance of maintain- 
ing quality while meeting high produc- 
tion schedules. Die castings have helped 
solve the problem — at economical unit 
costs — by providing unlimited qualities 
of identical component parts. At the 
same time, aluminum and zinc die-cast- 
ings have met the critical demands of 
functional applications. Examples of 
Maytag requirements. die castings must 
be (1) oil and water tight for gear cases 
and housings (2) true to dimension for 
line assembly with mating parts and (3) 
free and clear of external surface flaws. 


While Maytag 1s a large user, those with 
lower requirements may enjoy similar 


[HE 














- PRECISION SSUNGS co, INC. .. 


economies and advantages. Let our crea- 
tive design engineers look at your func- 
tional or decorative part needs, at no 
obligation of course. 


“Die-Castings Un- 
limited.” Address: Precision Castings 
Company, Inc., 199 Walnut Street, 
Fayetteville, N. Y. 


For a copy of: 


A SUBSIDIARY OF urg Steel @ 
Harrishu 


FAYETTEVILLE, N. Y.—SYRACUSE, N. Y.— CORTLAND, N. Y.—NEW YORK, N. Y. 


CHICAGO, ILL.— CLEVELAND, OHIO—KALAMAZOO, MICH. 


Product Engineering — 


Formerly sandcast, this washer cover is now 
an aluminum die-casting. 


die castings 
from sand castings 


Many of the die-cast parts in 
the Maytag automatic and 
wringer-type washer were 
formerly sandcast. Less ma- 
chining, better surface quality, 
reduced finishing time are 
reasons for the changeover. 
Precision is one of the major 
die-casting suppliers to May- 
tag...and has been since 1938. 
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INVESTIGATE! 


the unique 


properties of 














cast vinyl film 


Here is a film that comBrnes high-strength with 
excellent clarity . . . and economy. These basic 
properties make Krene Cast Vinyl Film a 
superior material for temporary glazing for 
windows, as wind breaks and side curtains for 
jeeps and tractors. Add high chemical resistance 
to most acids, alkalies, alcohol, oils and grease, and it 
makes excellent drum liners, or one-shot 
drums, for packaging corrosive chemicals. J 
With beautiful gloss and easy heat- 
sealability Krene Cast Vinyl Film is 
highly recommended for product packaging, " 
or overwrapping, where a clear, tough and puncture- 
E and tear-resistant film is required. And, 
in addition to all these attributes, it has very 
low gas and water vapor transmission . . . 
which, combined with its clarity, makes 
very efficient oxygen tents. BAKELITE® 
Why not investigate Krene Cast Vinyl Film 
today? It’s available in thicknesses from 
.001 to .012 in either 36 or 48 inch widths. For 


samples, write Dept. LP-145. ; : Cast Vinyl Film& SI i 


@UCC 
® Registered trade-marks of UCC 


BAKELITE COMPANY, A Division of Union Carbide and Carbon Corporation (3 30 East 42nd Street, New York 17, N.Y. 
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PANELOC announces 


latch-nut 


anchor block 





shim plate 


latch-screw 


PANELOC ... America’s 
most versatile line of aircraft 
fasteners . . . Rotary Latches, 
Styles 1, 2, and 3 Panel 
Fasteners, High Performance 
Fasteners, Snap Fasteners. 


Nel 


entire fastener 


on door 
“a 








no female portion 
required ; 
opening 


Saves Cost e Saves Time 


Saves Space e Saves Weight 


This new Paneloc Rotary Latch is a simple and 
economical, strong and durable fastener for 
access panels, electrical contro! panels, 
inspection doors, machinery doors, and other 
hinged or removable covers. It permits a larger 
access opening, operates quickly with a 
quarter-turn. Entire assembly on access panel 
itself, eliminating many installation steps; 

no special tools required. Only four simple 
parts; made of steel, cadmium plated. Three 
standard sizes now available, more to be added. 
Special sizes and finishes available on order. 
Cost very low, performance unsurpassed. 
Write for a catalog and price list for your file. 


vey eee FA SS 


Styles 1 & 2 Style 3 High Performance © 
PANELOC—A product of Scovill 


Scovill Manufacturing Company, Aircraft Fastener Div. 
49 Mill Street, Waterbury 20, Connecticut 
Please send me fastener catalogs checked: 
) Rotary Latch ( ) Style 3 (MIL-F-5591A) 
Styles 1 & 2 (MIL-F-5591A) ( ) High Performance (NAS-547) 
Snap Fasteners (AN 227) 
Send to: 


Name 
Company * 
Address 


New Parts and Materials continued 


Engineering Materials 


Minnesota Mining and Manufactur 
ing Co., 900 Fauquier St., St. Paul 6, 
Minn. 


For more information— 
Circle 97, inside back cover 


Fluxless Aluminum Solder 


This solder is said to require no 
flux, metal cleansing or physical shap- 
ing. It will solder foils, thin-gage al- 
uminum, potmetals and zinc. In 
creased heat is asserted merely to 
increase the solder’s capillary action, 
causing more intense welding by 
fusion. Torch, hot plate, stove burner 
or soldering guns may be used that 
are able to melt this new solder, which 
is available in very low (500 F), low 
(600 F) and medium (800 F) ratings. 
Chemalloy Electronics, Inc., Gillespie 
Airport, Santee, Calif. 


For more information— 
Circle 98, inside back cover 


Molded Rubber Parts 


Molded rubber goods, custom-pro- 
duced to specification, are available 
in a wide range of rubber compounds, 
either natural or synthetic. Typical 
parts include air brake diaphragms, 
bumpers and snubbers, rubber wheels, 
gaskets of all kinds, spring inserts, 
oil seals, O-rings, rubber-covered rolls 
and idlers, regulator diaphragms and 
other parts. Quality Rubber and 
Transmission Co., Dept. Pen, 2203 
W. Chicago Av., Chicago 22, IIl. 


For more information— 
Circle 99, inside back cover 


Plating Method for Springs 


A nickel plating method has been 
developed for the finishing of springs, 
wire forms, electronic coils and fila- 

(Continued on page 338) 
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This completely new motor — designed by Holtzer- 
Cabot and styled by Raymond Loewy Associates 
— rounds out the Holtzer-Cabot line of subfrac- 
tional motors for instrument, recording units, 
office appliance and other applications. It pro- 
vides an intermediate size between the Holtzer- 
Cabot 2%" and 334“ frame motors. 

The single phase motors in this 3” frame are 
the single-value capacitor type, the ideal class 
for single-phase operation. The efficiencies of 
the various ratings run over 30%. As a result, 
there is lower temperature rise and less heat to 
be dissipated. 

The synchronous motors have a stainless steel 
shaft and new rotor construction. The class is 


NOMINAL 
Frame Synchronous 
1800 RPM 3600 RPM 
3007 1/200 1/150 
3012 1/150 1/100 1/75 
3018 1/100 1/60 1/50 


Mail coupon today for complete information 


1700 RPM 
1/100 


NATIONAL PNEUMATIC CO., INC.“"” HOLTZER-CABOT°™'S'" 


Induction 
3400 RPM 


1/50 
1/40 


basically of the reluctance type, but the rotor is 
completely cylindrical with no irregularities or 


slot openings. This construction promotes more 


uniform torque and quieter operation. 

The stator has slotted construction with dis- 
tributed windings. Mylar insulation is used in 
the slots. End caps are die-cast aluminum. Either 
ball or sleeve bearings are available. Standard 
construction provides face mounting by means 
of frame screws. Housings are furnished in 
opalescent blue (other colors on request). 

Holtzer-Cabot will adapt the winding type, 
characteristics and mechanical details of this motor 
to ensure optimum performance for Specific 
applications. 


RATINGS FOR CONTINUOUS DUTY 


HOLTZER-CABOT MOTOR DIVISION 
NATIONAL PNEUMATIC CoO., INC. 
125 Amory Street, Boston 19, Mass. 
GENTLEMEN : — Please send me data sheets 
ton the new 3“-diameter frame HOLTZER- 

CABOT motor. 


| C) Please have representative call 


1/60 


(Date) 
Name 


| Title 





125 Amory St., Boston 19, Mass. 
Sales Service Representatives 
in Principal Cities throughout the World 
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Designers and manutacturers of 
mechanical, pneumatic, hydraulic, electric 
and electronic equipment and systems 


Company 
Street 
City 





complex shapes- y 
Better alloys 

at lower cost with 
investment casting 


Complete Design Freedom can be yours with 
investment casting. Ferrous and non-ferrous alloys 
including magnesium are cast with great detail, 
intricacy of shape and to close dimensions. 

Substantial. Reductions In Production Costs are possible 
by reducing machining operations to the minimum. 


@ Assembly costs are cut by combining two or 
more components into an integral casting 


@ Large and small quantity production (including 
prototypes) are cast economically é 


®@ Tooling costs are relatively low 


Arwood’s four plants have complete tooling facilities 
and government approved inspection equipment. 


If you use metal in your business investigate the 
possibilities of investment casting . . . send for literature 
or call for consultation. We welcome parts or prints. 


PRECISION CASTING CORP. 
68 Washington St. Brooklyn, N. Y. 


PLANTS: Brooklyn, N. Y. © Groton, Conn. © Tilton, N. H. © Los Angeles, Calif, 
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FAST, LOW-COST CHANGE IN DIRECTION OF FLOW. Removal of , 
the body cap permits reversing the cage assembly to allow 
change in direction of flow. In addition, this feature lets you 
change seat material, and clean the valves thoroughly and 
quickly — without removing the valve from the line! 


INTERCHANGEABILITY of seat material to meet your operating 
requirements is another feature of the Rockwood Top Entry 
Ball Valve. Seat can be furnished in Buna-N, Neoprene, 


Kel-F, Teflon, and Nylon. 


EASY INSTALLATION AND OPERATION is permitted because of 
the new handle design. This new design allows the handle to 
be placed in any of eight positions! 


Now!... New Rockwood Top Entry Ball Valve 


. . . A new concept in valves that 
saves you money and time! 

Made of bronze the new Rockwood 
Top Entry Ball Valve is ideal for han- 
dling oxygen and hazardous liquids as 
well as water, oil and gas. It carries 300 


lbs. per square inch on water, oil and gas 
and 400 Ibs. per square inch on LP gas 
and is available both with sweat ends 
and screw ends, in sizes 4%”, 4” and 1”. 
Write for complete data on this 
unique full round pipe size flow. 


ROCKWOOD BALL VALVES 


FULL, R 


FLOW 


Distributors in all Principal Industrial Areas 
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ROCKWOOD SPRINKLER COMPANY 
806 Harlow Street 
Worcester 5, Mass. 


Please send me complete informa- 
tion on Rockwood Top Entry Ball 
Valves. 


Name 
Title 
Company 
City 


Zone State 





Syeectfy THOMAS 11 
FLEXIBLE COUPLINGS 


for Power Transmission to 
avoid Costly Shut-Downs 





Patented Flexible Disc Rings of special 

steel transmit the power and provide 

for parallel and angular misalignment 
as well as free end float. 





DISTINCTIVE ADVANTAGES 


Requires No Attention. 
Visual Inspection 
While Operating 


NO MAINTENANCE 





No Wearing Parts. 
Freedom from Shut-downs. 


NO LUBRICATION 





No Loose Parts. 


WO BACKLASH All Parts Solidly Bolted. 





Free End Float under Load and 
Misalignment. No Rubbing Action 
to cause Axial Movement 


CAN NOT 
“CREATE” THRUST 





PERMANENT 
TORSIONAL 
CHARACTERISTICS 


Drives Like a Solid Coupling. 
Elastic Constant Does Not Change 
Original Balance is Maintained. 








Thomas Couplings are 
mode for a wide range 
of speeds, horsepower, 
shoft sizes and can be 
assembled or disassem- 
bled without disturbing 
the connected machines, 
except in rare instances. 


Write for new Engineering Cataiog No. 51A 


THOMAS FLEXIBLE 


COUPLING CO. 
WARREN, PENNSYLVANIA, U.S.A. 
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New Parts and Materials. .... 


Engineering Materials 


ment parts. The process is said to 
offer the following advantages: 1) 
evenness of coating, even on concealed 
surfaces hitherto impossible to plate; 
2) uniformly bright surface; 3) ability 
to nickel-plate parts previously inca- 
pable of being retained in commercial 


Multiple copies of any standard or 
special drawing detail can be prepared 
on matte-surfaced acetate sheets, with 
adhesive on either front or back, as 
desired. To apply, it is only necessary 
to peel off the protective paper coat- 
ing, position the element on the trac- 
ing and press in place. 

Title blocks, specification and _re- 
vision boxes, instructions, symbols, 
standard and special components and 
cross-sections can be reproduced to 
order, with either one or several de- 
tails per sheet. Blank sheets are also 
available to permit typing of non- 
standard information on drawings, 
eliminating hand-lettering. The adhe- 
sive used on this sheeting is heat-re- 
sistant and is said not to be affected 
by any reproduction process. Stanpat, 
Whitestone 57, N. Y. 


For more information— 
Circle 101, inside back cover 


| Model of 


Constant-Force Spring 


l'o aid design engineers in the de- 
velopment of mechanisms based on 
the constant-torque spring motor, a 
working model of the B-motor form 
of the spring is now available. Smaller 
than the B-motor model previously 


continued 


nickel-plating barrels; +) ability to 
plate correctly parts with a high tan 
gling potential. Reliable Spring & 
Wire Forms Co., 3167 Fulton Road, 
Cleveland, Ohio. 


For more information— 
Circle 100, inside back cover 


| Ce ee Ce ee ee 


Adhesive Sheets Provide 
Standard Drawing Details 


introduced, it is mounted on a 1 x 1} 
in. plastic base and exerts a nominal 
6 oz tension on the output cable, as 
it is extended through 36 in. 

The spring in the model is a flat 
strip of steel, 0.0025 in 
thick and } in. wide, which has been 
given a curvature by continuous heavy 
forming so that in its relaxed condi 
tion it is a tightly wound spiral. ‘The 
spring is mounted on two low-friction 
aluminum bushings so that a constant 
force is exerted as extension of the out 
put cable winds the motor from its 
relaxed condition on the smaller bush 
ing onto the output bushing. The 
cable, stored on a drum integral with 
the output bushing, is equipped with 
a looped terminal attachment to per- 
mit either manual or mechanical ex- 
tension from a stop mounted on the 
base. Constant torque of 0.11 Ib-in. 
is developed through 20 revolutions 
of the output bushing at all positions 
of cable extension. Hunter Spring 
Co., Lansdale, Pa. 


For more information— 
Circle 102, inside back cover 


stainless 


Portable Test Generator 


This English-built electric generator 
is capable of producing a high-voltage, 
low-current supply and can be oper- 
ated either by cranking the generator 
handle or connecting to a-c mains. 
Operation of the unit depends on the 
arrangement of a generator rotor and 
a low voltage primary winding of a 
transformer so that they share th 
same iron core. A magnetic shunt 
switch closes and opens a pair of ait 
gaps in this iron core to effect the 
alternative operation. 

The device is designed as a power 
source for field testing of electrical 


(Continued on page 342) 
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New translucent 
laminate for the 
first time allows 
a visual check on 
the accuracy of 
circuut register. 
s- ~~ Py 
% rom So 
, a) 


Formica Research perfects sensational new cold punching laminate 





Brings 1,000,000 megohms resistance value, precision 
and translucency to printed circuitry..... 


Research, an important part of the 
exclusive new Formica 4-point service, 
has just perfected a new cold punching 
paper base laminate offering 1,000,000 
megohms insulation resistance and val- 
uable new translucent properties. 

Known as XXXP-36, the new grade 
brings greater accuracy to printed 
circuitry. Because of its cold punch- 
ing qualities, XXXP-36 requires no 
heat cycle. Therefore, the base lami- 
nate is not subject to dimensional 


Industrial 


ORMICA’ 


Lominated Plastic 


Pays in Performance 


FORMICA ®—the most famous name in laminated 
plastics—Engineered for industry, Beauty Bonded 
for the home. 


change as in grades which must be 
heated before punching. This means 
that with Formica XXXP-36, you can 


now produce printed circuits with new 
and higher standards of accuracy. 


XXXP-36 translucency can be doubly 
useful. Make this simple test: hold it to 
the light. You can see (1) the smooth, 
homogenous structure, the total ab- 
sence of resin pockets, voids and im- 
perfections that dissipate the insulat- 
ing properties of ordinary paper base 


Make the Formica Trans- 
lucency Test. Send for a 
sample X X X P-36 printed , 
circuit. Fill out and mail 
coupon today | 


laminates and (2) how perfectly 
the circuit on one side registers with 
that on the other. New XXXP-36 is 
ideal for terminal boards and tv insu 
lators requiring high 1. R. Formica’s 
engineering skill can help you find new 
materials for new products and proc 


esses. For complete information on 


XXXP-36, or on the new 
Formica-4" service, use coupon below. 
The Formica Co., 4676 opring Grove 
Ave., Cincinnati 32, Ohio 


the new 


| I'd like a sample XXX P-36 printed circuit and 
| complete information on this new grade 


Send bulletin showing how I can take advantage of 


} the new “‘Formica-4"’ laminated plastics service 


Name 





Company — 


Address 


City 
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Look at this man. He’s telling a neighbor why he’s so pleased 

with his motor driven appliances. He—a satisfied customer 

is just about the best salesman a product can have! One big 

reason for his satisfaction—even though he may not know it 
is the Packard Electric motors that power his appliances. 


Packard fractional horsepower electric motors have been 
making satisfied customers for 38 years—because a Packard 
motor does its job longer, quieter, with less maintenance cost. 
The appliance maker who standardizes on Packard Electric 
motors gives his product that extra touch of dependability 
that builds sales. 


product of GM General Motors 


Packard Electric Division, 
General Motors, 
Warren, Ohio 
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J&L cold drawn ELECTRICWELD tubing 
now available with a 
superior SPECIAL SMOOTH 1.D. finish 





Reduces your over-all production 
costs in applications like these . . . 


e cylinder tubing 
e hydraulic and pressure tubing 


e shock absorbers 


e ordnance components 


This new drawn-over-mandrel 
grade tubing with its mirror-like in- 
side surface finish is today busy help- 
ing manufacturers reduce or entirely 
eliminate costly machining on many 


STEEL CORPORATION — Pittsburgh 
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applications and is being substituted 
for more costly types of steel tubing. 
For example, it may be used, without 
inside honing, for many cylinders 
through which plungers are passed. 
J&L Cold Drawn ELECTRIC- 
WELD Tubing with a Special Smooth 
ID finish combines the physical ad- 
vantages imparted by today’s modern 
electric welding techniques with those 
of cold working. It withstands high 
internal hydrostatic pressures, carries 
heavy torsion loads, resists high-fre- 
quency vibration, and offers a favor- 


Send for your free copy today! 


able weight-to-strength ratio for appli- 
cations in which loading occurs in 
all directions. 

J&L Cold Drawn ELECTRIC- 
WELD Tubing can be furnished in 
its three specifications in OD sizes 
from %-inch to 24% inches and in 
wall thickness from 20 to 10 gage, 
0.035 and 0.134-inch respectively 

This new booklet provides the in- 
formation you need . . 

. tolerances . . . chemistry . 
mechanical properties . . 
. . « finishes. 


. Specifications 


. annealing 


[oro 


Jones & Laughlin Steel Corporation 
Dept. 409, 3 Gateway Center, Pittsburgh 30, Pa. 


I Send me a copy of your new Cold Drawn ELECTRICWELD booklet. 


NAME. 
l TITLE 
| COMPANY 


| ADDRESS 








ZONE STATE 
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Brute Strength or Delicate Handling 
of Rotary Power Functions: -: « 





TWO VANES ARE 
BETTER THAN ONE 


The Byérautlcalty balanced 
in DUDCO 


with conventional designs, 
maintain MULTIPLE AREAS 
OF CONTACT ON THE CAM 
RING... doubling the number 
of effective barriers to slippage 
and power loss. This patented 
prinerpie is an exclusive 
UDCO feature! 


FLUID MOTORS 


Compact and sturdy, DUDCO DUAL-VANE Fluid Motors 
operate quietly and smoothly under the most strenuous 


conditions. They're built to “take it” 


. frequent re- 


versals, rapid accelerations or stalling under load. With 
DUDCO you get the big advantage of 2000 psi opera- 
tion at a cost comparable with that of lower pressure 


equipment. 


DUDCO is a big, exciting story for every hydraulics 


engineer because... 


power losses are minimized and 
operating efficiency is higher... 


starting torques are 


high . . . operation is smooth, quiet and exceptionally 
free from wear or maintenance problems. 


On Conveyor systems for agricultural, 
foed p i and other in- 
dustries, pupco DUAL- VANE Fluid Motors 
provide the extras in performance that 
save time, money and labor. Operating 





the winches on a giant tank retriever 
and other large bil i t calls 
for high starting torque and the depend- 
able power of DUDCO DUAL-VANE 
MOTORS. 





Write for Bulletin DM-301 fully describing 
DUDCO DUAL-VANE Fivid Motors today! 


D U D Cc a DIVISION 





1712 EAST NINE MILE ROAD 


THE NEW YORK AIR BRAKE COMPANY 
© HAZEL acme) 


INTERNATIONAL SALES OFFICE, 90 WEST ST., NEW YORK 6, N. Y. 
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New Parts and Materials continued 


Engineering Equipment 


components in service or laboratory 
testing of diclectrical materials up to 
15,000 v, dc. The complete set meas 
ures 14 x 9 x 8 in. and weighs less 
than 25 Ib. Lintronic Ltd., 32 Lock- 
wood Terrace, W. Hartford 7, Conn. 


For more information— 
Circle 103, inside back cover 


Portable Photocopier 


This photocopying unit fits into a 
briefcase. Anything written, printed, 
typed, drawn or photographed—from 
color or black-and-white originals— 
can be exposed by placing the original 
in the photocopier with a sheet of 
sensitized paper and simply flipping 
the switch. The 94 x 143 in. copying 
surface copies up to legal size paper. 
A special storage compartment within 
the printer protects exposed negatives 
until they can be developed. The unit 
weighs 124 Ib and operates on either 
ac or de. Copease Corp., 270 Park 
Ave., New York 17, N. Y. 


For more information— 
Circle 104, inside back cover 


Transistor Power Supply 


This is a regulated, dual-voltage sup- 
ply, with both outputs contained in 
a single chassis suitable for rack 
mounting or bench use. Cabinet size: 
54 x 19 x 14 in. deep. Each output 
supplies 0-100 v, dc, continuously 
variable (without switching), and 


(Continued on page 343) 
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New Parts and Materials continued 


Engineering Equipment 


Rowen Helps Manpower 
Guide Horsepower w with 


0-100 ma max. No derating of output 
current is necessary. Voltage is ad- 
justable to 1/10 v variations. Dressen- 
Barnes Corp., 250 N. Vinedo Ave., 
Pasadena 8, Calif. 


For more information— 
Circle 105, inside back cover 


Micro Storage Containers 


This storage set is intended to help 
keep in order various lots of small 
parts and small quantities of materials. 
Each set of 20 containers is enclosed 
in a clear plastic box with hinged top. 
A set is smaller than the palm of 
hand. Containers are of frosted glass, 
each with transparent cover. The con- 
tainers are 13 wart dia, and are fur- 
nished either 13 or 7 mm high. Twelve 
sets, providing spuniiiiens for 240 lots 
of material, are furnished on one flat 
tray. The individual containers can 
be marked with pencil and the marks 
easily erased when desired. R. P. 
Cargille Laboratories, Inc., 117 Lib- 
erty St., New York 6, N. Y. 

For more information— 

Circle 106, inside back cover 





Arm-weary tractor operators are grateful for TD-14A and 
TD-18A International Harvester crawlers. They steer with 
the ease of a late model car for each track is controlled 
by its own hydraulic circuit...a booster system with vel- 
vet smooth, positive action that stems from 


HYDRECO 
CD Powen 


Here is a HYDRECO dual pump that delivers 5 gpm to 





Filtered D-c Power Supply 


This power supply is for continuously 
variable 0 to 125 v at all loads up to 
10 amp. Intermittent loads up to 20 
amp can be obtained. A-c hum or 
tipple is less than 1 per cent at 10 amp. 

Special forced air cooling is said to 
increase the margin of operational 
safety, give longer rectifier life and 


each circuit at 1200 rpm against a system pressure of 
700 psi. The dual pump provides a circuit for each track 
and the result... no arm-weary operators . . . more ac- 
complished with less effort, in less time . . . smoother, 
higher performance . . . lower maintenance. 


For engineers seeking practical answers to problems of 
trouble-free hydraulic controls, better performance, 


added functions and greater sales appeal for mobile 
equipment, the experience of HYDRECO engineers offers 


a definite answer! 
for latest literature and full information on new develop- 


WRITE- ments in HYDRECO Pumps, Motors, Valves, and Cylinders. 
HY DRECO pivision 


THE NEW YORK AIR BRAKE COMPANY (f)) 


T1112 EAST 222nd STREET CLEVELAND 17+O0HI0 WY 
INTERNATIONAL SALES OFFICE, 90 WEST ST., NEW YORK 6, N. ¥. 


greater current carrying capacity. This 
universal power supply is asserted to 
service and operate practically all 
industrial d-c equipment from a-c 
lines. Completely variable voltage 
makes it possible to test all equipment 
under almost any voltage input condi- 
tion. Dimensions: 194 x 22 x 17 in. 
Electro Products Laboratories, 4501 
N. Ravenswood Ave., Chicago 40. 


For more information— 
Circle 107, inside back cover 
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ELCQW/7 wroraviic: crcinvers 


750 SERIES NONROTATING TYPE 
7 STANDARD MOUNTINGS 


Eight standard sizes from 2” to 8” di- 
ameter bore. Maximum operating pressure 
750 psi. 


Covers chrome nickel cast iron. Large 

outlet and inlet for rapid action. Bronze 

packing glands. Steel packing gland caps. 

Hydraulic-type V-ring packing. Honed, : 

ee seamless steel tube. Step cut-type piston Shem: Ge meer extetanding Sestnew of the 








. ss z 2 Logan hydraulic double-acting, nonrotating- 
rings. Piston chrome nickel cast iron. type cylinder as indicated in the above 


cross-section. They assure continuous serv- 


Multiple pipe connections for convenient ice under most severe operating conditions. 
installation. 











Logan 750 Series and Rotating Hydraulic Cylinders are ROTATING “HR” TYPE 

the result of nearly forty years’ experience in the de- Sey . a = 
2 ° Seven standard sizes from 3” to 14 

velopment and manufacture of hydraulic equipment. diameter bore. Maximum operating 

They are today providing high operating efficiency in pressure 500 psi. 

thousands of plants. 


UU ky aay 3d] eee, 7 STANDARD MOUNTINGS 








Sizes from 2” to 8” bore; any 
length stroke up to 8 feet as 
standard. Four piston rod end 
types. Operating pressures to 
1500 psi. 
Note features as shown in cross- 
section. Ground and polished al- 
loy steel piston rod. Bronze pack- 
ing gland bushing. Self-adjust- 
ing hydraulic packing. Synthetic 
seal rings (see enlargement). Close-fitting pilot for centering piston on 
piston ring. Nut securely locked to prevent loosening of piston. Close- 
grained cast piston of ample length to provide necessary bearing and e 
strength. Cushion check valve of ample size to prevent quick start of piston 
travel. Optional ports. Adjustable cushion speed valve. Automotive-type 
piston rings. Air vent valves. Centrifugally cast iron cylinder tube retains 1<t Loran engineers help 
smooth, accurate bore. Large ports for unrestricted oil flow. There are Hydraulic Circuits. 
no hydraulic cylinders more dependable than Logan Rotocast. 























MEMBER— 


a, >, Lhe LOGAN MANUFACTURES 7023 STANDARD CATALOGED ITEMS 


FREE CATALOG ON REQUEST 
cr AIR CONTROL VALVES, Cat. 100-4 » AIR CHUCKS, Cat. 70-1 + AIR CYLINDERS, Cat. 100-1 + AIR-DRAULIC CYLINDERS, Cat. 100-3 
* Mt AIR and HYDRAULIC PRESSES, Cat. 51 » COLLET GRIP TUBE FITTINGS, Cat. 200-5 » HYDRAULIC CONTROL VALVES, Cat. 200-4 
HYDRAULIC CYLINDERS, Cats. 200-2; 200-3 » HYDRAULIC POWER UNITS, Cat. 200-1 +» SURE-FLOW COOLANT PUMPS, Cat. 62 





AIR AND HYDRAULIC EQUIPMENT 


‘5 LOGANSPORT MACHINE CO., INC., 812 CENTER AVE., LOGANSPORT, IND. 


a 
“Op, uot 
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THE MARK OF AN 
EXTRA DEPENDABLE 
MACHINE 


| 
| 





ANNIVERSARY 


18680 - 1955 


A BETTER 


KIND OF 
POWER 
PACKAGE 


4 
anti-stalling capacity. “se 


Extra cool, extra quiet — a 
operation. Achieved ‘ 
a , 





\\ 


Extra starting and 


without sacrifice of full- _ 


load efficiency. Backed sO) } = 
by unparalleled experience es | gy 
y E. D. motors are extra —- 
) dependable...75 years 

in the making... yours today 


at no extra cost! 





“Selectrol” Varioble 
S Speed Drives for 


extra dependable 
& automation. 





LECTRO 
“i YA AMIEIC 


ependable motors 
PRODUCT OF GENERAL DYNAMICS 
Gear-ED-motors 
fF. id - 
Pohl GD | ED EB GA CL CV 


Write for literature to: ELECTRO DYNAMIC DIVISION OF GENERAL DYNAMICS CORPORATION, BAYONNE, N. J. 





TALK ABOUT 























Discharge orifice of 1” 
NICHOLSON trap (A 
compared with other 
types of same size (B). 
Nicholson's greater—in 
every size! 


Compare capacity of a Nicholson Steam Trap with any other trap of same size. 
Greater capacity—right across the board—-means Nicholson Industrial Traps dis- 
charge condensate and air from steam lines and process equipment faster, more 


effectively. In toughest steam-using equipment service, Nicholson’s pay off 4 ways: 


@ lower initial cost— more for the money 

@ less upkeep expense— minor maintenance 
@ faster warmup—high, even temperatures 

@ faster production—increased 20% to 30% 


Where performance counts, specify Nicholson. Write for Catalog 953. 


By 2 NICHOLSON end Zensry 


TRAPS + VALVES + FLOATS + METAL PARTITIONS 
14 OREGON STREET, WILKES-BARRE, PA. + SALES AND ENGINEERING OFFICES IN 58 PRINCIPAL CITIES 
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DURABLE — TOUGH — RUGGED 
National Vulcanized Fibre rail 
joint insulation withstands years 


DIELECTRIC STRENGTH. National Vulcanized Fibre 
gives electrical parts high dielectric strength—plus heavy pounding of today's high 
toughness and excellent forming properties. Has ideal speed railroading. Will not cor 
application as insulation. - a * << rode or deteriorate 


of continuous exposure and 


ARC RESISTANCE. In circuit breakers 
National Vulcanized Fibre safely curbs electri 
cal arcing without carbonizing or tracking 
Easy to bend, punchand form. Light in weight 
Heat-and-shock resistant 


MACHINABILITY — MECHANICAL 
two STRENGTH. New paper-base Phenolite 
not only has excellent arc resistance, but 
superior machining qualities as well. 


is 4 
rm at e r i a | Ss Great compressive and tensile strength. : ' CHEMICAL RESISTANCE 


Chemical-resisting grades 

. — of Phenolite are unaftected 

ie) f : J ” er Ue Re by most corrosive fluids and 
‘ ' =a . atmospheres. Retain high 

strength, resiliency and di- 


u n | i mn ite d eo , : J P mensional stability 
application i 


Here are six ideas to spur your imagination. They only suggest 
the many things that can be done with National Vulcanized Fibre 
or Phenolite Laminated Plastic. 
The full list of current uses for these materials would more than fill 
this page and many more pages! Yet more are coming up almost every 
day. For NVF is not only the world’s largest producer of vulcanized 
fibre. We also make a fulltime job of thinking up new improvements to COMPACT DESIGN—ECONOMY—HIGH TEM- 
our products—and new ways of using them to improve yours. Result: nate lone ee 
designers call our materials the most versatile ever. design, simplify production, reduce assembly 
Looking for an easy, economical way to improve production— — 
or products? Team up with NVF. We’re prepared to assist you 
all the way from initial design to the delivery of precision / 
fabricated parts. Our new 16-page Catalog will give you full I Nn 7A T'ir@ N ZA EZ, 
information about our products and services. Write for it 


on your business letterhead to Dept. B-11. / VULCANIZED FIBRE CO. 


WILMINGTON 99, DELAWARE 
In Canada: National Fibre Company of Canada, Ltd. « Toronto 3, Ont 
Also Manufacturers of Peerless Insulation, 


Materials Handling Receptacles, 
Vul-Cot Wastebaskets and Textile Bobbins. 
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BUT GARRETT’S GOT 
IT FOR QUALITY 


No sir, you can't beat Garrett when 
it comes to top quality in small parts. 
Their “statistical quality control sys- 
tem” means every shipment you get 
is the finest. But quality is only part 
of what I like about Garrett. They 
manufacture and stock the world’s 
most complete line of washers and 
hose clamps. Boy, when you need 
any kind of a lock washer, flat wash- 
er, spring washer or hose clamp you 
get it fast . . . most everything right 
out of stock. 

When it comes to stampings and 
assemblies that's where their high- 
speed automatic equipment stars. 
Turns out exactly what you want in 
no time at all. 

Sure, I'm a tough buyer. I want the 
best. I want it fast. I want it priced 
right. And Garrett is the place for me. 


LOCK WASHERS 

FLAT WASHERS 

HOSE CLAMPS 
STAMPINGS 


Manufactured by 


GEORGE K. GARRETT CO., Inc. 
Philadelphia 34, Pa. 





CATALOGS and BULLETINS 


To obtain copies of literature described below, circle corre- 
sponding number on postcard inside back cover. 


Cold-Drawn Steels—Booklet 672, 32 
pp, summarizes properties and applica- 
tions of typical grades of cold drawn 
carbon steels, free machining steels, 
stress-relieved steels, leaded and alloy 
steels and stainless steel. Republic 
Steel Corp., 3100 E. 45 St., Cleveland 
27, Ohio. 


Circle 108, inside back cover 


Rotating Mechanical Seals—Bulletin 
MS954, 8 pp, describes design and 
operating features, seal pressure and 
temperature ratings, sizes and dimen- 
sions, provisions for handling  sus- 
pended solids, vacuum service, and 
installation procedure for either 
screwed or flanged bonnets. United 
States Gasket Co., Camden 1, N. J. 


Circle 109, inside back cover 


Plastics Extrusion and Molding— 
Bulletin, 8pp. Photographs show 
laboratory control and molding proc 
esses along with variety of compression 
molded and extruded parts. Also in- 
cluded are ASTM compounds and 
characteristics, including natural rub- 
ber, GRS, buna-N, neoprene, and 
butyl. Geauga Industries, Middlefield, 
Ohio. 

Circle 110, inside back cover 


Rotary Pumps—Catalog Bx, 28 pp, 
has data on general purpose pump 
models, capacities from 4 to 1050 
gpm. Viking Pump Co., Cedar Falls, 
Iowa. 

Circle 111, inside back cover 


Elapsed Time Indicator—Bulletin 5, 
2 pp, describes hermetically sealed 
10,000 hr indicators available for op- 
eration on 115 v, 60 cps, ac. Haydon 
Mfg. Co., Inc., Torrington, Conn. 


Circle 112, inside back cover 


Ferrous Metallurgy—Chart (84 x 11 
in., black and white) gives principal 
characteristics of steel (with carbon 
content ranging to 0.9 per cent) across 
the temperature range to 2900 F. The 
important working zones, including 
preheating for welding, stress reliev- 


Product Engineering - 


ing, normalizing, annealing, and forg 
ing are shown. At the right of the 
chart 24 common metallurgical terms 
are defined and explained. A diagram 
symbolizing the change in grain size 
with temperature appears at left. Tem 
pil Corp., 132 W. 22 St., New York 
ll. 


Circle 113, inside back cover 


Adjustable Speed Drive — Bulletin 
1100-B, 7 pp, describes drive for use 
on ac with magnetic amplifier control. 
Louis Allis Co., Milwaukee 7, Wis. 
Circle 114, inside back cover 


Mica Insulation—Catalog M55, 14 pp, 
describes fabrication, range of sizes 
and shapes of mica paper, segments, 
tapes, tubing. Continental-Diamond 
Fibre Div., Budd Co., Inc., Newark, 
Del. 


Circle 115, inside back cover 


Forgings, Drafting Standard—Copies 
of manual of proposed drafting stand 
ard for forging is available for those 
interested in criticizing and comment 
ing. American Society of Mechanical 
Engineers, 29 W. 39 St., New York 
18, N. Y. 

Circle 116, inside back cover 


Ceramic Magnets—Caialog 15, 4 pp, 
describes a light-weight, non-metallic 
ceramic permanent magnet. Manu 
facturing processes involved and types 
of magnets available included. Indiana 
Steel Products Co., Valparaiso, Ind. 

Circle 117, inside back cover 


Boron Carbon  Resistors—Bulletin 
B-6a, 4pp, gives types, construction, 
applications, performance, tempera 
ture coefficient, tolerance, insulation, 
termination. International Resistance 
Co., 401 N. Broad St., Philadelphia 
8, Pa. 

Circle 118, inside back cover 


High Voltage Resistors—Bulletin G 
la, 8pp, has specifications, installation, 
tolerance, voltage coefhicient, temper- 
ature coefficient, ratings, insulation, 

(Continued on page 353) 
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Dodge selects Enjay Butyl 
rubber for big rear-window weatherstrip 


Super-durable Enjay Buty] fits perfectly Dodge’s rigid specifications for 
its rear-window weatherstrip. Under the toughest conditions of weather 
and use, Enjay Butyl parts stay like new, help add style and color to 
new cars. In fact, some automobiles have more than 100 parts mac 
of this fabulous rubber. 


The many advantages of Enjay Butyl make it the almost perfect 
rubber for the automotive industry. Its price and ready availability are 
advantages, too. And it is now available in non-staining grades for white 
and light-colored parts. For full information and for skilled technical 
assistance in the uses of Enjay Butyl, contact the Enjay Company at 
either of the addresses below. 


ENJAY COMPANY, INC., 15 West 51st Street, New York 19, N. Y. 
District Office: 11 South Portage Path, Akron 3, Ohio. 


BUTYL 





Enjay Buty! is the super-durable rubber 
with outstanding resistance to aging + 
abrasion « tear « chipping « cracking + 
ozone and corona « chemicals + gases 
« heat « cold « sunlight « moisture. 


35 SUCCESSFUL YEARS OF LEADERSHIP IN SERVING INDUSTRY 
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TAYLOR 


FIBRE CO. 


Plants in Norristown, Pa. and La Verne, Calif. 


PHENOL — MELAMINE—SILICONE—EPOXY LAMINATES * COMBINATION LAMINATES * VULCANIZED FIBRE * POLYESTER GLASS ROD 


Tips for designers 





Terminal board for a complex circuit in an 
electronic spectrophotometer instrument is made 
of Taylor Grade LE laminate . . . selected for its 
insulating and mechanical properties. 


Washers for fire extinguishers are punched 
from Taylor Vulcanized Fibre . . . a versatile 
material that resists many chemicals, provides a 
long-wearing seal. 


mT 
a 


Inter-winding insulation for transformers 
is an application for Taylor Insulation (Fish Paper) 

. @ tough, economical material that resists 
abrasion, withstands high voltages. 


Textile shuttles are faced with Taylor shuttle 
fibre, which machines to a smooth, long-wearing 
surface that doesn't snag yarn in high-speed 
machines. 





TAYLOR FABRICATING 
FACILITIES 


Your production problems can 
often be simplified . . . schedules 
safeguarded . . . inventory head- 
aches cured . . . and overall costs 
reduced by having Taylor fab- 
ricate finished parts of vulcan- 
ized fibre and laminates to your 
specifications. Efficient, modern 
facilities are ready to serve you. 
Write to Taylor about your 
specific requirements. 











Multiple fuel line clamp, for use in the North American F-85 Sabrejet fighter 
plane, is made of Taylor fabric base laminate . . . chosen for its mechanical 
strength, light weight and resistance to extremes of temperature and humidity. 


Strength and machinability highlight 
Taylor fabric base laminates 


Does your product design call for 
a material with high strength, light 
weight, stability, electrical resistance 
and electrical insulation qualities . . . 
plus good machinability? 

Consider what Taylor fabric base 
phenol laminates can do for you. 
This family of versatile materials 
covers a broad range of mechanical, 
electrical and machining properties, 
from which you'll probably find the 
exact combination that fits your re- 
quirements. The fabric base may be 
cotton—in various weights and 
weaves—asbestos, glass or nylon 
fibre, bonded by selected high grade 
Taylor resins. 


Need mechanical strength? Choose 
Grade C for toughness, resilience, 
resistance to impact and fatigue . . 
or Grade L for comparable qualities 
with better machined edges. 


Need electrical insulation? Grade 
CE combines mechanical strength 
with good electrical insulation prop- 
erties . . . Grade LE for somewhat 
higher stability and insulating value 

. and Grade CEF offers a finer 


machined appearance with good im- 
pact and electrical strength. 


Need dimensional stability? Grades 
CE-6 and LE-6 combine many C 
and L qualities with greater dimen- 
sional stability . . . particularly valu- 
able in close tolerance work. 


Need to deep-draw? Grade C-7 is 
made with a special fabric designed 
for post-forming qualities . . . draws 
and stretches during forming into 
complex shapes. 


High temperatures? Grade AA as- 
bestos base, and Grade G-3 glass 
fabric base give you a choice of ma- 
terials that stand up at elevated 
temperatures. 


These and other Tayler fabric base 
phenol laminates can serve you well, 
by putting extra performance values 
into the products you manufacture, 
and by providing economical ma- 
chining in your production line. For 
complete details, write for a copy of 
Taylor’s general catalog. And ask 
a Taylor specialist to consult on your 
specific materials application prob- 
lem. 
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quality and quantity 


— wee, 0, hurry / 


Today, there's only one best way to order “O” Rings, and get 
true compression— molded quality, mass-produced, 
delivered in a hurry, in quantities to satisfy anyone's needs! 


LINEAR, with an exclusive high-speed process, produces 
ROTO-MOLDED “O” Rings with precise tolerances, 

absolute uriformity, flash-free surface and pre-stretched grain 
structure—at prices that command consideration. 


Regardless of the compound used, the ROTO-MOLDING process 
with its scientific cure control, produces “O” Rings 
of improved physicals. 


LINEAR ROTO-MOLDED perfec’ circle “O" Rings are produced in a 
variety of standard sizes and materials, plus special types and sizes 
for specific applications. 


or call Linear tod 


PERFECTLY ENGINEERED PACKINGS 
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A new 50-ton multiple-motion press offers 
increased economy to powder metal molders 


Here is a powder metal press so new, so 
radically different from anything in the 
field today that it presents entirely new 
possibilities for efficient industrial com- 
pacting. With its simplified tooling and 
fast operation, the 640 press outdates all 
other designs; makes possible the applica 
tion of powder metal to the production 
of parts for which the process has never 
before been considered economical. 

The Stokes Model 640 is a completely 
new design, based on an intimate knowl- 
edge of the industry's requirements. It 
represents the latest achievement in Stokes 
35-year experience in the design and 
manufacture of presses specifically for 
powder metallurgy. 

For example, the 640 press is the first 


to give full, 50-ton simultaneous break- 
away on multiple lower punches, impor- 
tant in successful ejection of complex 
parts; centralized controls, for easy, fast 
set-up and operation; independent adjust- 
ments of all press actions while the ma- 
chine is running; direct-reading handwheel 
calibrations, that eliminate guess-work on 
settings, permit exact records for each 
piece produced. 


If you are now compacting powdered 
metals or are investigating how this eco- 
nomical process can be applied to your 
production, you should know about the 
many exclusive features of the Stokes 
Model 640 press. Write for Bulletin 670. 


F. J. Strokes MACHINE COMPANY 
PHILADELPHIA 20, Pa 


s aay a < = 
The pieces shown are typical of parts for which 
the Model 640 press is particularly well suited. 
Difficult parts like these and pieces with double 
hubs, multiple levels and thin flanges all can 
now be made economically on the Stokes 
Model 640 press. 


OFFICES IN PRINCIPAL CITIES, 
REPRESENTATIVES THROUGHOUT THE WORLD 
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AN IMPORTANT | WINSMITH, Inc., 111 Eaton Street 
Springville, (Erie County), N. Y. 


Catalogs and Bulletins continued 


terminations International Resist 


ance Co., 401 N. Broad St., Philadel- 
phia 8, Pa. 
Circle 119, inside back cover 


Wire-Wound Resistors—Catalog R2, 
8pp, contains an alloy characteristics 
chart listing symbols, alloys, trade 
names, nominal temperature coeffh- 
cients, thermal emf on copper, and a 
guide to proper selection. Precision, 
Inc., 730 Lyndale Ave., N., Minne- 
apolis, Minn. 

Circle 120, inside back cover 


Vacuum-Melted Metals and Alloys— 
Bulletin VM-101, 23 pp, covers ef- 
fects of vacuum melting on properties 
of various metallic materials, benefits 
of the process to the user of such 
metals and fabricating and machining 
recommendations. General Electric 
Co., Detroit 32, Michigan 

Circle 121, inside back cover 


Miniature Pressure Transducers—Bul- 
letin MPT-1, 9pp, describes trans- 
ducers for absolute, differential and 
gage pressures. Statham Laboratories, 
Inc., 12401 W. Olympic Blvd., Los 
Angeles 64, Calif. 

Circle 122, inside back cover 


Right-Angle Speed Reducers—Bulletin 
5503, 47 pp, contains data and infor- 
mation on spiral bevel-helical gear 
type speed reducers. Western Gear 
Works., P.O. Box 182, Lynwood, 
Calif. 


Circle 123, inside back cover 


Magnetic Pulleys — Bulletin 303C, 
14pp, includes specifications on mag 
netic pulleys and pulley separators. 
Stearns Magnetic, Inc., Milwaukee 46, 
Wis. 

Circle 124, inside back cover 


Variable Speed Transmission — Bul- 
letin, 7 pp, describes design and selec 
tion of types of pulley-based trans- 
missions. Sterling Electric Motors, 
Inc., 5401 Telegraph Road, Los An- 
geles 22, Calif. 


Circle 125, inside back cover 


Angular Contact Bearings—Catalog, 11] 
pp, describes line of bearings also 
known as the cup type, with examples 
of applications, tables of dimensions, 
load ratings, cross-section drawings. 
Also describes line of miniature bear- 

(Continued on page 356) 
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FOR YOUR 
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| ADDRESS 


CITY 


FILES! 


WINSMITH CATALOG 155 
DESCRIBING THE NEW 


“C” series 
SPEED REDUCERS 


Between the covers of this new catalog, every 
design engineer and speed reducer user will 
find the answer to how they can select speed 
reducers of more compact dimensions to achieve 
required output. 


With this newly designed “C” Series, Winsmith 
has succeeded in increasing horsepower and 


torque output, and increasing the ruggedness of 


the units without increasing overall size. In all, 108 
models in single and double reduction are avail- 
able within the range of .01 to 34 hp; in a ratio 
range of 5:1 to 4460:1 and in an output torque 
range of 142 in. lbs. to 34,767 in. lbs. The com- 
plete “C” Series plus a number of other popu- 
lar models in the Winsmith line are catalogued 
for your working convenience. 


FOR YOUR COPY OF 
CATALOG 155 FILL IN AND 
MAIL THE COUPON 
TODAY! 


WINSMITH, INC. 
111 Eaton Street 
Springville, (Erie County), N. Y. 


| Gentlemen: Please send me a copy of Catalog 155 | 
on the new Series ‘CC’ Speed Reducers 


STATE 


o\=\e\=|*|9\5 





| 
oe 
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OTHER USES FOR 
EXPANDED METAL 


How jet engines take a bath 
in an expanded metal basket 


The J. P. “Whirlpool” industrial cleaner, shown above, cleans jet 
engines and parts at an Air Force base. Made by J. P. Manufacturing 
Co., of Youngstown, Ohio, the cleaner has an expanded metal 
basket with a two-ton capacity. A propeller and whirlpool circulate 
cleaning solution through the basket’s mesh, searing off all deposits 
on metals being cleaned. 

Penmetal expanded metal was ideal material from which to form 
the basket. Strong enough to take a two-ton load, yet with an open 
mesh, which permits free-circulation of the solution. It’s low in 
Cost, too. 

Penmetal expanded metal is easily formed, shaped and welded. 
Comes in corrosion-resistant metals and carbon steel; large or small 
mesh; light or heavy gauge. 

Can this versatile material turn your problem into a profit? Send 
for 28-page catalog, which suggests uses, and gives mesh sizes, 
weights and dimensions. 


PENN METAL COMPANY, INC. 
General Sales Office: 205 East 42nd Street, New York 17, N. Y. 
District Soles Offices: Boston, New York, Philadelphia, Chicago, Detroit, 
Dallas, Seattle, San Francisco, Los Angeles, St. Lovis 


Barbeque grill by Chattanooga 
Royal Company, Chattanooga, 
Tenn. Shelf is expanded metai. 


TV Base, made by Griffith Co., 
Parkersburg, West Virginia. 
Front decoration of expanded 
metal. 


Ae 
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NEW Totally Protected MOTORS NOW AVAILABLE 





Complete line of the NEW Reliance Totally-Pro- 
tected A-c. Motors is IMMEDIATELY available. 


‘These star performers combine maximum phys- 
ical strength and protective enclosure. Start- 
ing and full load torques in excess of NEMA 
standards . . . built-in reserves to meet extra 
production loads. 


Mount the new compact NEMA Frames where 
ever you have an application for an a-c. motor 


Cleveland 10, Ohio 


of 1 to 40 horsepower. All types of mountings 
. .. frame sizes 182 to 326-S. 


Reliance Motors are totally protected from core 
to cover . . . rotating components and active 
material are carefully treated and assembled 
to assure a lifetime of trouble-free continuous 
performance. 


Let us put these star performers to work for 


you—write for complete information. B-1808 


ELECTRIC AND 
ENGINEERING CO. 


Offices in Principal Cities 


Canadian Division: Welland, Ontario 
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Catalogs and Bulletins continued 


ings. Landis & Gyr, Inc., 45 W. 45 


ACTUAL SIZE St., New York 36, N. Y. 
Circle 126, inside back cover 


Graphite Pipe, Fittings — Catalog, 
12pp, covers operating and dimen- 
sional specifications of diaphragm and 
custom-designed valves. Also contains 
a section entitled “Metliods of Con- 
nection.” Falls Industries, 31829 
Aurora Rd., Solon, Ohio. 

Circle 127, inside back cover 


Sintered Metallic Oxides — Bulletin 
A-7, 7pp, describes properties of sin- 
tered metallic oxides for high temper 
ature ceramics in mechanical, chem 
ical and electrical applications. U.S 
Stoneware Co., Akron 9, Ohio. 


subminia ile Circle 128, inside back cover 


Springs—Brochure, 8pp, contains il 


CENTRIF L lustrated directions and other instruc 
| tions for specifying springs. Automa 
tic Spring Coiling Co., 4045 W. 


BLOWER | Thorndale Ave., Chicago, Il. 


Circle 129, inside buck cover 


Solenoid Valves — Bulletin V5003, 
2pp, has flow diagrams of both single 


Here is the most compact centrifugal blower unit and dual solenoid valves. Dimensions 
one ves eat he ermapean Aaesr scot centrifugal and list prices are also given. Auto 
ower is only 2%" long, weighs only 6 ounces, yet it can -. . 2 om , 
move 13 cfm of air at a velocity of 3,000 feet per minute— matic Sv _ h Co., 391 Lakeside Ave., 
and the volume holds up at high static pressures. It is Orange, N. J. 
driven by EAD's new one-inch diameter motor. The metal Circle 130, inside back cover 
blower housing can be rotated to any position desired 
for maximum efficiency in cooling radar equipment, __ Drafting Room Furniture—Catalog, 
amplifier units, transmitter equipment, oscillators, and in 1¢ aciatinn teacine sinesee 6) 
cther applications where high temperatures in confined PP» ss . — me 
areas demand miniaturized blowers with the highest drafting tables, draftsman’s stools and 
possible performance characteristics. EAD'’s subminiature upholstered chairs. Frederic Post Co., 
blower units meet all applicable MIL specification, and 3650 N. Avondale Ave., Chicago 18, 
low temperature rise makes them suitable for high altitude I 
and high ambient temperature operation. ; 
Circle 131, inside back cover 
ia. 
CFM 13 @ O” SP 7 @ 0” SP Relays—Data sheets (3) include resist- 
10 @ 1.0” SP 5 @,.2” SP : 
MAX. SP. 2.5 0.6 
RPM 20,000 11,000 
AMPS 0.1 0.06 
WATTS 10.0 6.0 Modifications of Circle 132, inside back cover 
CAPACITOR standard models or 
Mfd/Volts pesumtdnanted eater read ye ap Resistors—Catalog, 20pp, provides di 


R....f 6 é neared Se mack mensional details, wattage ratings, 
° special coolin . . “1: 
ah = 52000 SaHOU-C pve eo oy ” maximum resistance and _ military 


complete information. equivalents. Cinema Engineering 


Co., 1100 Chestnut, Burbank, Calif. 


EAST: FERN AIR PEVICES. INC Circle 133, inside back cover 


Titanium—Progress Report No. 2 in- 








ance, capacity, dimensions, speed. 
Hedin ‘Tele-Technical Corp., 87 
Dorsa Avenue, Livingston, N. J. 



































SOLVING SPECIAL PROBLEMS IS ROUTINE AT EAD 


7 7s cludes tables giving the mechanical 
( %) ¢| \: wt ie) oxroperties of both alloyed and unal- 
. { ZL Proj ; 


INDUCTION MOTORS CENTRIFUGAL BLOWERS TACHOMETER GENERATORS FANS ALTERNATORS GEAR MOTORS loyed grades of the metal, and com- 


381 CENTRAL AVENUE © DOVER, NEW HAMPSHIRE parative properties of titanium and 
other pure metals. It discusses meth- 


ee aera teenie ile 
‘ ti se r : a (Continued on page 360) 
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A Control Factor 
in Performance! 





RESEARCH «¢ DESIGN *« METALLURGY * PRECISION MANUFACTURING 


Here are industry’s work horses . . . dependable diesel engines. 
They power trucks, tractors, construction equipment. As mobile 
units they bring light, power and compressed air to the job. 
As stationary units they light towns and villages. As stand-by SINCE 1899 
units they provide emergency power and light. Their depend- 
ability is vital. To help assure this dependability we supply 
quality bearings for many sizes and types of diesels and are a 
major supplier to diesel engine builders. FEDERAL-MOGUL DIVISION, 
Federal-Mogul-Bower Bearings, Inc., Detroit 13, Michigan. 


FEDERAL-MOGUL 


os we BS 6 CO 8 
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RACINE 


Twin Solenoid — Pilot Operated 
4-WAY VALVE 





iiidh 


I Re a EL ATT, eR 
a 


Balanced Piston -- Sleeve Type -- 2000 psi Working Pressure 


This design offers Solenoid Control, Pilot Opera- 
tion, Subplate mounting, and allows unusual versa- 
tility with conversion to either spring centered, 
spring offset, or no spring. Solenoids are enclosed 
and secured to the valve in removable dust proof 
covers. Electrical operation is prevented when the 
covers are not in place. This feature promotes 
safety, and contributes to low maintenance. 


Large openings permit a maximum flow of oil 
through the valve at a minimum pressure drop. 
This valve conforms to J. I. C. specifications and 
standards, 


Write for catalog giving complete details and 
features. Address RACINE HYDRAULICS & 
MACHINERY, INC., 2072 Albert St., Racine, 
Wisconsin. 


"THEY WORK BETTER TOGETHER" 
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ENGINEERING OPPORTUNITIES — 
Mechanicai, Design, Sr. Craftsmen. 
Forward coinplete resumé to 
Personnel Division. 


replace 3 piece unit, eliminate Saati. ‘solve gas leakage problems! 
A typical example of how Hunter Douglas cold forgings simplify everyday design problems 


A most critical requirement in the pro- 
duction of an ordnance component was a 
perfect seal against the escape of high 
pressure gases. Fabrication by conven- 
tional procedures involved the assembly of 
three separate pieces—a screw machine 
part turned from bar stock and bored from 
each end; a separate sleeve machined from 
tubing, and a stamped Welsh plug. The 
three parts were unitized by expanding the 
Welsh plug within the sleeve, forcing walls 
into a machined groove within the head. 


al 


<EEEECRERESESERER 
<XeREEESERERICIEE 


These three compon- 
ents and their assembly 
were eliminated by the 
one-piece cold forging. 


DESIGNERS: 


If you want to know 
more about Hunter Douglas 
Cold Forgings write on 

your company letterhead 
for this free 40 page book, 
just off the press! 


HUNTER DOUGLAS CORPORATION e 
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To simplify the design, insure leak-proof 
construction and eliminate costly machin- 
ing and assembly time, Hunter Douglas 
engineers suggested a cold forging from 
HD-11-T6, a high strength aluminum alloy. 


All internal and external diameters of the 
cold forged compenent are now formed in 
a single, instantaneous press operation. No 
joints exist to cause leakage, consequently 
rejects are negligible. The cold forging, 
being highly stressed, easily aeiieets 
bursting pressures of 5500 psi without dis- 
tortion. With its remarkable simplification 
in design, the cold forging requires fewer 
machining operations, thus saving both 
time and unnecessary metal waste. 


Hunter Douglas Cold Forgings can be mass- 
produced in any emia numbers and to 
cover a tremendous range of design re- 
quirements. If your components require 
walls of zero draft, high prices proper- 
ties, employ tubular > sth a with or with- 
out a closed end, and must meet close 
dimensional tolerances, HUNTER DOUG- 
LAS COLD FORGINGS may provide the 
answer. Our engineers will give you a 
prompt analysis upon submission of a blue- 
print or sample part. 


Hunter Douglas 


RIVERSIDE, CALIFORNIA 


Hunter Douglas Cold Forgings cover a 
multitude of needs. Note wide variation in 
part geometry. Many complex designs 
formerly considered impossible to produce 
by cold forging now respond to new tech- 
niques developed at Hunter Douglas. 


Corporation 


TELEPHONE OVerland 3-3030 
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h ‘ Economy ? ods of forging, annealing, rolling and 
W af S yO Ul . ' | descaling and” pickling — titanium 
Dependability ? | sponge in primary fabrication; and 


sheet forming, machining, grinding, 


sm 1 | | mM 0 f 0 f Q viet | | sawing and joining of titanium in sec- 


ondary fabrication. E. I. du Pont de 


b| 9 operation? Nemours & Co., Inc., Wilmington 
ee em ° 98, Del. 


Circle 134, inside back cover 


Literature Index—Bulletin 100-D, 24 
pp, covers catalogs, bulletins, speci 
fication sheets, data sheets and ar- 
ticles from house organ on electrical 
controls and instruments. Minneap 
olis-Honeywell Regulator Co., Wayne 
and Windrm Ave., Philadelphia 44, 
Pa. 


Circle 135, inside back cover 


Resisters—Engineering guide has data 
on resistors and special products, in 
cluding JAN or MIL equivalent, rated 
wattage, standard tolerances, tempera 
ture rise, temperature coefhcient, max 
imum operating temperature, ohmic 
values available, dimensions and ap- 
proximate prices. International Re 
sistance Co., 401 N. Broad St., Phila 
delphia 8, Pa. 


Circle 136, inside back cover 


Flexible Metal Hose—Bulletin 20-F, 
4 pp, describes hose of annular and 
helical construction. Atlantic Metal 
Hose Co., Inc., 308 Dyckman St., 
New York 34, N. Y. 

Circle 137, inside back cover 


Heating Elements — Publication EC 
53, 24 pp, describes tubular, strip, 
water and oil immersion types and 
domestic water heating elements in 
both standard and custom-made de 
sign. Cutler-Hammer, Inc., 296 N. 
12 St., Milwaukee, Wis. 

sca , a Fl. gh tw be oe MODEL F Circle 138, inside back cover 
AC Induction Type AC Induction Type 2-pole, shaded pole 
a Pressure Gages—Bulletin, 4 pp, con 
tains specifications on pressure and 
eee Sy vacuum gages. Norden-Ketay Corp., 
ments € = Sect. 555 Broadway, New York 12, N. Y. 


shaded pole AC Circle 139, inside back cover 
Induction Type 


MODEL O — 2-pole . . kat Se 

Capacitor Reversi- Crystal Diodes—Bulletin E 217, 8pp, 
le T AC onl ' ; 

(tor o12 ra includes germanium and silicon di- 
=a odes, glass-encased and plastic-encased. 


CBS-Hystron, Danvers, Mass. 
Circle 140, inside back cover 


MODEL B MODEL D 
4-pole, 4-coil shaded pole 4-pole, 4-coil shaded pole 
AC Induction Type AC Induction Type 





Write for Complete Motor Catalog 





tHe GENERAL INDUSTRIES co 


Needle Rollers—Catalog 61, 12 pp, 
DEPARTMENT GM ¢ ELYRIA, OHIO includes a listing of standard sizes of 
(Continued on page 364) 
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HERE IS REAL 
BOND STRENGTH 
RUBBER TO METAL 


BONDED BY IPC 


Here’s why the || [>(G “Bond” stays... stuck —~ wow 


It's more than a sticking process! IPC in laboratory preparation has dis- > oe yy st) 
covered a special bonding agent which, under proper molding, causes an Bondea Case Sea Bonded Case Sea 
affinity between rubber and metal. eae 

IPC bonded case seals and bonded washers can be submitted to the M- =. — 
most grueling strain. The bond between metal and rubber will not break Doneed Washer Seg Gentes Cone See 
down. 

This absolute adhesion is your protection against packing failure. Your M — ——~s 
problem can be solved by IPC’s “custom bond.” Write for details, today. 


& - u x 
INTERNATIONAL , 


PACKINGS 
CORPORATION 


Bristol, New Hampshire 


Branch Offices: Chicago, Dallas, Detroit, Kansas City, New York, Philadelphia, San Francisco, St. Louis 
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“color blind” far-infrared bakes 
paints of various colors on metal parts 


To bake paint of various colors on different-sized metal 
parts .. . in large production quantities . . . presented 
an exacting heat problem for this manufacturer. 

Installing four “color blind’? Chromalox far-infrared 
radiant heaters in a reflective overhead oven solved the 
problem. Total capacity is only 14,400 watts. Longer 
wave length radiation is “‘blind”’ to color differences and 
therefore heats even white with negligible reflection. 

Overhead oven was easy to build; has low initial and 
operating costs; requires no floor space. Conveyor 
system readily handles larger units individually or a 
number of small parts on three tier frames; has operat- 
ing speed of about 4% feet per minute. 

Results are rapid, uniform baking of paint, regardless 
of color, on approximately 22,000 units during an eight- 
hour shift. Fast heat-up time. Minimum maintenance 


Wis | 


Send for your copy of F1550— 
“101 Ways to apply Electric Heat 


all-metal radiant heaters are self-cleaning and resist 
damage. 

This problem-solution-result approach has enabled 
us to help many manufacturers produce better, faster, 
at lower cost. 

Always available to you are our research, engineering, 
design and modern manufacturing facilities. The world’s 
largest factory stock of industrial heaters plus local 
stocks at strategic points. And a 33-city nationwide 
sales and application service. 

Let us know your problem for controlled heat and 
we'll go all out to help you find the right answer 
electrically. A-444 


EDWIN L. WIEGAND COMPANY 
7535 Thomas Boulevard, Pittsburgh 8, Pa. 


Cc ‘ 


A 


heat for your application 
a, =. 
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FOR AIR CYLINDER CONTROL... Manual or Electric 


Hannifin Disc Valves. 3-way and 4-way, direct- or 
pilot-operated. For hand, foot or electric actuation. 


Hannifin P-M Direct-Operated 4-Way Valves. Small, 
compact, inexpensive. For every type operation. 





Hannifin P-M Master Valves. 2-way, 3-way, 4-way. 
Remotely controlled from wide choice of Pilot Valves. 


Hannifin P-M Pilot-Master Valves. Solenoid controlled 
by integral pilot heads. 2-way, 3-way and 4-way. 


HANNIFIN has the Air Control Valves 
for Your Specific Applications 


Hannifin has the air control valves you 
need for use on your production lines or 
on the products you manufacture, often in 
a choice of types. 

Shown here are typical valves from the 
extensive and complete Hannifin line. 
There’s a Hannifin valve for every use 
from the simplest to the most complicated 
air-operated circuit. Singly or in combi- 





nation, Hannifin valves provide hand, 
foot, cam, pressure or solenoid operation 

. in almost every pipe size. 

You can simplify your air control valve 
problems by standardizing on Hannifin. 
Call in your Hannifin representative, who 
will discuss your valve requirements. 
Meanwhile, write for our complete Con- 
trol Valves catalog. 


Stock Delivery on all types! 


ANNI+t 


Hannifin Corporation, 525 S. Wolf Road, Des Plaines, Ill. 


Air and Hydraulic Cylinders « Pneumatic and Hydraulic Presses * Riveters ¢ Air Control Valves 
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WRITE 
FOR BULLETIN 
Your copy of the com 
plete Hannifin Control 
Valves catalog will be 
sent on request. 





for up-to-date 
data cn MICRO 
instrument bearings 


REQUEST ALL FOUR 


(1) For your drafting board or desk, 
PRINT 1031 HANDY WORK SHEET 
with complete line of Retainer Radial 
Bearings. 


(2) Answers to specific Questions are 
provided by more than 20 current 
N. H. B. B. ENGINEERING BULLETINS. 


era? 


(3) Concise yet complete, the N. H. B. B. 
CATALOG 53 is the Handbook of the 
Instrument Bearing field. 


y 
| 
it 


(4) Mogthly, the NEW HAMPSHIRE SCENE 
(friendfy house organ) provides humor plus 
T ENGINEERING TPS from N. H. B. B. 


CALLFOROUR BEARING ENGINEERS 


e PACIFIC COAST 
KERMIT T. SIMONS 434 Nofth Lake Ave. 
Tel. : PASADENA 4) CALIFORNIA 


MIDWEST 


JOSEPH W. . Cedar St. 


CHICAGO, ILLINOIS 
64@ Hazelwood 


BERT NATOLI 
l. Sterling 2826 


ST 

DNEY J. GOODRICH 

Tel. HUnter 2-8633 
CARL F. GRAESSER, JR. 


NEW HAMPSHIRE 
« BALL BEARINGS, INC. 


Peterborough, N. H. 
Phone 424 — 425 





Catalogs and Bulletins . .continued 


needle rollers plus application data 
which includes capacity and design 
specifications. Kaydon Engineering 
Corp., Muskegon, Mich. 


Circle 141, inside back cover 


A-c Potentiometer—Brochure, 4 pp, 
describes features, design principle 
and specifications. Perkin-Elmer Corp., 
Norwalk, Conn. 

Circle 142, inside back cover 


Tube Fittings—Charts show variation 
of load at yield of Type 304 stainless 
steel tubing when held by tube fit 
tings made by this manufacturer. 
Crawford Fitting Co., Cleveland 10, 
Ohio. 


Circle 143, inside back cover 


Servo Amplifier—Bulletin, 8 pp, de 
scribes line of magnetic amplifiers, 
providing circuit diagrams, curves, 
other specification data. Feedback 
Controls, Inc., 1332 N. Henry St., 
Alexandria, Va. 


Circle 144, inside back cover 


Tape Resistors—Bulletin HEC-l, 4 
pp, gives characteristics and discusses 
design considerations affecting printed 
circuitry and miniaturization. Hansen 
Electronics Co., 7117 Santa Monica 
Blvd., Los Angeles 46, Calif. 
Circle 145, inside back cover 


V-Belt Drives—Booklet 2040, 74 pp, 
contains information on design fea 
tures, basic drive principles and tech 
nical data on sheaves as well as hints 
for operation of V-belt drives. Allis 
Chalmers Mfg. Co., 1002 S. 70 St., 
Milwaukee, Wis. 


Circle 146, inside back cover 


Wheel Bearings—Bulletin, 54 pp, con 
tains comprehensive information on 
wheel bearing types, selection, mount 
ing, lubrication, as well as comparative 
charts on combined radial and thrust 
capacities. Hartford Steel Bearing 
Co., Hartford 6, Conn. 


Circle 147, inside back cover 


Rubber-Phenolics — Brochure CDC 
237A, 32 pp, contains 25 concise case 
histories. General Electric Co., Pitts 
field, Mass. 

Circle 167, inside back cover 


Rotary Gear Pump—Bulletin H2, 8 pp, 
describes pump for oils, burner serv- 
ice, hydraulic machinery, lube oil cir 


(Continued on page 368) 
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“Actual extrusion failure 


.-. then callin your Parker 
field engineer for help 


Having trouble with O-ring fail- 
ures? Nibbled, worn, battered, 
leaking like a sieve? Whether 
your problem is in the basic de- 
sign or compound, it’s time to 
call a Parker representative. 

Parker field engineers are 
trained trouble shooters. There 
is one in your area. From Parker 
you can get exactly the right 
O-ring and gland design for your 
specific application. 

Compare Parker O-rings with 
any other make. You'll find that 
Parker O-rings are precision- 
molded of superior compounds. 
They have been developed as the 


Por 
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result of years of experimentation 
to provide the proper elongation, 
tensile strength, compression set 
ratings, resistance to oils, fuels, 
chemicals, and high and low tem- 
peratures. Laboratory and service 
tests make sure that all rated 
characteristics are held. 

Call your Parker representative 
for assistance. Mail the coupon 
for free technical bulletins about 
O-rings. 


RUBBER PRODUCTS DIVISION 
The Parker Appliance Company 
17325 Euclid Ave., Cleveland 12, Ohio 
1538 So. Eastern Ave., Los Angeles, Cal. 


ker 


Hydraulic and fluid 
system components 


Heat failure was caused by a combina- 
tion of compound and design problems. 
Parker field engineer was called. Leaks 
were stopped .. . and complaints ended. 


Compare actual samples. Ask your 
Parker representative to check your spec- 
ifications and design. Let him prove how 
Parker O-rings seal better, last longer. 


What other Parker products interest 
you? Triple-lok flare tube fittings? Feru- 
lok flareless fittings? Hoze-lok fittings? 
Hydraulic directional control valves? 


RUBBER PRODUCTS DIV. 

Section 513.p 

The Parker Appliance Co. 

17325 Euclid Ave, 

Cleveland 12, Ohio 

Please send the following bulletins: 
Silicone Rubber Bul. 5605 B! 
Materials for O-rings Bul. 5705 BI 
O-ring Operation Factors Bul. 5705 B2 
Thermal Properties Bul. 5705 B4 
Rotary Seal for High Speed Bul. 5705 B5 
Aircraft Hydraulic Pockings Bul. 5712 81 


Name 
Company 
Address 


City Stote 
eeeeeseeseeeeeeeeeeeeeeeee 
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GRC DIE CAST TINY PARTS HAVE MADE 
BIG CHANGES IN DESIGNERS’ THINKING 





MODERN UP-TO-DATE GRIES PLANT 
OFFERS COMPLETE FACILITIES 


The modern Gries plant in West- 
chester County, New York, provides 
large production facilities for 
small precision parts. It offers com- 
plete tooling and design equipment, as 
well as facilities for secondary opera- 
tions such as tapping, drilling, assem- 
bling, reaming and special machining. 


scale 


Practically all commercial finishes 
for zine alloy die castings can be ap- 
plied. Gries’ many years of experience 
in finishing small die castings provides 
highest quality finishes at lowest cost. 





GRIES OFFERS MANY OTHER 
PRODUCTS AND SERVICES 


Gries can furnish many zinc alloy 
products directly from stock — includ- 
ing die cast industrial fasteners, and 
has facilities for the precision molding 
of tiny plastic parts. If you are inter- 
ested in any of these other products 
and services, write direct for specific 
information. 
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GRIES OFFERS FACT-FILLED 
INFORMATIVE 
DIE CASTING BULLETIN 


Gries offers a factual bulletin con- 
taining charts of approximate dimen- 
sional and weight limits, comparisons 
of the GRC die casting method with 
other methods, composition and prop- 
erties of zinc alloys for die castings 
as well as illustra- 
tions of many typ- 
ical small parts 
and design engi- 
neers’ guide for 
reference in de- 
signing products 
that use small 
parts. 





WRITE, WIRE OR PHONE TODAY 


for your copy of the Gries Die Casting 
Bulletin. Find out how Gries can help 
you solve your parts problems — eco- 


nomically and efficiently. 
for quotations. 


Send prints 





Provide big opportunities 
for new designs, new products, 
new production economies. 


Amazing design flexibility, made 
possible through Gries’ unique die cast- 
ing techniques, has made significant 
changes in designers’ thinking. 

They find that GRC has developed 
special, exclusive techniques which turn 
out simple or intricate parts, completely 
trimmed and ready for use, in one 
automatic operation. 

The resulting economies, and the 
design latitude the Gries’ methods pro- 
vide, open new horizons to designers in 
both product development and produc- 
tion economies. Frequently, manufac- 
turing operations such as slots, square 
holes, flats on round surfaces are com- 
pletely eliminated, and even multiple 
part assemblies can be produced auto- 
matically! 

Parts are made to fit size, shape 
and tolerance specifications precisely, 
and are mass-produced in quantities of 
100,000 to many millions. Smallness is 
unlimited: Maximum weight, 4 oz., 
maximum length, 13 inches. 





GRIES STAFF OF ENGINEERS 
AVAILABLE FOR CONSULTATION 


GRC maintains a staff of experienced 
engineers to aid manufacturers on all 
phases of design production. They will 
design production dies that best utilize 
the special machines and processes that 
have been developed by Gries over a 
period of 40 years. Gries engineers are 
available for consultation at any time. 


GRIES REPRODUCER CORP. 
159 Beechwood Ave., New Rochelle, N. Y. NEw Rochelle 3-8600 Z Raat 


Product Engineering 


November, 1955 





WHAT'S YOUR C.Q°? 


“COMPRESSOR QUOTIENT 


What's the lightest-acting air compres- 
sor valve made? 


No doubt about this one — it’s Worthington’s 
exclusive Feather* Valve. Responsive as a feather 
to air flow, it can open, release air and close in 
one-hundredth of a second—with no back-leaking 
and efficiency losses. You can get more informa- 
tion about the Feather Valve by writing for 
Bulletin L-675 $12. 


How can you get effective air cooling of 
air compressors? 


Fan-cooling of isolated cylinders is the answer. 
In Worthington Radial and Balanced Angle air 
compressors, cooling air flows completely around 
the isolated cylinders. And the high-capacity fan 
blows air directly over upper parts of cylinders and 
cylinder heads — where heat is greatest. Our Bul- 
letin H-630-B1 tells you more about Worthington 
Radial air-cooled air compressors. 


What's the modern way to lubricate an air 
compressor ? 


The right answer is force-feed lubrication— 
with continuous full-flow oil filtration. And that’s 
exactly what you get in Worthington Radial Air 
Compressors (and only Worthington, by the way). 
Result: less bearing wear, less oil pumping, longer 
cylinder life and lower lubricating oil cost. One 
twist of the handle cleans the Cuno filter without 
stopping flow. Read Bulletin H-630-B1 for more 
facts. PC.5.3 

*Reg. U.S. Pat. Off. 


Write today for bulletins to Worthington Corporation, 
Section PC.5.3, Harrison, N.J. 


WORTHINGTON 


AS 
On IE be ah RRR —_——= 
TT SS 


SPECIFY THESE WORTHINGTON STANDARD PRODUCTS ON YOUR EQUIPMENT 
Air Compressors . Pumps * Multi-V-Drives ° Allspeed Drives 
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Jet airpower is the backbone of America’s 
defense, and jet engines depend upon scien- 
tifically exact turbine vanes, turbine blades 
and supercharger buckets for power and per- 
formance. 


To mass-manufacture these vital precision 
parts, Austenal applies the ancient “lost wax” 
method of investment casting, greatly improved 
and now called Microcast —a technique so pre- 
cise and so accurate that Austenal turbine 
buckets and vanes eliminate costly machining 
and require only a minimum of finishing. 


The Microcast process was developed by 
Austenal, and its use in the manufacture of vital 
jet components is only one of many applica- 
tions. In every field of industry, Microcast is 
proving that complex, intricate metallic parts 
can be made better and more economically by 
investment casting. 


Let Austenal show you how Microcast can help 
brighten your production picture. 


Write today for Austenal’s informative 
booklet, “Design with Microcast in Mind”. 


BORATORIES, 





224 EAST 39th STREET 


microcast division 


—_—. . 


NEW YORK 16,N. Y. 


Catalogs and Bulletins continued 


culation, chemicals, marine service and 
general transfer, in the range of 32 
to 250,000 SSU, 1 to 350 gpm, 300 
psi for continuous duty, 500 psi for 
intermittent service. Sier-Bath Gear 
& Pump Co., Inc., 9252 Hudson 
Blvd., N. Bergen, N. J. 

Circle 149, inside back cover 


Surface Chromium Alloying—Bulletin, 
4+ pp, describes surface alloying tech 
nique for increasing the heat, wea 
and corrosion resistance of ferrous 
metals by diffusing chromium into 
the surface at high temperatures. 
Chromalloy Corp., 109 W. 64 St., 
New York 23, N. Y. 

Circle 150, inside back cover 


Three-Dimensional Cams—Folder, 4 
pp, describes evolution of three-di- 
mensional cams from theory to work 
ing product. Parker Stamp Works, 
Inc., 650 Franklin Ave., Hartford, 
Conn. 


Circle 151, inside back cover 


Electric Clutch—Folder, 4 pp, de 
scribes electrically actuated disconnect 
couplings with static torque ratings 
ranging from 52 to 788 lb-ft. Warner 
Electric Brake & Clutch Co., Beloit, 
Wis. 


Circle 152, inside back cover 


Springs—Data sheets, 10 pp, include 
subjects such as spring index, coil di 
ameter variation, modulus and physi 
cal properties of spring materials, tol- 
erances and a comparison of cost and 
physical characteristics of spring ma 
terials. Hunter Spring Co., Lansdale, 
Pa. 


Circle 153, inside back cover 


Capacitors—Bulletin XC-201-4, 6 pp, 
gives technical information on high 
temperature plastic film dielectric her- 
metically sealed tubular capacitors. 
Gudeman Co., 340 W. Huron St., 
Chicago 10, Ill. 


Circle 154, inside back cover 


Vibration Mountings — Catalog FP 
55, 4 pp, gives load capacities and 
frequencies, illustrations of typical in- 
stallations. T. R. Finn Co., Inc., 200 
Central Ave., Hawthorne, N. J. 
Circle 155, inside back cover 


Electrical Tachometers—Catalog D9A, 
19 pp, gives details on bearing-less 
Continued on page 372 
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POLYETHYLENE SKIRT is flexible . . . seals 
against mounting surface and wire lead, pro- 
viding:a complete dust and moisture seal. 


SNAP-IN MOUNTING PRONGS cre shaped 
for easy push-in entry into mounting hole and 
snap outward to lock socket securely in place. 
Prongs are firmly anchored in plastic skirt. 


* AUTOMATIC GROUNDING of socket is pro- 
vided by positive contact between mounting 


prongs and mounting surface. 


available with springs and washers preassembled 
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plastic lamp 


socket 


SEALS OUT 
MOISTURE 
and DUST 


United-Carr’s in-plant plastic 
molding facilities permit 
complete control of quality and 
performance in the manufac- 
ture of devices in which metal 
and plastics are combined. 
This enables United-Carr to 
offer truly comprehensive and 
reliable service on custom- 
designed fasteners and self- 
fastening electrical devices. For 
further information . . . sizes, 
prices, etc., contact your near- 
est United-Carr representative 


or write us direct. 


UNITED-CARR 
FASTENER CORPORATION 


31 Ames Street, Cambridge 42, Massachusetts 


MAKERS OF FASTENERS 








Pak-Mor refuse collection units are 
sanitary, large-capacity models. Dia- 


| 
/ \ 
gram shows how Jeffrey chain moves | 
packer plate—applying power from TEC rer rerrrere cerrreccrarenrfp 





truck power takeoff. Below is 20 cu. vl 322032 
yd. Pak-Mor unit mounted on a Ford fe 3 \ Pp ie reset eamegg 
COE chassis. 4 ‘i 








JEFFREY chain 
packs more power 


Jeffrey Steel Knuckle Chain 
Pak-Mor Manufacturing Company, San Straight Side Bar Type 
Antonio, Texas, had a special problem: They 


wanted a powerful, long-lasting chain to drive chain helps Pak-Mor units make longer col- 
the packer plate in their refuse collection units. lection trips, saving money for cities and 
Jeffrey engineers designed a steel knuckle towns ... and in turn the people of the com- 
chain for the job. It transmits the truck’s own munity. 
power, through a power takeoff and gear re- Jeffrey design and production experience 
ducer, to compress rubbish and garbage in are ready to work for you, too, on any of your 
the truck and then eject it at the disposal site. power transmission or conveying problems. 
Pak-Mor and Jeffrey have worked as a team Send your problem to our Merchandise Sales 
for more than ten years now. High quality Division today. 


“JEFFR 


IF IT’S MINED, PROCESSED OR MOVED ‘/7uuee “i 
. . «IT'S A JOB FOR JEFFREY! 77a Bee reica 
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Power rack guide mass-produced 


for power steering application. 


MORAINE METAL POWDER PROCESS 
MAKES COMPLEX PARTS -AT A SAVINGS 





If made by conventional casting and 
machining methods, this part, which 
serves many of us every day, would cost 
more. Made by the Moraine metal 
powder process, however, the part is 
mass-produced quickly and economi- 
cally —to precision standards. 


Moraine makes many different parts of 
complex design from metal powder .. . 


moraine 
products 


DIVISION OF GENERAL MOTORS, DAYTON, OHIO 
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parts with a quality and uniformity that 
make them highly desirable for a mul- 
titude of applications. 


Many industries are using Moraine’s 
experience in powder metallurgy to 
reduce the cost and improve the per- 
formance of many and varied products. 
Possibly, Moraine may be of service 
to you, too. 


METAL 
POWDER 
PARTS 
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tachometer generators, as well as on 
a-c and d-c voltage—responsive and 
frequency responsive tachometer SyS- 
tems. Weston Electrical Instrument 
Corp., 614 Frelinghuysen Ave., New- 
ark 5, N. J. 

Circle 156, inside back cover 


Design News from. /3“2" Thermostat 


Electrical Relays — Catalog R-55, 12 
pp, describes relays designed for pre- 
cision aircraft electronic equipment 
conforming to highest standards of 
inspection with excellent military rat 
ings in quality control. Iron Fireman 


Mfg. Co., 2838 S.E. Ninth Ave., 


SEAMLESS METAL BELLOWS © ‘= ..-s-- 


a 


Electronic Relay—Publication 585, 2 

1 pp, provides design and application 

4 " information, circuit description and 

complete dimensional and pricing 

data. Automatic Switch Co., 391 
Lakeside Ave., Orange, N. J. 


Circle 158, inside back cover 


For miniaturization, Bridgeport bellows in 44” and 5/16” 
diameter sizes offer many new opportunities to design 
engineers. These tiny, seamless metal bellows are hy- 
draulically formed of brass, phosphor bronze, beryllium 
copper, monel and other metals. A wide range of reactions 
and characteristics is available. 


Capacitors—Catalog sheet, 2 pp, shows 
standard units which come in bathtub 
and rectangular can types in 200, 400 


, and 600 vy ratings, from 0.05 to 25 
BELLOWS ASSEMBLIES Z mfd. Corson Electric Mfg. Corp., 


Bridgeport specializes exclusively 540-39 St., Union City, N. j. 

in metal bellows of all types and Circle 159, inside back cover 

sizes, and complete bellows as- 

semblies. Savings in time, trouble Pneumatic Equipment—Booklet ML 

and money can be made by buy- = 3, 8 pp, contains illustrations and de- 

ing complete bellows assemblies = S scriptions of drill press feeds, vises, 

... let Bridgeport show you how. , hydro-checks, rotary feed and index 
tables, self-contained drilling units, 


valves and cylinders. Bellows Co., 
222 W. Market St., Akron, Ohio. 
Circle 160, inside back cover 


Threaded Bushings—Catalog, Section 
E, 44 pp, describes fastening that com- 
bines functions of a nut and a washer, 

CONTROLS COMPANY . for use in either wood or metal. Vari 
ous types are pictured and detailed 
specifications given. United-Carr Fast- 
ener Corp., 31 Ames St., Cambridge 
42, Mass. 


Send me the Bridgeport bellows data checked below: (Dept. VP-1400) Circle 161, inside back cover 


(-] Full details on new, small-diameter bellows 

1) Bellows Engineering Bulletin #125 (28 pages) Porcelain and Stoneware—Bulletin 
CHE-55, 15 pp, describes pipe, fit- 
tings, valves and pumps, other equip 
ment. General Ceramics Corp., Keas- 
bey, N. J. 


NAME 





COMPANY 





Circle 162, inside back cover 
ADDRESS 





Hydraulic and Air Components— 
Catalog 555, 36 pp, describes specifi- 





(Continued on page 376) 
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FORMERLY a prominent mill lost time 
changing gears for processing heavy 
grades of Kraft board because of addi- 
tional drag and increased load which 
overtaxed the motor. Western Gear solved 
the problem by installing a two-speed 
drive with optional ratios of 6.94:1 and 
14.04:1 with 400 HP input in either ratio. 
Gear changes now are made by merely 
shifting a lever. Man hours were saved 
and motor overload was prevented. 


WESTERN GEAR diesel-engine-driven 
speed increasers, among the largest ever 
constructed for U.S. pipeline service, are 
exclusively used on Mid-Valley’s 1,000- 
mile pipeline. Daily pumping capacity of 
this huge pipeline has been increased 
recently by the addition of two new 1800 
HP units. 


~ 


~. 


= 





= 


RIGHT ANGLE PUMP DRIVES designed and manufactured by Western Gear 
shown here installed in the San Diego municipal water treatment plant. Western 
Gear manufactures a complete line of drives for high horsepower or high speed 


right angle application. 


OUT OF THE CATALOG OR 
OFF THE DRAWING BOARD 


WESTERN GEAR CAN FILL YOUR MACHINERY REQUIREMENTS! 


Whatever the application, call on 
Western Gear engineers for assistance. 
Their recommendations are based on 
experience accumulated since 1888 in 
the design, testing and manufacture 
of virtually any type of mechanical 
power transmission equipment. This 
extensive background in special 
machinery design and construction 
ranges from fractional horsepower 
motors to mammoth marine cable lay- 


ing devices, from pulp mill machinery 
to tiny guided missile components and 
from printing presses to peach pitters. 

Western Gear skill has contributed 
to virtually every industry. The ex- 
perience and knowledge obtained is 
your assurance of reliability and out 
standing performance. For help on 
your problem, write General Ofhces, 
Western Gear Corporation, P.O. Box 
182, Lynwood, California. 


“The difference is reliability” « Since 1888 


PEACH PITTER which 
halves and pits cling 
peaches mechanically, 
constructed by Western 
Gear for the Filper Cor- 


poration to be used by 
the Filice & Perrelli Can- 
ning Company, a leader 
in the California fruit 


canning industry. The 
Filper process is said to 
improve both the quality 
and the yield while it 
also reduces hand labor. 


PLANTS AT LYNWOOD, PASADENA, 
BELMONT, SAN FRANCISCO(CALIF.), 
SEATTLE AND HOUSTON — REPRE- 
SENTATIVES IN PRINCIPAL CITIES 











IFAT MOVES 
WE CAN STOP 47 2 





Mechanical Parking 
Brake Hook-up 


A separate parking brake is 
no longer necessary with 
FSH. If specified, the FSH 
Brake can be furnished with 
a mechanical parking brake 
linkage that functions 
independently of the & 
hydraulic system 4 


Positive 
Automatic 
Adjustment 


One application of the 

foot pedal sets the auto- 
matic adjustment. No further 
adjustment of the brake is 


required during the full life 
of the brake lining. 


DA BRAKES 


...for every industrial 
or automotive application where 
braking is required! 


FSH...Floating Shoe Hydraulic Brake 
Designed for close control with heavy loads 


The FSH Brake presents some remarkable new ad- 
vantages to manufacturers who need a better, longer 
lasting Hydraulic Brake. The features of the FSH 
were developed after years of field work and labora- 
tory study. These advantages can be a road to new 
economy and better control for your equipment. 


FSH Brake shoes operate with a floating action. 
This eliminates the danger of liner loads concen- 
trating at one point . . . permits the shoe to follow 
the drum. The result of this even load distribution 
is a highly dependable, controllable brake—in 
either direction of travel. This is especially impor- 
tant when stacking heavy loads at high levels and 
maneuvering at close quarters. 


For Additional Information .. . contact the Timken 


Long Life Lining 

Brake lining is bonded to the 

shoe to give maximum lining 
area with no lining 


5:2. Positive Contact 


vs Drum Seal 

> For applications 

7": where a sealed brake 

is required, the FSH is de- 

signed to incorperate a seal 

between the brake backing 
plate and brake drum. 


Brake Division. Complete details on the FSH 
Brake are available. And, a staff of experienced 
engineers can assist you with any brake problem 
you encounter. 


TIMKEN 
BKAKES 


WELL SPRING AND AXLE COMPANY 


Trace warn VY ercistereo 
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HOW TO CUT WEIGHT 


More and more industries look for ways to 
decrease weight without the loss of strength. In 
many cases, Spaulding products have shown them 
the way. Spauldite (laminated thermosetting 
plastic) and Spaulding vulcanized fibre are among 
the Spaulding products which provide extremely 
light weight in combination with structural 
strength, resistance to wear and other desirable 
characteristics. 


Spaulding products for industry weigh only half 
as much as aluminum — show amazing perform- 
ance characteristics in meeting tough industrial 
applications. Spaulding products can be provided 
in types and grades to give you the mechanical, 
electrical and chemical characteristics needed for 
your specific application. With their use, you may 
be able to solve a difficult design problem — 
reduce weight — improve product performance 
or lower production costs. 


For full information, write or telephone your 


nearest Spaulding Branch Office. 


WE MAKE AND FAGRICATE 


VULCANIZED FIBRE: In sheets, rods, tubes and fabricated parts. 
ARMITE: Thin Insulation (Fish Paper) in sheets, rolls, coils and 
fabricated parts. 

SPAULDITE: (Laminated Thermosetting Plastic) in sheets, rods, 
tubes and fabricated parts. 

SPAULDO: Motor Insulation in sheets, rolls, coils, slot cells and 
other fabricated parts. 

SPAULDING FIBRE BOARD: In sheets and fabricated parts. 
SPAULDING T BOARD: A superior Transformer Board in sheets 
and fabricated parts. 

MATERIALS HANDLING EQUIPMENT: Factory trucks, Boxes, 
Barrels, Trays, etc. 

SPAULDING FABRICATING FACILITIES: Spauiding's fabricating 
facilities for these products are unsurpassed the world over. You 
can save time and money by letting us do your fabrication. We'll 
be glad to quote on specific jobs without obligation 


FIBRE COMPANY, INC. 


TONAWANDA, N. Y. 


SPAULDING BRANCH SALES OFFICES 


BALTIMORE 18, MD. 
BOSTON 16, MASS. 
BRIDGEPORT 5, CONN. 
CHICAGO 25, ILL. 
CHICAGO 38, ILL. 


DAYTON 2, OHIO 
DETROIT 1, MICH. 
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CLEVELAND 14, OHIO FORT WAYNE 6, IND. 


CLEVELAND 16, OH1I0 «= LANSING 10, MICH. 
(Rocky River) LONG ISLAND, N. Y. 
(Woodhaven 21) 


MILWAUKEE 8, WIS. 
NEW YORK 55, N. Y. 


NEWARK, WN. J. 
(Westfield, N. J.) 


PHILADELPHIA, PA. 
(Camden 3, N. J.) 


ST. LOUIS 5, MO. 
TONAWANDA, N. Y. 


LOS ANGELES 15, CALIF, 
Cc. D. LaMoree 


BERKELEY 10, CALIF. 
Cc. D. LaMoree 


TORONTO 18, ONT. 
A. A. Andersen & Co. 





Catalugs and Bulletins. ... continued 
new precision io 
— cations and applications of pumps, 
in extended range li 


cylinders, jacks, braces and other units. 

H 4 Star Jack Co., Inc., 420 Lexingt 
vibration testing: | aoe 
Circle 163, inside back cover 


CAI : DY Ni Ee bal Power Transmissions—Bulletin 1003, 


8 pp, describes rotary and linear actu- 
ators, ball screw and spline mecha- 
99 : . nisms, gear assemblies, hydraulic com 


8 ponents. Vard, Inc, 2981 FE 
Colorado St., Pasadena 8, Calif. 

= Circle 164, inside back cover 

Electronic Controls—Bulletin EC-1, 


16 pp, contains non-technical, simpli 


K E R : fied information on the installation, 
SHA am | 


performance and maintenance of step 


j less speed control of equipment 
SYSTEM | oly = Wis 


Eaton Mfg. Co., Kenosha, Wis. 
Circle 165, inside back cover 


Investment Casting—Booklet, 11 pp, 
tells in pictures and text steps involved 
in investment casting. Includes recent 

; table of properties. Austenal Labora 

Precisely controlled E : tories, Inc., 224 E. 39 St., New York 

vibration testing — over ae Circle 166, inside back cover 

the 5 to 5000 cps frequency range 

at full rated output is now a reality 

with Calidyne’s new Series 8000 Shaker System. 

The Shaker itself incorporates an extremely rigid armature 

structure, designed to eliminate all secondary structural resonance in ' 
; , carbon steel, Monel, nickel or stain 

the operating frequency range. Actual frequency response values obtained : 

by test are +1 db, 7 to 2000 cps; +3 db, 5 to 5000 cps (bare table). less steel. Universal Metal Hose Co., 

Full 4%” peak-to-peak displacement or 600 pounds force output is 2133 S. Kedzie Ave., Chicago 23, IIl. 

maintained at all frequencies, without power factor correction or use of Circle 167 

changeable impedance matching taps. 


Flexible Metal Hose—Catalog U-333, 
20 pp, contains application data on 
metal hose products made in bronze, 


, inside back cover 


A control console incorporates all operating controls, and associated : ™ 
monitoring and cycling equipment. Switch selected inputs consist of single Letterhead Requests On y 
frequency, sweep cycling or complex waveform signals. Special features 
include a dual beam ’scope for comparing input and Shaker table acceleration 
signals, and five adjustable circuits to compensate for decrease in transfer 
function (g output/volts input) as frequency increases. 


Manufacturers who published following 
literature ask that requests for copies be 
made on company letterheads. 


Ceramic Capacitors—Catalog CD-102 
22 pp, application data, capacity-per- 
size designations, specifications and 


| curves for a complete line of ceramic 
5 capacitors. Solar Mfg. Corp., E. 46 


COMPANY St. and Seville Ave., Los Angeles, 
Calif. 


Complete Engineering Data and Specifications on Request 














120 CROSS STREET, WINCHESTER, MASSACHUSETTS 


SALES REPRESENTATIVES: 


Standard Screw Gage—This sheet 

WALTHAM, MASS. CLEVELAND, OHIO CHICAGO, ILLINOIS SAN FRANCISCO, CALIF, tal gage wi -alibr: immediately 
Robert A. Waters, Inc. M. P. Odell Co. Hugh Marsland & Co. G. B. Miller Co. metal sage w ill ¢ ilibrate d 
Waltham 5-6900 Prospect 1-6171 Ambassador 2-1555 Lytell 3-3438 all sizes of both machine and wood 


NEW HAVEN, CONN. 
Robert A. Woters, inc. | DAYTON, OHIO INDIANAPOLIS, INDIANA ALBUQUERQUE, NEW MEXICO screws from No. 0 through 14. It 
G. B. Miller Co. 
Fulton 7-6760 M, P. Odell Co. Hugh Marsland & Co. Albuquerque 5.8606 ; : , . aie by 22nd 
NEW YORK CITY AREA Oregon 4441 Glendale 3803 wen erat also has a calibrated scale by 32nds 
ngel & Associctes ATTLE, WASH. . . . a 
Rector 2.0091 ak 1 ee MINNEAPOLIS, MINN. G. B. Miller Co. for calibrating all kinds and makes of 
RIDGEWOOD, NEW JERSEY stad ’ Hugh Marsland & Co. Lander 3320 . . en . oe » ect 
9. ©. Engel & Associates Superior 8-5114 Colfax 7949 cada round stock. Sixty-fourths can be esti 
ilbert 4 WASHINGTON, D. C, ineeri ate ‘ , ‘ a- 
PHRADELPHNA, PA. PSPINGTON, D.C. DALLAS, TEXAS fone oe . oo {ee mated. All standard wood oo ma 
G nge 4 John A. Green Co. / ” , hi es - » shacks 
hasnt "ii 8.0892 Pte ng + ache Toronto, Ont., Mayfair 8860 900 ete oe wr: green 
NORTHERN NEW Y A EXPORT ayton Rogers ! . Co., 282 ur- 
Technical Instruments, Inc. W.A. Brown & Assoc. HOLLYWOOD, CALIFORNIA = Rocke International Corp. ") t ° 8 4 
Waltham, Mass. Alexandria, Ve G. B. 


, Ve, Miller Co. 13 East 40th St, N.Y.16,N.Y. | teenth Ave., S., Minneapolis 7, Minn. 
Woltham 5-8445 Overlook 3-6100 Hollywood 2-1195 Murray Hill 9-0200 
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FLEXLOC AT WORK 


MORE AND MORE FLEXLOC LOCKNUTS are being used 
on assemblies where dependable locking is essential to the operating efficiency of 
the equipment. This stationary spindle is a good example of the difficult jobs 
FLex.oc locknuts are doing throughout industry. 


FLEXLOCs were put on this unit after a number of other locknuts had failed to keep 
the spindles tight. Even the high humidity, extreme vibration, and presence of lint 
and grease have not loosened the FLEXLocs. 


« eet 


Fiex.oc Self-Locking Nuts—one piece, all metal—are available in a full range of |. BREBRAS secr-socares sors 
sizes in any quantity. Standard FLEXLocs are stocked by leading industrial distrib- 

utors everywhere. Write for Bulletin 866 and samples. STANDARD PressepD STEEL 

Co., Jenkintown 28, Pa. 


DO YOU KNOW ? standard Frextocs smooth off rough bolt threads. 


The locking threads on all-metal FLeExLocs are not chewed up when used on rough bolts. F LEX LO € 
Standard FLex.ocs lock securely on bolts varying in diameter tolerances. The all-metal, 
resilient locking sections of the nut accommodate themselves to the diameter tolerances. 


Standard FLExLocs are one piece, all metal. They are not affected by temperatures to LOCKNUT DIVISION 
550°F. Nuts lacking these features have a more restricted temperature range. 


Standard FLex.ocs lock securely—stopped or seated—when 114 threads of a standard bolt 
are past the top of the nut. 


Standard FLex.ocs are not affected by moisture, oil, dirt or grit. They lock efficiently under 
all conditions, regardless of the vibration encountered. JENKINTOWN PENNSYLVANIA 
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® A qood chain ia like 
a good wite...if you choose 
with cane, it will look 
atten youn comfont and aid 
you in youn wonk fon a 
fong time to come 











Onan” CHAIRS 
ARE 


GOOD CHAIRS 


Scientifically planned to aid YOU 


in your work . . . designed to sup- 
port you comfortably whether 
you're chewing your pencil or bent 
over hard at work . . . engineered 
from the quality materials YOU 
would recommend, with inde- 
pendently adjustable seat, back 
and footring to conform to your 
physique . . . and with removable, 
replaceable covers in a wide range 
of fabrics and colors to match 
YOUR decorating plan. 


Pictured, Cramer Hi-Model 
4D-22T with forward-tilt 
seat; others available. All 
are low-gravity balanced for 
safe use on casters if 


desired. 


Dept. & 
ir Co. = \nc., 
Posture Cha 6, Mo. 
Cr rae nariotte, Kansas City ts on } = 
1205 te fac for 
Please send designed 


. ‘ . 
Cr arKing architects and 


Name 


Firm 


. alee 
A address ———— 
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Ad Libbing by the Editor 


It has often ben said that we must 
go far afield to find out what our 
neighbor is doing. Sitting in London 
I was reading the Paris edition of the 
New York Herald Tribune when I 
happened across a little poem pub- 
lished in that paper. The little poem 
was published with permission from 
the Kansas City Star. I was very 
much intrigued with it so I wrote to 
the editors of the Kansas City Star, 
called their attention to the poem 
“Steve Brodie” and received the fol- 
lowing reply: 

“You are welcome to reprint “Steve 
Brodie” in Product Engineering with 
the usual credit to Vaun Arnold and 
the Kansas City Star.” That credit I 
gladly give, so here is the poem. 


Steve Brodie 


Lo, how the mediocre waxes great 
By showmanship; the clinker is a 
star 
Of brilliance, and the peanut will in- 
flate 
Amazingly, through the spectacular. 
One ounce of talent with a pound of 
brag 
Outstrips a ton of virtue standing 
mute; 
lhe silent saint is lost, the scallawag 
By blatancy inveigles the salute. 
The heard, the seen, the antics of a 
midge 
Incredible will dwarf the finest plan 
Of engineers. Who built the Brooklyn 
bridge? 
Who cares! Steve Brodie was the 
greater man. 
Vaun Arnold 


Once upon a time I owned a book 
called Theory of Heat by Preston. 
Thirty-five years ago I studied that 
book. I studied it very intensively. | 
still remember snatches of the proof 
of Wien’s distribution law and Bolz- 
mann’s proof of Stefan’s law. But | 
am sure that I could not present that 
proof today to the satisfaction of any 
professor who might be giving me an 
examination for a Master's degree. 
But there is one section of Preston’s 
Theory of Heat that I will never for- 
get. It was his introduction. This in- 
troduction was almost entirely non- 
scientific and nontechnical as far as 
the subject matter of Theory of Heat 
was concerned. Preston had a wonder- 
ful philosophy which he expounded in 
that introduction. And I assume that 
Preston had had a very tough time of 
it in trying to get recognition. I say 
this because in the closing paragraph 
of that introduction he made a state- 
ment something like this: 

“Charlatans flourish while the true 
spirit of science is ground into the 
dust. But truth must and will always 
prevail.” 

I recalled those lines when I read 
Vaun Arnold’s poem which so strik- 
ingly brings out the fact that insofar 
as society is concerned Steve Brodie 
who was stupid enough to jump off 
the Brooklyn Bridge was greater than 
Roebling, the engineer who had de- 
signed it. 

This reminds me of an incident that 
happened at a Lehigh alumni dinner. 
Tom Girdlier, Chairman of the Board 
of Republic Steel was the Master of 

(Continued on page 382) 
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ASSOCIATED 


SPRING 
CORPORATION 








IMPELLER 
OIL TO COOLER 


INPUT SHAFT 
OIL FROM COOLER 


Type TM 


motor, 


Fluid 


traction-type drive in a 


Gyrol Drive: 
single unit; 1 to 20 hp; Bulletin 
8519. Type T: traction-type less 


motor; 4 to 200 hp; Bulletin 7419, 


Type VS, class-4 Gyrol Fluid Drive 

an adjustable-speed drive for 
fans, compressors and pumps, et 
100 to 2,500 hp; speeds up to 1,800 


rpm. Ask for Bulletin 9319. 


Type VS, class-2, adjustable- 
speed Gyrol Fluid Drive. Speed 
range: 5 to 1. Six sizes, 714 
through 800 hp; speeds up to 
1,800 rpm. Request 
9419 and 9519 


Bulletins 


Type VS, class-6 Gyrol Fluid 
Drive — adjustable speed drive 


for boiler-feed pumps, com- 
pressors, other high-speed ap- 
100-12,000 hp; to 


3,600 rpm. Bulletin 8019. 


plications. 


RUNNER 
OUTER CASING 
INNER CASING 


OUTPUT SHAFT 
SCOOP TUBES 


Type VS, class-2, 
Fluid 
packaged unit. Housing acts as 


adjustable- 
speed Gyrol Drive —a 
oil reservoir and enclosure for 
rotors, bearings, oil-circulating 
pump, scoop tubes. Circulating 
pump, mounted on input shaft, 
supplies constant volume of 
oil for working circuit and for 
lubrication. Dual scoop tubes 
provide stepless-speed control 


for either rotation. 


the exact fluid drive you need! 


American Blower offers you a complete line 
of Gyrol Fluid Drives —including the new 
type VS, class-2, adjustable-speed model 


Application possibilities are unlimited with American 
Blower’s Gvrol Fluid Drive line! 

For example, the new type VS, class-2, adjustable- 
speed Gyrol Fluid Drive can be reversed while in 
motion —at any adjustable operating speed — by 
merely changing the direction of rotation of the 
motor! And you can use this compact, self-contained 
unit in a variety of arrangements of the driving motor. 

The standard Gyrol Fluid Drive line includes con- 
stant-speed and adjustable-speed units — up to 12,000 
hp, and speeds to 3,600 rpm. You'll find there’s a 
Grol Fluid Drive to fit practically any application. 

For fact-packed bulletins and complete engineering 
data, get in touch with your nearest American Blower 
or Canadian Sirocco Branch Office; or write us direct. 
Do it, today! 


AMERICAN BLOWER CORPORATION, DETROIT 32, MICHIGAN 
CANADIAN SIROCCO COMPANY, LTD., WINDSOR, ONTARIO 


Division of American Radiator & Standard Sanitary Corporation 


AMERICAN @) BLOWER 


*eeet® 


Serving home and industry. NMERICAN-STANDARD + AMERICAN BLOWER + CHURCH SEATS & WALL TILE « DETROIT CONTROLS + KEWANEE BOILERS » ROSS EXCHANGERS » SUNBEAM AIR CONDITIONERS 
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sulated 


point molded 
bobbin. 


THE Oieendable ANSWER TO 


YOUR SOLENOID PROBLEMS 


@ COMPACTLY DESIGNED—for powerful performance. 


@ SHOCK-MOUNTED—Reduces self-destruction—greatest cause of sole- 
noid failure. 


@ HIGH MOISTURE RESISTANCE—Thoroughly impregnated with insulat- 
ing baking varnish. 


@ ALTERNATING CURRENT TYPES—Welded base construction for hori- 
zontal mounting. Welded or shock-mounted base for vertical mounting. 
Available in standard voltages, push or pull types, J. 1. C. specifications. 


@ DECCO D.C. SOLENOIDS—are NOT MODIFIED AC SOLENOIDS. 
They deliver a tremendous force in a small space—ideal for mobile 
equipment. 


@ WAFER-TYPE SOLENOIDS—Dependable, small, short stroke, low 
amperage, push or pull solenoids for small mechanisms and light 
valving. 


@ SPECIAL SOLENOIDS ENGINEERED TO YOUR PROBLEMS. 
FOR COMPLETE INFORMATION 


ON ALL DECCO INDUSTRIAL 
SOLENOIDS + WRITE: 


HORIZONTAL 
PUSH-TYPE— 
WELDED BASE 


VERTICAL 
PULL TYPE— 
SHOCK- 
MOUNTED 


VERTICAL 
PUSH TYPE— 
WELDED BASE 


A C WAFER 
SOLENOID 


DC 
INDUSTRIAL 
SOLENOID 


2435 HILTON ROAD, FERNDALE 20, MICHIGAN 
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ELIMINATE REJECTS! 
TIMIZE BREAKAGE! 


a os Gj jewel ass¥gblies 


Why chance rejects and breakage that 
add to production costs when you can 
eliminate these time-wasting “headaches” 
with Bird complete jewel assemblies — 
ready to install in your equipment. Bird's 
many years of precision production mean 
jewel bearings of the highest quality 
These jewels are set according to your 
specifications by skilled craftsmen, in less 
time, for less money, and eliminate spe- 
cial set-ups in your plant. 





Why not bring us your jewel problems -—#you 
specify — Bird will supply assembhes jfat fit 
your product and schedule. Our engiffeering 
staff is at your service for all your j 

ing problems. 


jewel assemblies write for Bulletin 14. 





serving industry with Quality je 


Sapphire and glass jewels - Precision glass grinding - Ferrite precision products - Sapphire stylii 
Ll Spruce Street, Waltham 54, Mass. 





Mr. Design Engineer: 


Durakool is the Life of 
Your Automatic Controls 


This steel-clad Durakool mercury tilt switch 
has unique construction features that deliver 
years of trouble-free performance on the 
most difficult assignments you can find. Op- 
erating under sealed-in, pressurized hydrogen 
gas, it takes 24 hours, fast cycling schedules 
in stride. 7 sizes, 1 to 65 amperes. 


Send for Bulletin 525. 


See telephone directory for local distributor, or write. 


DURAKOOL, INC. 
ELKHART, INDIANA, U.S.A. © 700 WESTON RD., TORONTO, CANADA 


MILLIONS OF 
CYCLES 
WITHOUT 
FALTERING 


ALL- STEEL 


>, Durakool 





Sans, Souci continued 


Ceremonies. As he stood and deliv- 
ered his preliminary speech, sitting 
alongside of him was Eugene Grace, 
Chairman of the Board of Bethlehem 
Steel. This occurred in the early 
Forties’ when men of vision merely 
had to be wealthy to be called Eco- 
nomic Royalists and the American 
public was being propagandized into 
believing that any man of great wealth 
was of low estate. 

In their college days, Tom Girdler 
was manager of the baseball team and 
Gene Grace played shortstop. Now 
Gene Grace was just as good a base- 
ball player as he is a golfer. And that 
is saying a lot. He can do eighteen 
holes in just about the years of his age 
and few men can match such a per- 
formance. 

In any event, coming back to this 
dinner, Tom Girdler in his typical 
fashion introduced Gene Grace as the 
speaker of the evening. And here is 
a small portion of what he said. 

“Gene, I remember when you were 
playing shortstop in college you were 
offered a juicy contract to play in the 
big leagues. You turned down that 
contract. That was a hell of a mistake. 
Had you gone into professional base 
ball, you would now be a great national 
idol instead of a damn 
royalist.” 

Vaun Arnold spoke volumes in a 
twelve line poem. Orchids to him. 
I cannot imagine how his poem could 
be improved. 

Recently there appeared in several 
publications articles in which Dr. 
Rudolph Flesch severely criticized 
educators who were teaching children 
to read by sight rather than by teach- 
ing them the phonetics of spelling. 
Indeed, this matter became quite an 
argument and I was very much 
amused. Both the pros and cons of 
this problem were correct but as far 
as I know neither side got at the root 
of the matter. 

English is getting to be quite an 
old language. Perhaps too old and 
thereby it is getting creaky bones. 
When the word “knew” first came 
in the language is was not pronounced 
like “new” but it had a slight ‘“k” 
sound before it, such as is still used 
on the stage. The same thing could 
be said of many many English words. 
Over the years their pronunciation 
changed and today they have little 
resemblance to the original. But the 

(Continued on page 384) 
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LEAK-PROOF 

NEOPRENE 

RETAINER MOLDED 

AND VULCANIZED 

ON UPPER BEARING 

SWIVEL RACEWAY. 
PATENT PENDING. ! 


THRUST BEARING 

GREASE RETAINER 

TIGHTLY FITTED AROUND 
FORMED, HARDENED 
RACEWAY. CAN BE 

EASILY REMOVED FOR 
CLEANING OR INSPECTION. 


Gg 


NEOPRENE RING 
PERMANENTLY ATTACHED 
TO METAL WASHER AND 
PRESS FITTED INTO HUB. 


oe NEOPRENE 
HUB SEAL 


Heavy Neoprene 
_ gsealis formed 
cround metal wash- 
er to lock grease 
within roller bearing. 


Washers with Neoprene are 
press-fitted into hub. The Neo- 
prene cross section reveols 
area provided to lock greose 
against leakage and to as- 
sure free running wheel. 


FAULTLESS CASTER CORPORATION, 


SERIES 900GS CASTER 

GIVES POSITIVE PROTECTION 
TO SWIVEL AND WHEEL 
BEARINGS WHEREVER 
STEAM, DIRT, CHEMICALS OR 
WATER ARE ENCOUNTERED 


Ask your Faultless 
Distributor for further 
particulars and a demonstration, 
no obligation, or write to 


& 


10 








Molded Neoprene grease seal 8 Vv uleanized to upper 
bearing raceway and snugly fits corrugated ring in 
top plate. Keeps lubricant in—keeps dirt and water 
out of swivel bearing. T op surface snaps back to snug 

fit after old grease is flus hed out. Functions norm: ily 
with standard grease in temperatures as low as 0°F 

and as high as 200°F. (Also available with special 
grease for temperature range of —40°F. to 5C9°F.) 
Permanent film of grease positively reduces friction and 
accelerates swiveling. 


Thrust bearing grease retaining cup pro 
vides no-leakage protection and keeps 
lower ball race free of dirt and moisture 
Keeps swivel head lubricated indefinitely 
I ode removed, as required 


Wheel bearing Neoprene seal is per- 
manently attached to washer and 
press-fitted into hub. Keeps foreign 
matter out of roller bearings and ball 
bearings in hub. Locks in lubricant 
and assures free rolling of wheels 


Double ball bearing construction 
two full rows of hardened, ground, 
and polished large diameter balls 
operate in smooth, lubricated race- 
ways for effortless swiveling. All bear- 
ing surfaces hardened. 


Handy pressure type grease fittings 
: . same size for both swivel and 
wheel bearings. Fitting is perma- 
nently attached for life of caster. Easy 
to reach for fast, efficient mainte- 
nance. No disassembly necessary for 
lubricating caster. 


Heavy gauge corrugated top plate . . . deeply 
embossed for maximum load anger Same size 
top plate and mounting hole c-c in all sizes of 
both rigid and swivel casters in this Series. 
Av ailable in 3 different top plate and mounting 
hole c-c sizes, in 900GS Series Swivel Plate 
Casters. 


Case hardened raceways .. . all bearing raceways are 
full hardened for years of trouble-free swiveling action. 
Top ball race welded to caster horn. Lower ball race 
accurately machined from solid steel bar stock. Pre- 
cise ly formed and fully hardened ball retainer wie dee 
skirt fitted around balls in thrust bearing for hig 
efficiency and long life 


Heavy gauge caster horn . . . full drawn steel horn will 
not bend under maximum loads 


Large diameter king pin . . . securely holds top plate 
and machined lower ball race cone in perfect alignment 


Wide choice of Faultless Wheel diameters and treads 
for load ratings up to 650 pounds per caster 


EVANSVILLE 7, INDIANA 





<<. 
SONS 
QS 


... designed 
to meet your 


most exacting 
specifications 


Thermoid Friction Materials fit into your designs 
perfectly because they’re custom-engineered to your 
exact specifications. 


In Clutches manufactured by Twin Disc Clutch Co., 
Racine, Wisc., two Thermoid Clutch Facings, devel- 
oped from superior compounds, provide smooth, posi- 
tive engagement with minimum wear. 


Leading manufacturers coast to coast have found it 
pays to specify Thermoid Friction Materials—not 
only for quality, but for Thermoid’s Personalized 
Engineering Service. Thermoid is big enough to handle 
mass production demands. . . small enough to assure 
close liaison with your engineering staff. 


Look to Thermoid, too, for Fan Belts, FHP Belts, 
Flat Belting, Radiator Hose and Hose of any type— 
designed to fit your most exacting requirements. 


7 Thermoid Company 


Original Equipment Division 
erm ] Trenton, New Jersey 


Sans Souci : . ss... Continued 


spelling remained the same. Hence 
the word that was originally spelled 
phonetically is no longer spelled pho 
netically, so that enough became enuf. 
And mixing Celtic, Saxon and French 
words did not help. Hence we have 
the situation that a portion of the 
English language is spelled in Chinese 
fashion and another portion is spelled 
phonetically. 


How The Chinese Do It 


To teach the little boys and girls 
that eight is not spelled ate we must 
resort to the Chinese method. In the 
Chinese grade schools, as described 
to me some years ago, they give each 
child a card with ten or a dozen words 
written on it and the child is required 
to stare at these words or symbols 
until he has memorized their “spell- 
ing.” And so it goes. Presumably 
it would be possible to teach the 
school children in Ametica to spell ac 
cording to sound all the phonetically 
spelled words and then group all of 
the other words to be learned by sight 
reading. Then both Dr. Flesch and 
the educators with whom he is argu- 
ing might be satisfied. 

Chinese writing is to some extent 
a picture language. A few of the 
words are easily learned. For example 
the word “man” is almost exactly like 
the Greek letter lambda, A. It is 
supposed to represent a man without 
arms or rather a man with his arms 
at his side and hence not visible. Thus 
we have a crude picture of a man 
meaning the word man. 

Now in China there is a tradition, 
or perhaps only a fable, that at one 
time the country was so honest that 
if a man through carelessness or over- 
sight committed an offense of any 
kind he might be sentenced to a few 
days in jail. Instead of putting the 
man inside of an enclosure the man 
was taken to a certain place and lines 
marking off a square were scratched 
in the ground around him. According 
to the fable, even the offenders were 
so honest that they would remain in 
side the square and thus the Chinese 
word meaning prisoner is pictured as 
a man with a square drawn around 
him. 

Now if the written Chinese words 
were all as pictorial as that I think 
even I could learn a few of them. But 
the pictures soon get rather compli 
cated so that lets me out. G.F.N. 
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ABSTRACTS When you need a clutch... 





Program in Ergonomics 


\bstracted from “Proposed Program in 
Ergonomics . . . Human Engineering,” by 
Theodore F. Hatch, Prof. of Industrial 
Health Engrg., Univ. of Pittsburgh, Pitts- 
burgh, Pa.; Mechanical Engineering, May 
1955. 
Originally, human engineering had to 
do with the management of people, 
with no reference to the physical as- 
pects of engineering. In its popular 
use, the term lost standing altogether 
among engineers. It is given a new 
and specific physical meaning here, 
however, which should be entirely 
acceptable. Human engineering is 
defined as “the application of the 
principles, laws, and quantitative re 
lationships which govern man’s re 
sponse to external stress, to the analy- 
sis and design of machines and other 
engineering structures, so that the . 
operator of such equipment will not ch ec k into th e 
be forced to operate at less than its 
full capacity in order for the operator many a dva nta Gg es of 
to stay within acceptable limits of 
human capabilities.” Ss PR ‘ N G Cc LUTC H E S 

This definition implies, that, to 
a useful degree, man’s anatomical, OVER-RUNNING or FREE-WHEELING CLUTCHES + INDEXING CLUTCHES 
physiological and psychological ca 

neat = BI-DIRECTIONAL NO-BACK BRAKES « REVERSING CLUTCHES 
pacities and limitations can be ex 


pressed in the systematic terms of en SINGLE REVOLUTION CLUTCHES « DELAYED ACTION CLUTCHES 
gineering and that the nature, source 
and magnitude of stresses set up by LOW COST « COMPACT « TROUBLE-FREE 
eo ger pethy timer snr mt Marquette Spring Clutches have given dependable service for many 
course of design of a new machine so years in a wide range of applications — from Aircraft to X-ray. They 
that the operator will not be subjected require very little space. They maintain their efficiency almost indefi- 
to too much stress. ‘Thus in ther nitely. And they cost much less than other types of clutches. 
fullest development, the laws which 
govern man’s working capacities will 
be applied by engineers on a par with 
physical laws in engineering practice. 
It is proposed that the ASME set 
up a working committee on ergonom- 


ics to explore this field, to develop METAL PRODUCTS CO. 


. . SUBSIDIARY OF CURTISS-WRIGHT CORPORATION 
a body of principles, laws and data 














Send today for your copy of illustrated manual that gives helpful data 
on Marquette Spring Clutches! 


f ’ a . " ALSO MANUFACTURERS OF ROLLER BEARING TEXTILE SPINDLES 
or use »y design engineers, anc to HYDRAULIC GOVERNORS * PRECISION PARTS AND ASSEMBLIES 
demonstrate = practical usefulness se OTARY Wigh PRESSURE OIL FIELO PUMPING MACHINERY 
of this area of specialization in the 
solution of important human prob- 
lems in industry. This committee 
should include engineers represent- 
ing different fields of concern: in- 
dustrial engineering, time-and-motion 
study, methods engineering, machine 
tool design, plant layout and building NAME 


THE MARQUETTE METAL PRODUCTS co. 
1143 Galewood Drive, Cleveland 10, Ohio 


Please send manual describing the functions, applications 
and operations of the basic types of Spring Clutches. 


COMPANY _ 


(Continued on page 387) ADDRESS__ 
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fully-opened... 
a 


with the 


Hoke toggle valves open and close with a single, 
positive motion like flipping a light switch. Use them 
on your precision test equipment for gas or liquid 
control at pressures up to 1000 psi. Seat and stem 
seals are tight enough for most high vacuum work. 


In instrument panel service you can tell instantly 
that the valve is open (or closed) and the colored 
nylon handles identify fluids at a glance. 


Available in angle and globe patterns in brass or 
stainless, %” through %” pipe (or with tube fittings). 


May we send you catalog and data sheets? 


HOKE 
INCORPORATED 
Fluid Control Specialists 


197 S$. DEAN STREET, ENGLEWOOD, NEW JERSEY 





WANTED! 


We're looking for engineers whose prime re- 
sponsibility is to seek ways and means to 
make products or parts better, more efficient 
and at lower cost. To you, we recommend 
Frenchtown engineered ceramics. 

Very possibly you can profit from the many 
valuable properties of Frenchtown Engineered 
Ceramics to give you resistance to high tem- 
peratures and low thermal expansion; excellent 
mechanical strength and wear resistance; 
superior dielectric strength 
at both high andlow 
frequencies. 

This helpful 4-page bul- 
letin contains complete data 
on electrical and mechanical 
characteristics of French- 
town high-performance 
bodies. Send for a free copy 
today. 


renchtown eorceus's 


87 Muirhead Avenue | Trenton 9, New Jersey 


CENTER 


POSITIVE 
ENGAGEMENT 


Pr Race Send for This 
Bulletin 


in of out of engagement Handy 
yp at Shows tye- 

ator, The smooth, easy, ical instel- 
anti-friction engagement lations of 
—obtained by roller cams ees 

re he et pre: TAKE-OFFS. Contoins 


diagrams of unique 
applications. Furnishes 


capacity tobles, 
B\\ dimensions ond 


ROCKFORD CLUTCH DIVISION Jittn 


& 209 Catherine Street, Rockford, Illinois, USA. 4 


EG800E6068 
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Abstracts continued 
design, health and safety engineering. 
The ASME should invite specialists 
from the fields of anatomy, physical 
anthropology, biomechanics, and vari- 
ous branches of applied psysiology and 
applied psychology to serve on the 
committee. The immediate objectives 
would be to define more sharply the 
nature of human problems which re- 
quire attention; to bring together 
existing information on human capa- 
bilities and limitations from the par- 
ent fields of biological and social sci- 
ence and show how this information 
can be translated into physical terms 
for use in engineering design; and 
finally, to outline the needs for re- 
search and joint study of human 
problems arising out of mechaniza- 
tion in industry so as to establish 
the fields of ergonomics and human 
engineering on a firmer and broader 
basis. It is believed that the work 
of this committee will contribute in 
an important way to meeting a recog- 
nized need and responsibility in indus- 
trial engineering practice. 


Photo-Lofting 


Abstracted from “Photo-Lofting,” by Al- 
bert A. Smith, Production Engr., (Naval 
Architect), Project Engr. for Photo-Loft- 
ing, Bureau of Ships, Bureau of Ships 
Journal, June 1955, 


This process, as adapted by the 
Bureau of Ships, includes three major 
steps: (1) precision drafting on di- 
mensionally stable materials; (2) pho- 
tographic production of negatives of 
these drawings; and (3) through the 
same lens and camera, production of 
full-size pictures of the drawing on 
either template material or on the 
workpiece by projection from the 
negatives. 

The maximum size of picture ob- 
tainable in the Bureau installation is 
16 x 5 ft, so that a combination of 
four pictures will be adequate to pro- 
duce a template of, say, a shell plate 
approximately 30 x 8 ft in size. Con- 
versely, intricate drawings can be made 
at enlarged scales and reduced to ac- 
tual size. 

In photo-lofting, the first essential 
is to make the original drawings on 
what are called stable materials; tem- 
pered masonite, metal sheets, and 
glass cloth have been used. Given 
the assurance that whatever is drawn 
on stable material will remain true 

(Continued on page 388) 
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Sub-miniature Assemblies 
To Gigantic Electronic 
Systems....... 


Miniature 
— 


, : 
- i] Sl 

Miniature Gear 

Reduction Unit 


as 


Sub-miniature Circuits 
—Transistorized Application 


Solenoid Drive 


DAYSTROM INSTRUMENT has 
produced tiny precision assem- 
blies . . . to gigantic gun directors 
and fire control systems — all 
within their modern 350,000 sq. 
ft. plant.- When you combine 
Daystrom's team of skilled engi- 
neers with efficient production 
methods and modern facilities, 
you'll understand how Daystrom 
has been able to achieve mass 
production of such products—on 
time and at low cost—for every 
branch of the Armed Forces and 
industry. 


auntie. .. For the NAVY 


Radar Fire Control Systems, Mine Detecting 
Devices, Anti-Submarine Attack Directors, 
Catapult Speed Indicators, Servo Control Sys- 
tems, Torpedo Assembiies. 


Rp... For the AIR FORCE 


Capacitance Testers, All-Altitude Servo indi- 
cators, Transistorized Receivers, R F Switches, 
Potentiometers. 


Bt, quill, . . . For the ARMY 


Mechanical Fire Control Systems, Fuzes, 
Communication Systems and other instrumen- 
tation for all branches of the Army. 


Atel. . . For INDUSTRY 


Alternate 
Fire Control 


Antenna Drive 
Housing 


DAYSTROM 


INSTRUMENT 
ARCHBALD, PENI a 


Test Equipment, Computing Devices, Radar 
Equipment, Nuclear Equipment, Gyro Mecha- 
nisms, Electronic and Electro-Mechanical 
Devices. 


Write For Our 
Facilities Report 





An Alcoa 
Aluminum 
Fastener 


should be 
used here$ . 


= 
A ee Oe ‘ 
. . 
. 


It’s an aluminum awning assembly, 
worth the lasting strength of Alcoa® 
Aluminum Fasteners. You avoid gal- 
vanic and atmospheric corrosion. You 
get perfect color match; you get the 
very highest quality product. Your local 
Alcoa distributor has a complete stock. 
P. S. In this awning assembly, we 
suggest an aluminum sheet metal 
screw from Alcoa’s com- 
plete line of alumi- 
num fasteners. 


ett eeeeeeeeeeeees ® 
e Aluminum Company of America ¢ 
2247-L Alcoa Building, Pittsburgh 19, Pa. 
Gentlemen: 

Please send complete specification data 


and samples of your aluminum fasteners. 


nome 
ee - 











a vy —--- — 


eddress 


Always Fasten Alumninun 
with Alcoa 
. Aluminum Fasteners 
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to size, the next essential is the pro- 
duction of drawings that are accurate. 
It was found that accuracy within 
0.010 in. was readily obtainable and, 
when required, that 0.005 in. was ob- 
tainable. This type of drafting be- 
came known as ‘precision drafting.” 

A costly element in the Bureau in- 
stallation is the camera lens. It is 
guaranteed to produce a full-size pic- 
ture to within *% in., which removes 
the possibility of further error in the 
reproduction process. 

The stable material selected was 
aluminum alloy sheet of 0.050 in. 
thickness. This material pur- 
chased in 15 x 4 ft sheets. To prepare 
the surface for drafting, the surfaces 
are cleaned and degreased prior to 
painting with the primer coat. The 
spraying is done automatically, and 
the plate proceeds by overhead track 
through the baking oven for proper 
drving. 

Up to four coats of special paint to 
give body to the drawing surface are 
applied, and a final color, easy on 
the eyes of the draftsmen, is applied. 
Pale green has been found to be excel- 
lent and it has the added advantage 


was 


* of not reflecting a halo during photo- 


graphing. 

Sheets used for templates are not 
colored because the white coat gives 
the best definition to the picture 
when developed. In use, the sheets 
for drafting are routed to the drafting 
office, where the design is cut into 

(Continued on page 390) 
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your type 
BRUSH HOLDER 
We design them 


@ INDUSTRIAL MOTORS 
@ CRANE MOTORS 

@ HOIST MOTORS 

@ MILL MOTORS 

@ MINE MOTORS 

@ CONTROLLERS 

@ ROTARY CONVERTERS AC-DC 
@ RAILWAY MOTORS 


sags 


3086 


& .. 


3076 


When your specifications demand 
BRUSH HOLDERS with high wearing 
qualities, low maintenance cost — pick 
from our more than 1,000 types, or have 
our engineers design your special type. 
| These special designs shown are 
| three of many produced for specific 
| . <o se Boe eo ees 6 
| The ‘something special’ in BRUSH 
} 

| 

| 


HOLDERS is produced by the spe- 
cialist. Ask FLOWER 
WRITE FOR CATALOG 4-P 


FLOWE! 


Pmt aperrae 


D. B. FLOWER MFG. CO. 


1217 Spring Gorden Street, Philc. 23, Penne. 
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WAUKESHA has the 


CORROSION-RESISTANT METALS 
fo make the Quality Castings you need 


to help solve your tough product design problems 


TYPE 


Description and Application 





STAINLESS STEEL | 





GROUP | 


Martensitic—straight chromium, hardenable 
Machineable. Weldable. Magnetic. 





403 
410 
416 


High stress rotating parts. Turbine blades. 
Valve trim, oil refinery equipment, 

pump shafts. 

Pinions, gears, shafts, aircraft fittings. 





GROUP Ii 


Ferritic—straight chromium, non-hardenable 
Machineable. Magnetic. Corrosion resistance 
superior to Group |. 





430 


442, 3,6 


Trim work exposed to atmosphere or water 
Hardware. 

Scale resisting. Furnace parts, baffles, blowers, 
trays. 





GROUP Iii 


Austentic—chromium—nickel—non-hardenable 





302 
303 
304 
305 
309 
316 
347 


Heat treating fixtures. 

Food machinery equipment. 

Dairy equipment. Magnetic traps. 
Textile equipment. 

Chemical equipment. Pump parts. 
Chemical equipment. Condensers. 
Pressure fittings 








WAUKESHA METAL | 





23 


Copper base, high nickel content, corrosion- 
resisting alloy 

For high hardness. High tensile characteristics. 
Good wearing qualities. 

Recommended for frictional parts. 

Rather hard. Recommended for conveyor chain 
links, cams. 

Recommended for use on shafts and applica- 
tions involving pressure and high tensile 
strength. 

Bearing alloy to be used in conjunction with 
stainless steel alloys for non-galling applica- 
tions. 





ERROUS METALS | 





Monel 


Pure Nickel 
Inconel 
Aluminum 
Bronze 


Everdur 


Brass and 
Bronze 


Aluminum 
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Developed to meet requirements for specific 
application of corrosion resistance and bearing 
qualities. 

Very high corrosion resistance. 

For specific corrosion resistance applications. 
Exceptional bearing qualities, used where parts 
may be subjected to impact. 

Silicon bronze alloy. Corrosion resistance prop- 
erties of copper and physical properties of mild 
steel. 


A!l grades available. 


Alloys to meet all specifications available, in- 
cluding heat treat alloys. 


November, 1955 


Why Waukesha-Created Metals: To solve the manifold problems 
confronting engineers, Waukesha has mastered the foundry techniques 
of a wide variety of corrosion-resistant metals to meet present day 
casting design needs for equipment in many industries. If yours 

is a corrosion-resistant casting design problem of hardness, strength, 
elongation, wear resistance, bearing qualities, impact, scale 

resistance, seizing or galling, or intergranular corrosion among 
others—W aukesha has the metal and the casting know-how to solve it 
Quality Control: Metallurgical laboratory control of every production 
step, top engineering casting design, and skilled craftsmen 

guarantee you castings that are uniform, close-grained, free of 
porosity, metallurgical accurate in composition, and dimensionally 
correct ... Castings precisely to specifications . . . castings 

that stand up to the severe demands of today’s designs 

Waukesha has the facilities to supply your production casting needs 
on schedule. We suggest that you write, today, for a casting 
quotation or engineering counsel on your casting designs 


Waukesha Foundry Company, 5503 Lincoln Avenue, Waukesha, Wis 








the new molding material that’s 


both and \ GENTLE) 


Molded top for golf bag 


Large molding is lid 
for beverage cooler 


Ace-Hide is a new rubber-plastic molding 
material designed to take a beating without 
showing it. Its toughness, smoothness, resil- 
ience and excellent chemical resistance have 
already led to wide-spread use for things like 
chair arm pads, scuff guards, acid pails and 
golf bag tops. 


Ace-Hide is a special blend of rubber with 
plastic, hence is light in weight and has good 
electrical and thermal insulating properties. 
Rigidity and impact strength (to 10.0 Izod) 
can be varied to suit. Takes inserts well. 
Surface is smooth, shiny. Does not develop 
flexing cracks, and ages well. Ace molding 
facilities offer wide range of sizes and shapes. 
We'll be glad to make specific recommenda- 
tions. Write today. 


Ace-Hide and many other hard and soft rub- 
ber, plastics, and rubber-plastic blends are 
described in 80 pg. ACE Handbook. Write for 
your copy today! 


E' rubber and plastic products 





AMERICAN HARD RUBBER COMPANY 
93 WORTH STREET » NEW YORK 13, N. Y. 
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the paint film. Very hard pencils— 
up to 11H—have been used. They are 
sharpened to a thin chisel point to 
give the least reflection of light when 
the negatives are being made. A coni- 
cal point leaves a V-shaped cut in the 
paint film, and light reflected from 
inside the V results in blurred instead 
of sharply defined lines. 

When the design is finished, a nega 
tive is made—at present on glass. From 
this negative any required scale, either 
an increase or a decrease, is projected 
onto template sheets previously coated 
with a photographic emulsion. 

Following usual procedures, the ex- 
posed sheets are passed through a 
developer, a short stop, a fixing and 
washing sequence and are dried. Then 
they are ready for shipping to the fab 
rication shop. 

Collateral benefits for design have 
not been fully explored, but it is ob 
vious that models of any scale can be 
produced photographically from a set 
of lines at another scale without draw 
ing an additional line. Transparent 
overlays can be readily produced fot 
resolution of interferences at a com 
mon scale from drawings at different 
scales by simple photographic means. 

To return to the first drawing, note 
the information supplied: piece num- 
ber, material, direction of flange turns, 
size and location of holes, sequence of 
operations, and check points 9 in. 
apart. Other information contained in 
the full photograph, but not shown in 
the illustration, includes rivets, other 
plates, plate assembly, name of part, 
where used, size of blank required, 
accounting information, authority, and 
master check dimension for camera 
operator. All the required informa- 
tion is here and can be repeated the 
required number of times necessary 
without use of dimensional transfer. 


Mechanical Sampling Devices 
In Telemetering 


Abstracted from “Mechanical Sampling 
Devices in Telemetering and Related 
Fields” by J. F. Brinster, President, Gen- 
eral Devices, Inc., Princeton, N. J.; pre- 
sented at 1955 National Telemetering Con- 
ference, May 18-20, Chicago, II. 
It has become increasingly important 
in multi-channel instrumentation to 
use simple compact switching devices 
capable of connecting one or more cir- 
cuits to a multiplicity of circuits in 
(Continued on page 392) 
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If you use weldments, or are contemplating their use, you 
ore a potential customer of The R. C. Mahon Company. If 
you require parts or assemblies, including large, heavy 
pieces, where time and pattern cost are a consideration, 
you can turn to Mahon with complete confidence. Mahon's 
service to users of welded structural or heavy plate fabri- 
cations is complete from design or redesign to finished 
machining and assembling. Illustrations on this page are 
typical of thousands of parts and assemblies produced by 
Mahon for manufacturers of processing machinery, machine 
tools, and other types of heavy mechanical equipment. If 
you need weldments, or welded steel in any form, you, like 
hundreds of others, will find in the Mahon organization a 
unique source ... a source where design skill and advanced 
fabricating techniques are supplemented by craftmanship 
which assures you a smoother, finer appearing product em- 
bodying every advantage of Steel-Weld Fabrication. See 
Sweet's Product Design File for information, or write for 
Booklet showing Mahon's facilities to serve you. 


THE R. C. MAHON COMPANY «+ Detroit 34, Michigan 
SALES ENGINEERING OFFICES in NEW YORK and CHICAGO 


Engineers and Fabricators of Steel in Any Form for Any Purpose 
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put 
FESCO BOARD* 


between you and 


your problem 


insulation board 
for thermal 
and moisture 
control 


Fesco Board offers product designers 
this unique combination of properties: 


¢ High insulation efficiency — ‘‘K"' fac- 
tor of .29 to .31 @ 75°F. 

e Fire-proof—mineral composition, won't 

urn 

e Permanent — won't rot, mildew or 
deteriorate 

¢ Moisture-resistant — cellular glass 
membranes block moisture penetration 

e Structurally strong — rigid, stable, yet 
easily cut for production sizes 


e Analysis composed of expanded 
Coralux perlite, mineral binders, and 
fibers 


e Lightweight — weighs only .8 lbs. per 
board foot 


Write for sample, additional technical data or 
\ laboratory assistance. 


‘F. E. SCHUNDLER & CO., INC. 
504 Railroad Street, 
Joliet, Ilinois 
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rapid sequence. It is practical to do 
this by means of direct electrical con 
tact using multichannel switches of 
the mechanical type rather than by 
indirect switching, even at high speeds 

Typical requirements for the high 
speed sampling switch are: high sam 
pling rates, good timing accuracy, main 
tenance-free life, capability of switch 
ing low voltages and currents, a large 
number of independent contacts, a 
number of mechanically synchronized 
poles, and satisfactory operation unde1 
conditions of elevated temperature, 
shock and vibration. 


Basic Switch Types 


High speed sampling switches ar 
constructed in a variety of sizes and 
shapes and often integrated with asso 
ciated devices. ‘They can be classified 
as follows 

1. Motor-driven switch with in 
tegral worm gear reduction. 

2. Switch without motor but with 
worm gear reduction. 

3. Motor-driven switch with spur 
gear reduction. 

4. Motor-driven switch with plane 
tary gear reduction. 

5. Direct motor-driven switch with 
out gear reduction. 

6. Switch without motor designed 
for external drive. 

Most of these types can be con 
structed using a multiplicity of poles 
concentrically arranged on a single 
contact plate, or a multiplicity of 
stacked poles or decks. 

In the most basic form of multiplex 
telemetry two remotely located sam 
pling switches are arranged to operate 
in synchronism. The wipers operate in 
fixed phase relationship so that infor 
mation sampled at the transmitting 
switch is distributed or selected at the 
receiving switch for whatever purpose 
it is to be used. 

In radio telemetry the two switches 
are connected by unidirectional radio 
link, whereas in wired telemetry they 
are connected by an electrical condu: 
tor. In practice an clectronic switch 
is often used at the receiving end 
Where two or more mechanical 
switches are motor driven from the 
same power line it is often possible to 
operate them in mechanical synchro 
nism with good phasing accuracy. This 
may be done by use of polarized or 
salient-pole synchronous motors oper 
ating at the line frequency. Where 

(Continued on page 394) 
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Admiral MASTER JAMPER R-B-M switTCHEs 


Placed at strategic spots 8650 jolts per minute, hour Specially designed EVERLOCK 
throughout the chassis, EVERLOCK after hour, can't shake loose lockwashers provide permanent, 
lockwashers keep Admiral TV the EVERLOCK lockwashers on vibration-proof fastenings on 
sets tight— permanently. the Master Tamper. R-B-M automotive foot dimmer, 
headlamp and horn switches. 


Wherever Positive Grip Counts 


EVERLOCK lockwashers’ exclusive alternating chisel 
edges bite into the face of the work and the nut 
under powerful spring tension . . . hold fast even 
under the most severe jars, jolts and vibration. 
Available in four standard types or to your own 
specifications, EVERLOCK lockwashers provide the 
positive holding power demanded by more and more 
Sen manufacturers of quality products. Next time you 
order lockwashers be sure to specify AMF EVERLOCK. 


ee THOMPSON-BREMER & COMPANY, 
516 N. Dearborn, Chicago 10, IIl. 
vetlook 


Screw-Lockwasher Assembly INDUSTRIAL FASTENERS 


Kenneth D. Delanoy J. M. Murphy W.L Barth, Jr. Thom Lundeen Richard C. Dudek J. 5. Mcintosh 
Dayton 3, Ohio Manchester, Conn. Chicago 34, Ill. Moline, Illinois Beverley Hills, Calif. Atlanta 6, Ga. 


Oscar P. Martin Russell T. Brosivs C. W. McNeil Forrest Moschner P. L. Robertson Donald G. Teeling 
Lakewood 7, Ohio Philadelphia 3, Pa. Houston, Texas St. Louis, Missouri Milton, Ont. Can. Indianapolis 44, Ind. 


J. Ramsey Reese, Inc. Sam T. Keller Leonard F. Berg A. J. Murphy Sam T. Gleaves Oregon Indus. Factors 
New York 7, N.Y. Detroit 1, Mich. St. Paul 14, Minn. DeWitt, N.Y. Lovisville 5, Ky. Portland 1, Oregon 
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oo « USE 


FAIRFIELD 
GEARS 


% If GEARS are a vital part of the 
product you make, there is no finer 
recommendation for the QUALITY of 
your product than to be able to say it is 
equipped with “FAIRFIELD GEARS.” 


Long producers of the gears needed in 
high grade trucks and tractors, Fairfield 
now brings the same standards for 
GEAR PERFORMANCE to a wide va- 
riety of products: Agricultural Imple- 
ments ... Power Shovels... Machine 
Tools ... Diesel Locomotives .. . Road 
Graders... Lift Trucks... Road Rollers 
... Pump Drives... Winches... Military 
Vehicles . . . and a host of others. 


Fairfield’s facilities are unexcelled. Here 
“under one roof” in a new and ultra 
modern plant designed especially for the 
purpose, Fairfield haseverything needed 
for producing all kinds of gears: spur... 
herringbone ... spiral bevel ... ground 
tooth spiral bevel...straight bevel...coni- 
flex bevel...hypoid...zerol...worms and 
worm gears...splined shafts...differen- 
tials. Get acquainted with Fairfield’s 
engineering and production facilities. 
Your inquiry will receive prompt atten- 
tion. FAIRFIELD MANUFACTURING 
COMPANY, 2305 South Concord 
toad, Lafayette, Indiana. 





INDIANA 
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the switches are operating at a submul 
tiple of the line frequency one of many 
known means of accurate framing is 
used. 

Electrical and mechanical operation 
of the switch are related. If the force 
of the wiper on the contact pins is too 
light, contact resistance is high and 
timing accuracy or certainty of wave 
form is relatively poor. With large 
forces, particles are more quickly re- 
moved from the wiper or contacts, 
causing premature failure. This may 
also result in low inter-contact insula- 
tion resistance because of the deposit 
of conducting particles in and around 
the unit. 

Most wiper designs involve the use 
of a cantilever arm to which a wiping 
contact is attached. This leads to dif- 
ficulty in choosing the proper brush 
force, which varies greatly with even 
a small amount of wear. Furthermore 
the rate-of-wear as well as the time of 
maximum wear involves several factors 
and varies. Frequent adjustments are 
required during long service. 


Fabrication of 
Titanium Components 


Abstracted from “Fabrication of Titanium 
Components,” by Arnold S. Rose, Super- 
visor, Research & Development Lab., I-T-E 
Circuit Breaker Co., Philadelphia, Pa., Jet 
Propulsion, May, 1955. 
Fabrication of titanium may be di- 
vided into two phases. One concerns 
the commercially pure and alloy grades 
which are weldable; the other, those 
high-strength alloys which because of 
this composition are considered not 
capable of being welded. Only the 
weldable grades are considered here. 

Commercially pure titanium at 
room temperature and at temperatures 
up to approximately 1600 F exists in 
a hexagonal close-packed crystal struc- 
ture, the alpha phase. This structure 
allows the material to be bent and 
formed with some effort at room tem- 
perature although heating to approxi- 
mately 1000-1200 F increases its 
ductility measurably. This, in combina- 
tion with the drop in yield strength at 
elevated temperatures, greatly im 
proves the formability. Inasmuch as 
these grades transform to the ductile 
alpha state at room temperature, no 
dificulty is experienced with post- 
welding embrittlement. 

A recently developed variation from 

(Continued on page 396) 
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Here's how BOWER Spher-o-honed 
design lengthens bearing life... 
cuts maintenance costs! 


‘he Bower tapered roller bearing design features 
shown on this page are vitally important to every 
bearing user. For they illustrate the high quality, 
precision workmanship and close attention to 
engineering detail that go into every Bower bear- 
ing. Even more important, these Bower design 
features will give you significant bearing advantages 


- 
such as reduced wear, longer bearing life and 


A COMPLETE LINE OF 
TAPERED, STRAIGHT AND 
JOURNAL ROLLER 
BEARINGS FOR EVERY 


FIELD OF TRANSPORTATION 
AND INDUSTRY ROLLER 
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lower maintenance requirements. They've been 


thoroughly proved by extensive use in virtually 
every type of bearing application. If your prod- 
uct uses bearings—whatever it may be—specify 
Bower now. Or better yet, call in a Bower engineer 
while your product is still in the blaeprint stage. 


BOWER ROLLER BEARING DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, INC., DETROIT 14, MICH, 











BEARIEN GS 





This radar wave-guide throat section 
is cast of aluminum by the Antioch 
Process*. The specifications are rigid, 
but we meet them in production. Sam- 
ple: center walls only .032” thick— 
inside finish meets electrical specifica- 
tions as-cast. 

The piece weighs 20 pounds and 
stands a foot and one-half high. Bean 
specializes in casting wave-guide, im- 
pellers and other parts of aluminum 
to demanding standards. Write for the 
Bean portfolio of difficult casting case 
histories. Or send a part print for 
recommendations. 

Morris Bean & Company 

Yellow Springs 3, Ohio 
*Technical literature about the An- 
tioch Process will be sent on request. 


antioch process casting 
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the commercially pure titanium is an 
all-alpha phase weldable alloy contain- 
ing 4 per cent aluminum and 2 per 
cent tin, Rem Cru’s A-110AT grade. 
This alloy, whose properties at elevated 
temperature are superior to the com- 
mercially pure grades, is readily weld- 
able and amenable to fabrication. Its 
superior properties make it more diffi- 
cult to bend and form than commer- 
cially pure grades, requiring somewhat 
higher fabrication temperatures to 
achieve comparable metal movement. 
When proper consideration is given 
to this factor in design no difficulty 
should be experienced. 

Bending and rolling of sheet and bar 
stock has been performed on rollers 
and mills commonly found in a stain- 
less steel sheet metal shop, and form 
ing of parts has been almost exclusively 
with Kirksite dies on a drop hammer. 
Sheet metal RC-A70, varying in thick 
ness from 0.025 to 0.140 in. has been 
rolled into cylinders and conical sec- 
tions with diameters ranging from 10 
to 48 in. These have been rolled at 
room temperature with no difficulty. 
Sheet titanium 0.180 in. thick and har 
stock ranging in section between 4 x 4 
in. to 3 x 4 in. have required hot roll- 
ing. This was done by placing the flat 
stock into a 1300 F recirculating air 
furnace and holding for a length of 
time sufficient only to uniformly heat 
the material which was then trans- 
ferred to the rolling machine. Surface 
pyrometer observation disclosed that 
even the heaviest bar sections were 
rolled into rings at temperatures vary 
ing from 900 to 700 F. 

The forging of titanium parts also 
required heating. Since the forged 
parts generally are machined subse- 
quent to forging, they may be heated 
to higher temperatures than those used 
for sheet metal forming. Normally, the 
forgmg temperature is approximate), 
1800 F and a hard skin forms on the 
parts as a result of contamination by 
the atmosphere. If this skin was not 
removed prior to weiding, embrittle 
ment of the weld head would result. 
In order to minimize the formation of 
this skin, heating in an inert atmos- 
phere has been used, but is not re- 
quired where sufficient skin removal 
follows forging. 

The flow of the titanium under the 
drop hammer compares to stainless 
steel of the AISI 300 series. Filling of 
the dies is exceptionally good. It is 

(Continued on page 398) 
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Here’s the inside story of 


_ the NEW L.A. Zive 


... your BEST enclosed 
| and explosion-proof motor BUY 


ee 
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Totally enclosed fan-cooled motor 


This is the completely new L.A. totally enclosed fan-cooled and 
explosion-proof motor. Every feature in this new line is designed 
for easier installation, longer service life, less maintenance and 
attention. You get the full benefit of the new NEMA standards in 
a smaller, more functional, completely modern design. 


Your nearby Louis Allis Sales Engineer can show you all the 
reasons why these motors perform better and longer on your tough 
jobs — why they give you maximum resistance to corrosion wher- 
ever you need this extra protection, Call him today. 


BD. THE LOUIS ALLIS CO. 


MILWAUKEE 7, WISCONSIN 


Vertical NEMA 
D-flange motor 


We specialize in SPECIAL MOTORS — 
and PROMPT DELIVERY, TOO 












1 Fan — efficient, non-spark- 
ing fan. New cerodynamic 
design for more effective cooling. 


2 Inner bearing cartridges 
— lock bearings to end 

bracket and form explosion- 

quenching seal along shaft. 


3 Indestructable cast-alu- 

minum rotor—dynamical- 

ly balanced with fon for smooth, 
quiet operation. 


Stator — prewound stator 

core utilizes Formvor wire 
insulated with a new Alkyd As- 
phalt Resin insulating varnish. 


5 End bracket and housing 

—heoavy cast iron for great- 

er rigidity and resistance to cor- 
rosion, 


locked beoring — an 

extra-quality feature. Inner 
race locked to shaft — outer race 
to end bracket. Limits end play 
— positions rotor. 


Modern styling 

— a motor with 
pleasing, modern lines 
that add to the ap- 
pecrance of your 
product or plant. 


7 Large grease chamber 
— factory lubricated for 
years of attention-free service. 


8 Rotating labyrinth seals 
— keep dirt and moisture 
out of bearings — grease in. 


9 Knock-off lugs — permit 
easy disassembly of motor. 


10 Lead identification — per- 
manent, positive lead iden- 
tification spacer in conduit box, 


11 New split conduit box 

— rugged cast-iron conduit 
box diagonally split for easy con- 
nection. 


NEMA 0-flange motor 


Universal Joint 
with the 


Pa) 
“Telltak 9 


e 
poten 


Lock Ring 


The day-in, day-out 

excellence, the qual- 

ity which is standard 

in every Curtis 

Universal Joint, has 

made the Curtis Joint the quality stand- 
ard of the industry. 

Each Curtis Universal Joint compo- 
nent is made from specially selected 
steel, individually heat-treated for a 
specific purpose. This accounts for the 
long life and dependable performance 
of Curtis Universal Joints. 


CURTIS UNIVERSAL JOINTS 


@ 14 sizes always in stock 
@ Fewer parts, simpler construction 
@ Complete equipment for government tests 


Our catalog torque and load ratings are sub- 
stantiated by constant tests. You can depend 
on them. 


Not sold through distributors. Write direct 
for free engineering data and price list. 


€ CURTIS 


UNIVERSAL JOINT CO., INC. 


MARK 
11 BIRNIE AVENUE, SPRINGFIELD, MASS. 
As near to you as your telephone 


A MANUFACTURER OF 
UNIVERSAL JOINTS SINCE 1919 


398 


Abstracts continued 


good practice to finish the forging in 
the lower temperature range of about 
1450 F at the end of a series of ham- 
mer blows in order to achieve a finer 
grain size with its accompanying im- 
provement in physical properties. 

When spinning is applied to the 
forming of titanium, a departure from 
normal practice is necessary since ti- 
tanium must be spun at an elevated 
temperature. In order to accomplish 
this heating, a group of manifolded 
oxygen-gas burners was set up above 
the spinning lathe. 

A typical spinning was from a rolled 
conical section of 0.140 in. thick tita- 
nium on which the mating edges had 
been welded by means of an inert gas- 
shielded tungsten arc. The resulting 
cone was placed over the chuck and 
clamped with an end plate. The burn- 
ers were then lit and positioned over 
the rotating cone. Spinning was per- 
formed manually by means of a 
hardened steel roller mounted on a 
scissor tool. When the temperature 
of the heated area reached the desired 
1300 F, the spinning roller was applied 
by the operator to force the titanium 
into conformation with the chuck. 
The heating fires were kept aligned 
with the roller so that only the heated, 
and therefore ductile titanium was 
spun. 

A basic consideration in the weld- 
ing of titanium is the requirement that 
the molten metal be shielded from 
contact with air. Above 1500 F the 
titanium reacts with the oxygen and 
nitrogen of the atmosphere, becoming 
brittle and unworkable. In fusion weld- 
ing, the argon or helium associated 
with the inert-arc welding process in 
conjunction with an auxiliary supply of 
gas provide the necessary protection. 
In resistance welding, the molten nug- 
get at the joint interface is sufficiently 
protected by the parent metals that 
gas coverage is not required and the 
welds are made in air. 

The spot, overlap spot and seam 
welding of the RC-A70 titanium was 
performed with no difficulty and with 
excellent results. Initial sample setups 
were made with those values of time, 
pressure, and current normally used for 
stainless steel, and when the parts were 
actually welded, only slight variations 
from these were required. 

One outstanding feature of resist- 
ance welding on titanium is the tend- 
ency to excessive penetration of the 

(Continued on page 400) 





STEEL IS 2 TO 3 TIMES 
STRONGER THAN CAST IRON 








STEEL Is 2% TIMES AS RIGID 
S CAsT IRON 





STEEL COSTS % AS MUCH 
PER POUND AS CAST IRON 








thoughts to 
think about 


poaues the facts yourself. Only 
40% as many pounds of metal are 
needed to build a machine part from 
steel as from cast iron. Furthermore, 
each pound of steel costs a third 
as much as iron. As a result, basic 
material costs using steel are about 
15% of the costs using cast iron. 

The large initial saving in material 
cost makes it possible to fabricate 
machine designs from steel at sub- 
stantial reductions in cost. 


ORIGINAL 
CONSTRUCTION 
Cost $664.33 


PRESENT 
WELDED STEEL 
DESIGN 
Cost $378.34 


Compare the two gear cases shown 
The original cast construction cost 
$664.33. Changing to welded steel 
design has cut this cost to $378.34 
..+a 43% reduction in cost. In addi- 
tion, scrap loss from metal defects 
has been entirely eliminated. Less 
material has to be left on for machin- 
ing since distortion has been mini- 
mized. 

According to leading product engi- 
neers, low manufacturing costs are of 
prime importance today. Proper use of 
welded steel can enable you to achieve 
this objective on products you design. 
Write for further information. 


THE LINCOLN ELECTRIC COMPANY 
Dept. 1308 
Cleveland 17, Ohio 


The World’s Largest Manufacturer 
of Arc Welding Equipment 
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Reversibility...w Ow! 


am «+ the humming bird reverses its wings an estimated 4500 times 
a minute .. . effortlessly. We don’t claim that our 
variable speed transmission can top the humming bird’s 
accomplishment, BUT . . . for the record, we reversed a 
GEROTOR VARIABLE SPEED HYDRAULIC TRANSMISSION 


(under load) over a million times —continuously, at a rate 


of 22 reversals per minute — without the slightest sign of wear.* 


*, .. doubt it? Why not make us prove this and other 
outstanding features . . . send for literature TODAY. 





1511 MARYLAND AVENUE « BALT 
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FLEXON 


How to Select and Specify 


Flexon Bellows for Use 


in Low Torque Couplings 


FLEXON OFFERS 
THE COMPLETE 
BELLOWS SERVICE 


Flexonics Corporation manu- 
factures a complete range of 
bellows and bellows assem- 
blies in brass, bronze or 
stainless steel for vacuum 
equipment, thermostatic de- 
vices, pressure controls, pack- 
less valves, pneumatic instru- 
ments, hydraulic mechanisms, 
rotating shaft seals and many 
other services 


FLEXON BELLOWS 


The Flexon Bellows Design 
Guide gives valuable applica 
tion and design information 
Write for your copy, today 
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Flexon identifies Lal 
oducts of Flexonics 
Corporation that 
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Flexon Bellows offer the designer an 
economical means of coupling shafts 
when torque is low. The inherent flexi- 
bility of the bellows compensates for 
angularity and misalignment at a cost 
well below conventional methods. 

However, because of the torque limi- 
tations certain basic considerations are 
necessary : 

Allowable O.D. of bellows and/or 
shaft fittings 

Allowable overall length including 
fittings 

Maximum torque on bellows 

Maximum misalignment 

Frequency of rotary motion 

Temperature range 

With this data, Flexonics can develop 
bellows type couplings to fill a wide 
variety of needs, economically. Submit 
the data outlined above and Flexonics 
will design the bellows coupling to meet 
your requirements. 


FLEXON BELLOWS DIVISION 


1351 $. THIRD AVENUE @ MAYWOOD, ILLINOIS 


FORMERLY CHICAGO METAL HOSE CORPORATION——— 


have served industry Manufacturers of flexible metal hose and conduit, expansion 
tor over 53 years, joints, metallic bellows and assemblies of these components. 
In Canada: Flexonics Corporation of Canada, Ltd., Brampton, Ontario 
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weld nugget into the parent materials. 
This effect may be limited by proper 
welder setups to acceptable values. It 
is important when inspecting etched 
cross-sections of weld nuggets that dif- 
ferentiation be made between the ac- 
tual dendritic cast metal of the nugget 
and the surrounding _heat-affected 
zones. Casual examination will give an 
exaggerated impression of the penetra 
tion, since the structure of the heat 
affected zones is somewhat similar in 
appearance to that of the nugget. 
When seam or spotwelding dissimi- 
lar thicknesses, penetration into the 
thinner sheet titanium increased as the 
disparity in thicknesses increased. 
When welding a combination where 
the heavier metal was four times the 
thickness of the thinner sheet, pene 
tration over the permissible 80 per 
cent was obtained. A practical working 
limit, therefore, for dissimilar metal 
xthickness may be taken as (t,/t.) = 3. 
On the grades of titanium discussed 
no radical departure from stainless 
steel machining practices was required 


Variable-Speed Control 
For Integral Hp Motors 


Abstracted from “Variable-Speed Control 
for Integral Hp Motors” by E. G. Cowie 
and J. H. Gregson, Canadian Westing- 
house Co., Ltd., Hamilton, Ont. Canada: 
Electronics, April 1955. 


Multifrequency-output power sup- 
plies are useful where a number of 
motor speeds are required such as in 
high-speed bore-grinding machines re 
quiring many different fixed speeds. 
[he equipment described here pro 
vides six fixed frequencies from 480 
to 1660 cps available at four inde 
pendent three-phase outlets. Linc 
voltage is variable up to 300 v and 
5 kva is available at each outlet to 
give required speed ranges of 20,000 
to 100,000 rpm. The four channels 
obtained high-voltage plate supplies 
and control-circuit voltages from a 
common power-supply unit. 

Frequency stability is better than 
2 per cent and voltage regulation is 
approximately 5 per cent for motors 
operating between idling and full- 
load conditions. 

The output of a Wien-bridge oscil- 
lator is fed into phase-splitting and 
voltage-regulating circuit. Three out 
put voltages from this stage feed 

Continued on page 403 
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Does your electronic “brain” require hydraulic or electrical “muscles”? 

To assure precise functioning of automatic devices, servo mechanisms, 
control equipment and instruments, equip them with power by Pesco— 
Hydraulic Pumps, Hydraulic Motors and Electric Motors. These aircraft- 
quality units operate with unmatched precision and absolute dependability 
over a long service life. They are extremely compact, lightweight and 
ruggedly built for severe environmental conditions. 

For information on how these Pesco products can be applied to your 
particular problem, contact : PESCO, 24700 North Miles Rd., Bedford, Ohio. 


BORG-WARNER CORPORATION 


24700 NORTH MILES ROAD . BEDFORD, OHIO 
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can CaPlugs protect 
your products this same way? 


Look how Anchor Coupling Co., Inc. uses these tough, flexible 
closures to protect threads and seal assemblies from dirt 
during storage and shipment. 

Says Anchor, “We are sure that assemblies will arrive in 
our customers’ hands in the same clean condition as when 
they passed our final inspection.” 

Made of Polyethylene, CaPlugs will not collapse, chip, 
break or shred . . . are impervious to all common chemical 
reagents, acids and solvents. 

Furnished in six standardized cap and plug designs (both 
threaded and non-threaded), CaPlugs are regularly used by 
hundreds of industries on numerous types of tubing, valves, 
hydraulic components, fittings and machined parts. 

Stocked in over 200 sizes (up to 8” in dia.), CaPlugs are 
readily obtainable to protect your products profitably, too! 


find out by writing 
for this FREE assortment 


PROTECTIVE CLOSURES CO., INC. ® 


2205-9 ELMWOOD AVE. BUFFALO 23, N. Y 
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LOW COST «+ EASY TO INSTALL 


"‘PUSH-PULL 


REMOTE CONTROLS... 


You'll find that Arens Push-Pull controls offer the 
simple and low cost answer to control operation of 
light to heavy load action over long or short distances. 

Standard Arens Controls for most applications are 
available with a variety of control heads, casings and 
end fittings. Special controls can also be designed to 
meet specific requirements. 


Write For Complete Information and 42- 
page illustrated remote control catalog. 


ARENS CONTROLS, inc. 


2013 Greenleaf Street, Evanston, Illinois 





PORCELAIN PRODUCTS, INC. 
Times 


Custom molding 








y Fiberglas reinforced 


Polyester 





idle a oo 


Now, let over 60 years of electrical porcelain experi- 
ence provide you better design, better construction .. . 
a better product . . . for your Fiberglas reinforced poly- 
ester requirements. 
Porcelain Products offers: 
e Competent engineering staff to assist in proper 
design. 
e Compression molding of Porcelain’s own com- 
pounded material to meet your specific requirements. 
e Molds designed and produced in our own machine 
shop. 
Write today, to 80 West Sandusky St. 


ON Oy -celain Products. Inc 


FINDLAY, OHIO 
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three identical amplifiers consisting 
of a 6Fy class-.1 preamplifier, class- 
AB, push-pull 807 driver and class-B 
push-pull 833A output stage. Secon- 
daries of the output transformers are 
connected in delta for three-phase out- 
put. Taps permit load matching. 

One of six frequencies may be ob- 
tained from the oscillator by switch 
ing in the Wein-bridge circuit; this 
switch also adjusts voltage-equalizing 
and phase-shift circuits so that a 
minimum of additional adjustment is 
required. The output voltage is ad- 
justed to the desired level by the po- 
tentiometer in the input circuit of the 
regulator stage. The first half of a 
6SN7 is the voltage regulator and the 
second is the phase-splitting circuit. 

The regulator circuit relies on 6SN7 
characteristics and 1S similar in opeta- 
tion to the avec circuit used in radio 
receivers. ‘The tube is normally self 
biased at the high-gain portion of the 
characteristic curve for zero-signal op- 
eration. The control bias, derived 
from the output voltage, is adjusted 
by negative feedback so that the stage 
gain is inversely proportional to the 
output voltage. Input to this stage is 
adjusted to give the desired voltage 
at the motor terminals. Output-volt- 
age fluctuations caused by load varia- 
tions are almost completely compen- 
sated for by this circuit. 

Phase shifts required to supply 
three-phase are obtained by an LCR 
network in phase-splitting circuit. 

Since the full-load demand ap- 
proaches rated output of the high-fre- 
quency channel, across-the-line start- 
ing is not possible, for the demand on 
the channel would then exceed ca- 
pacity. Reduced-voltage starting is 
obtained by applying the filament 
voltage to the 6SN7 while full a-c 
drive voltage is applied to the grid. 
Since this tube supplies voltage for 
all three phases, the three-phase volt- 
ages are equal throughout the start- 
ing cycle. 

Rate of rise of output voltages can 
be matched to the speed of the larg- 
est motor by inserting resistors in 
series with the filament of the 6SN7; 
the filament circuit is eneregized when 
the motor start button is pressed. Re- 
sistances in series with the motor re- 
duces inrush currents, provide a better 
impedance match between output 
tubes and load, and also limit any 
negative-sequence current which may 

Continued on page 404 
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to satisfy ALL 


PERKINS MAKES: 
to customers’ specifications, in all mate- 
rials, metallic and non-metallic: bevel 
gears, ratchets, sprockets, ground thread 
worms, spiral gears, helical gears, spur 
gears with shaved or ground teeth. 


NOTE: The PERKINS PRECISION SPRING 
COILER is the latest development in the spring 


We have the EQUIPMENT 


‘We have the KNOW-HOW 


> 8 


‘We have the CRAFTSMEN 


ant 
OF YOUR 


custom- 


GEAR REQUIREMENTS: 


coiler field and eliminates entirely the use of 
arbors and long set-up time. It is a complete 
self-sufficient machine and enables you to 
make the spring you want when you wont it 
— in seconds. The coiler produces any type of 
spring, in any diameter and any pitch with 
this range: Wire sizes .005 to .125. Diameter, 
from 3/32” to 12” and larger. Size of the 
compact coiler is only 7 1/2x16". A POWER 
MODEL is available. Information on request 


PERKINS MACHINE & GEAR CO. 


105 Circuit Ave., WEST SPRINGFIELD, MASSACHUSETTS 
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e ; " 
nsi af Our C f be generated on starting the motor 
eee Ihis resistance is shorted out when 


the motor reaches synchronous speed. 
Sufficient capacitance is connected in 
IN BEARING parallel with each motor to give unity 
power factor at full load. 
SPECIFICATIONS [he equipment operates from a 
440-v, 60-1 cps, three-phase line. The 
line voltage is converted to 4,000 and 
600 v, de, for the power-output and 
driver stages of the high-frequency 
channels and to 115 v, ac, for blowers, 
filament transformers and control ci 
cuits. Power transformers are con 
nected three-phase double-Y, which 
results in a 360-cps ripple on de. Since 
the driver and output stages are push 
pull, no d-c filtering is necessary. 


Application of 

Germanium Power Rectifiers 
Abstracted from “Application of Germa- 
nium Power Rectifiers”,, by R. M. Cren- 


shaw, General Electric Co., San Francisco, 
Calif; Electrical Engineering, May, 1955 


For many years copper oxide and sele- 

nium rectifiers have been important 

where d-c power is needed in moderate 

ee d | of th 3-48 quantities for industrial plants. Now 
y and removal of the original bearing the germanium powcr rectifier prom 


and reassembly with a new bearing are inevitable ises to replace them in many applica 
tions. A very small quantity of the 


Th ee metal will perform a large rectifying 
e frequency and cost of such service is a big job. The material is sliced into wafers 
0.02 im. thick and the diameter of a 


The cast Bunting Bronze Beari ‘ dime. Small size is an advantage. 
- rin Vv y : X43 
6 5 gsves you he ratio of forward to reverse resist 


at some time or other in the life of every machine. 
consideration in the mind of your customer. 


maximum of bearing performance and life with ance is in the order of 1 : 400,000 at 
the area of optimum rating including 
, that of other metallic rectifiers. Small 
other type of bearing. size is advantageous only if the mate 
rial can be worked at high current den 
sity. The germanium cell operates at a 
Designs like this current density almost 1,000 times 
present no production nor greater than copper oxide. One of the 
replacement complications. dime-sized germanium wafers, when 
Bunting engineers will properly cooled, can rectify as much as 
gladly collaborate with 3 kw. The small size offers problems 
you in a study of your 
bearing requirements. 
There is a Bunting engineer 
near you, or write our effectively removing heat. 
Products Engineering Like other metallic rectifiers, get 
Department at Toledo. manium has a negative temperature 
characteristic. Forward losses are a 
function of load current and reverse 
losses are a function of inverse voltage. 


Bu rei ie) Both losses cause a temperature rise 
which changes cell resistance to fur 
® ther modify the losses. Because re 


BRONZE BEARINGS © BUSHINGS ¢ PRECISION BRONZE BARS verse-current change is exponential, 


THE BUNTING BRASS AND BRONZE COMPANY, TOLEDO 1, OHIO reverse losses increase rapidly as tem 
BRANCHES IN PRINCIPAL CITIES «¢ DISTRIBUTORS EVERYWHERE | (Continued on page 406) 


far less costly and laborious replacement than any 


in the physical connections which 
handle relatively large currents, and in 
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LORD FACTS ON VIBRATION ¢ « 





Solve your vibration and shock problem\.in the 
design stage, and you will give your product thaad- 
vantages of “SILENT SALESMEN” for betté 
performance and greater customer acceptance, 
LorD Bonded-Rubber Mountings have gained wide 
acceptance for effectively reducing vibration and 
shock forces on all types of products. You will discover 
new design and performance advantages made 
possible through the use of these outstanding units. 
Lorp has the experience and know-how to serve 
you best in this important field. 
Equally important are the SERVICES and SKILLS 
available to you at LorD . . . ready to tackle 
your vibration problems. Experienced engineers and 
skilled workmen form the team that will help 
to improve the sales appeal of your product. 
Your local Lorp Field Engineer is as near as your 
telephone. Call or write the home office, Erie, Pa. 


LORD MANUFACTURING COMPANY « ERIE, PENNSYLVANIA 


DESIGNERS AND PRODUCERS OF BONDED RUBBER PRODUCTS SINCE 
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Abstracts continued 
perature rises. The heat must be dissi- 
pated from the small cell area rapidly 
and radiating firs with forced air or 
liquid immersion have proved the 
most effective. The normal full-load 
temperature rise of a cell is 30 C over 
a 35 C ambient. The cell is derated 
for higher ambient temperatures. The 
derating can be by current or voltage. 

Germanium rectifier cells can be 
connected for single-way or double- 
way, single-phase and _ three-phase 
operation; and individual cells can be 
operated at a voltage considerably 
higher than is customary with other 
metallic rectifiers of equivalent rating. 
For example, a standard two-way, 
three-phase rectifier connection using 
six individual cells has a rating of 225 
amp at 65 v, de. 
power supply can be connected, on the 
d-c output side, in series or parallel 
with other equivalent units to form 
most combinations and ratings. 





Such a self-contained 











Squirrel-Cage Motors and 
High Inertia Loads 





Abstracted from ‘“Squirrel-Cage Motors 
and High Inertia Loads” by G. Byberg, 
Motor and Generator Section, Allis-Chal- 
mers Mfg. Co.; Allis-Chalmers Electrical 
Review, First Quarter, 1955. 


AS A DEPENDABLE SOURCE FOR 
MAGNESIUM PARTS AND PRODUCTS 


Whether you plan the development of a new product, or are seeking 
ways to further improve existing ones, you will be interested in the 





When applying large squirrel-cage 
motors to high inertia loads, it is often 
difficult to determine whether a motor 
will have sufficient thermal capacity 





many new avenues which are open to the design engineer who includes 
magnesium in his basic planning. 

Magline Inc.—one of America’s leaders in magnesium—has pre- 
pared a descriptive new bulletin, expressly outlining for designers 


to dissipate energy losses while bring 
ing the load up to speed. High load 
WE of fans, blowers, and other ma- 
chines used for impelling low density 


and engineers, the company’s services as a reliable, experienced source 
for magnesium castings, fabrication and complete production. Spe- 
cialists in magnesium exclusively, Magline’s background and experi- 
ence will serve you well in three important ways: (1) Objectively 
searching out ways to improve your product through the application 
of magnesium; (2) Assisting in the design and development phases; 
(3) Producing the required parts and components in any quantity, to “ 
your exact specifications. May we send you a copy of Bulletin No. 50. 


materials usually require a longer-than- 
normal time for acceleration. 

The time required to accelerate a 
given drive is: 


Wk? X rpm 
307.5 x T. 
where t = time in seconds. 


Wk? = combined inertia of the driv- 
en machine and the motor 
in lb-ft®. 

If load speed is different than motor 
equivalent load Wk’ at the 
shaft is: (load speed/motor 


load Wk’. 


fabrication facilities for 


e Deep Drawing 
e Polishing 
e Finishing 


foundry facilities for 


e Sand Castings 
e Die Castings 


e Permanent Molds 
e Stress Relieving T, = motor torque less torque required 


speed, 








motor 
speed )* 


e Forming 

e Machining 

e Welding 

e Stamping 

e Spinning « Assembly 
e Impact Extruding 


oo = —— 


by load on driven machine, in lb-ft?. 


Design and Engineering 
Rpm = motor speed at full load 


Services Available 
cP a Starting time for a given horsepower 
WRITE TODAY FOR BULLETIN NO. 50. MAGLINE, INC., BOX 2311, PINCONNING, MICHIGAN. | input, depends upon the load Wk 

CANADIAN FACTORY: MAGLINE OF CANADA, LIMITED, RENFREW, ONTARIO. (Continued on page 408) 
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UNPRECEDENTED 


BENEFITS FOR ALL 


YOUR ACTUATOR APPLICATIONS WITH 
THE SAGINAW BALL/BEARING SCREW 


EXCLUSIVE FAIL-SAFE 
MULTIPLE CIRCUITS 


A ese 
fail, the rest will 
function without inter- 
ee 
load between them. 


CrYeAYV 


y 
AS 


aring 
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SPACE/WEIGHT SAVINGS 
PERMIT MORE PAYLOAD 


Compared to either Acme 
screw or hydraulic actua- 
tors, the Safety 6/b Screw 
saves significant weight 
and space by permitting 
the use of smaller motors 
and gear boxes; elimi- 
nating pumps, accumu- 
lators, piping, etc. 


DEPENDABLE OPERATION 
DESPITE LACK OF LUBE 


Because the Safety 6/b 


Screw is inherently 
friction-free (operating 
at 90 to 95 effi 
ciency), it will function 
with only a emall loss of 


efficiency even if lubrica 


tion fails or 


nally be provided 


cannot origi 





FAR LESS DRAIN ON 
ELECTRICAL SYSTEM 


By requiring only 1/3 as 
much torque as a 
ventional Acme 
for the same amount of 
lineal output, the Safety 
b/b Screw allows the use 
of much smaller motors 
which save a substantial 
amount of power. 


con- 


acrew 


am Cn aH 
RELIABLE PERFORMANCE 


AT EXTREME TEMPERATURES 





900° 


Yael 
+ 
~~ 
ll 


— 





Exhaustive laboratory 
tests prove that the 
Safety b/b Screw operates 
dependably at both ex- 
tremely low and high 
temperatures, ranging 
from-—75° F to + 175° F, 
and up to + 900° F with 
special censideration 


POSITIVE POSITIONING 
AND SYNCHRONIZATION 


Unlike some other types 
of actuators, the Safety 
b/b Sereu 
cision control 
thousandthe 
plus 


permite pre 
within 
of an inch 
perfect evachroni 
of two 


zation or more 


movements 2 tremen 


dous aircraft advantage 





GREATLY DECREASED 
COMBAT VULNERABILITY 


By eliminating highly 


vulnerable hydraulic 
umulators, ete., 
b/b Sereu 


lines er 
the Safety 
makes 
actuation far more de 
It also reduce 
due to de 


creased dirt sensitivity. 


military aircraft 


pendable 


maintenance 





UNITS HAVE BEEN PRODUCED 


FROM 1% IN. TO 39% FT. 


SEND TODAY FOR YOUR 
FREE ENGINEERING DATA BOOK 


(or see our section in Sweet's Product Design File). 


General Motors Corp 
Dept 
Naome—Title 
OO 


QO 





Saginow Steering Gear Div., 
>») Saginow, Michigan 


Please send your Engineering Data Book to: 
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AUTOMATION AUTOMATION 


METAL CASTINGS 


AUTOMATION AUTOMATION 


YOUR PLANT 


: “7 
with the NOv-0- 


AUTOMATIC GRAVITY 
CASTING MACHINE 


: U.S. Pat. Nos. 2,411,176 2,429,145 2,429,146 2,474,963 (Wessel Process 
Aa -m:2Sa @:@ F 


Quality of Castings 
The quality of castings is superior because of higher 


Cost Savings 


Automatic temperature, pouring control and casting cycle 
eliminates the necessity for skilled labor . . . Production rates 
are from 20% to 30% higher than other methods . . . 

closer dimensional tolerance reduces subsequent machining. 


Installation and Operation 
The extreme simplicity of design requires practically 


SORES ROE EERE REE EEE E EEE EEE EES 


Molds 


Complete design, engineering and manufacturing 
services, including sample castings, are available at low cost. 


NOW AVAILABLE FOR LEASE 


The Grav-o-matic is available for lease from $200 
per month . . . instruction of operator included. 


SEND FOR FULL INFORMATION 





SALES REPRESENTATIVES 


( i INQUIRIES INVITED 
AUTOMAT 1 ON: ENGINEERING ConPoRATION 


Dept. D-1, 1127 Wilshire Bivd., 
Los Angeles 17, Calif 











* 


2 


tensile strength plus a grain structure equivalent to a forging. 


no maintenance and a working space of as little as 100 sq. ft. 
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of the driven machine. Using full 
voltage starting, starting time may 
be as low as 3 to 5 sec for a driven 
machine with low Wk’. High inertia 
drives, such as fans, blowers, and 
compressors, may require 40 sec ot: 
more to accelerate to full speed. 

A starting time of 15 to 20 se 
is usually normal for standard cag 
motors. Most applications in which 
starting time exceeds 20 sec and all 
over 30 sec require special motors. 

For high inertia loads the shorter 
starting time of high torque motors 
reduces stator heating, since the stato1 
winding carries starting current for a 
shorter time. However, heating of 
the cage winding due to acceleration 
of load inertia is not reduced. The 
energy which must be absorbed by 
and dissipated from the cage winding 
because of load inertia acceleration 
equals the kinetic energy stored in th 
rotating parts at full speed and is 
independent of time. A shorter start 
ing time helps only in reducing cage 
winding losses due to the load. 

To simplify the problem of applying 
standard squirrel-cage motors rated 
200 hp and larger to marginal high 
inertia loads, NEMA standards indi- 
cate the maximum load Wk’ of ma 
chines to which standard cage mo 
tors can be applied. These values are 
based on experience and practice, and 
are based on foilowing conditions: 

First, they are based on motors hav 
ing normal-torque characteristics and 
a full load temperature rise of 40 C 
by thermometer. Higher rated tem 
peratures generally will mean reduced 
load Wk values; for example, a 100 
C rise silicone-insulated motor may 
use the next or second smaller 40 C 
rise frame, with a consequent reduc 
tion in winding thermal capacity. 

Second, these values are based on a 
load-torgue requirement varying as the 
square of the speed. Should the load 
torque exceed this, torque available for 
load Wk’ acceleration decreases. 

Third, number of successive starts 
is limited. If in, addition to acceler 
ating high inertia and providing the 
load torque, a motor is subject to re 
peated starts without sufficient time to 
allow the motor to return to or neat 
rated normal operating temperatures, 
the heating effect is cumulative and 
can prove destructive. Where both 
load WK and the number of su 
cessive starts 1s excessive, even a cage 
motor nears edge of reliability. 
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Federalg new germanium rectifier stacks — 


a mighty handful of 


Smallest, lightest, most rigid... 
rated up to 565 volts DC and 
up to 6 amps...1 to 12 fins 


(Over 100 standardized combinations) 


The 1N91, 1N92, and 
IN93 germanium rec- 
tifiers used in these 
mew stacks assure at 
least 20% lower re- 
verse leakage current 
than RETMA standards, 


A DIVISION OF 
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Once in a while a new design is so good that it sets entirely new 
standards for an electronic component. The mew Federal germa- 
nium stacks are like that. Here are seven of their most important 


advantages over existing types... advantages that mean a better 
rectifier for your equipment: 


@ SPACE-SAVING _The stacks average one-third shorter in 
length. 


@ LIGHTWEIGHT _Light, strong plastic side strips are used in- 
stead of heavy axial assembly bolts and insulators. 


@ RIGID CONSTRUCTION _ Interlocking of fins and strips 
builds a “tight” structure unaffected by vibration. 

@ BETTER HEAT DISSIPATION _ Full area of the fin is available 
for cooling. 

@ TERMINAL LUGS ELIMINATED _ pe minals are stamped out 


as part of the fin corners, so that wires may be soldered di- 
rectly to the fin. 

@ NO PROTRUDING BUS BARS _ Corners of fins are clipped 
out for passage of bus bars connecting non-adjacent plates. 

@ FULLY INTERCHANGEABLE _ Fiectrically and mechanically 


interchangeable with types now on the market. 


For detailed information, ask for ‘Federal Germanium Power 
Stacks’ booklet. Phone NUtley 2-3600 or write to Dept. F-242. 


Federal Telephone and Radio Company 
A Division of INTERNATIONAL TELEPHONE AND TELEGRAPH CORPORATION 
COMPONENTS DIVISION + 100 KINGSLAND ROAD « CLIFTON, WN. J. 


in Conada: Stendard Telephones and Cables Mfg. Co. (Canada) itd., Montreal, P.Q. 
Export Distribytors: International Standard Electric Corp., 67 Brood St., New York 
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“THE PRINCIPLE OF HING” | NEW 
MEANS ANYTHING BOOKS 


Mathematics of 
Engineering Systems 


Derek F. Lawpen, M.A., Sr. Lec- 

| turer in Math., College of Technology, 

only 2 Birmingham, England. 8} x 5} in., 
—_ 380 pp. Published by John Wiley and 

° Sons, 440 Fourth Ave., New York, 


moving P N. Y. $5.75. 
P This book presents a number of 
paula mathematical methods which can be 


used to analyze the behavior of a large 
HELP MAKE . | number of physical dynamic systems 
ROPERS > such as electronic amplifiers and os- 
. cillators, electric circuits, servomech- 
DEPENDABLE = anisms and regulators, the behavior 
. ; of which can be expressed approxi- 

mately in mathematical form. 

Since the book is a mathematica! 
text, the emphasis has been placed 
throughout on the mathematica! 
methods being described, rather than 
the engineering problems being solved. 
However, no mathematical method 
has been treated entirely in the ab 
stract, but each is used to solve a 
number of practical problems. Many 
other examples of the use of the 
method are suggested to the reade1 
in the sets of exercises included. 

The various methods of mathe 

——_ ‘ =| matical analysis have been gathered 
out enten oy ety together and developed in logical se- 
the pump discharge line quence to form a modern course of 

: applied math. They provide a link 
between the conventional calculus 


SMCOTH AND QUIET FLOW... textbook and the theory of functions 
EQUAL EFFICIENCY IN EITHER DIRECTION re ppm fgeeaelthae 
mathematical analysis of dynamic 

HOW IT OPERATES — The unmeshing of the gears produces a systems. 
vacuum, drawing the liquid into the tooth spaces. The liquid is Linear differential equations with 
carried between the teeth and case to the opposite side of the constant coefficients are treated in 
pump. The meshing of the gears forces the liquid into the dis- | one chapter using classical methods 
charge line. This is a positive displacement pump. The Roper of solution, and in another using 
principle is simple in design. It has only two moving parts — modern methods including response 
equal size pumping gears — operating in a case with proper | of linear systems to unit step func- 
amount of clearance to promote high efficiency and long life. | tions and to standard sinusoidal in- 
puts. The Fourier analysis is ex- 
GEO. D. ROPER CORPORATION 38] Blackhawk Park Ave., Rockford, Ill. panded at length and nonlinear dif- 
| ferential equations are treated in de- 

| tail. 

Send for helpful handbook Te) DE R Development of solutions, practical 


“ —_—_ application examples, and associated 
HOW TO SOLVE PUMPING PROBLEMS” Rotary Pumps | drawings and diagrams have been 


(Continued on page 413) 
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CONTROLS COMPANY 


Robertshaw-Fulton Controls Company 
Greensburg, Pennsylvania 


Gentlemen: 
Please send detailed information on your type EA 
thermostat. | am interested in application for 


COMPANY 
ADDRESS. ; 
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can often mean tremendous savings in production 


SUCCESS OR FAILURE of your new product or tim- 
ing device may well depend upon cost of production. 
It may be sound in principle and design .. . may meet 
a specific need . . . but if it costs too much to make, 
out the window it goes. 

Often a slight change in motor application or 
gearing will enable you to trim manufacturing costs 
to a practical and profitable figure. It is here that Syn- 
chron engineers can help materially. Just tell us what 
is expected of our motors* ... the general nature of 
the job the mechanism is to do, performance charac- 
teristics, and the proposed method of mounting. Send 
along a sketch if possible. 





; 





Established 1907 
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SYNCHRO 






Our engineers will submit their suggestions and 
a sample motor . . . assistance which may save you 
many costly hours of research and testing. This service 
is strictly confidential, and available without obliga- 
tion to established, rated organizations. 

Get in touch with your SYNCHRON representa- 
tive or write direct to the factory. You will receive 
prompt, efficient and courteous attention. 


FACTORY REPRESENTATIVES: 

Wesley & Fromm, 5254 W. Madison St., Chicago, Ill. 

R. H. Winslow & Associates, 123 E. 37th St., New York, N. Y. 
Electric Motor Engineering, Inc., 8255 Beverly Bivd., Los Angeles, Cal. 
Cable-Hight Co., 1900 Euclid Ave., Cleveland 15, Ohio 

Lawrence Sales Co., P. O. Box 13026, Dallas, Texas 


*SYNCHRON synchronous motors operate smoothly and 
quietly in any position, at temperatures from —40° to 
+140° F. ... start instantly under load . . . pull up to 
20 in. oz. at 1 RPM. Available in 42 speeds from 0.8 
RPM to 600 RPM. 


SYNCHRONOUS MOTORS, TIMING MACHINES, CLOCK 
MOVEMENTS, AND MAGNA-TORC D.C. MOTORS 


HANSEN MANUFACTURING CO., INC. PRINCETON 5, INDIANA 
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PUBLISHED 


GET THE METALWORKING FACT YOU WANT 
WHEN YOU WANT IT..- 


That's what you now get, 100% 
in this new handbook 


Here's outstanding news for all concerned with metalworking in 
its technical planning and production stages. Now you can have 4 
famous reference book, of long-standing reputation, in entirel 
modernized form. 


Now, THE NEW AMERICAN MACHINIST'S HANDBOOK brings you today's 
practice--today's needed data--in profusion. In it you will find 
1579 pages of dependable facts to speed up and simplify your work in 
shop and drafting room. 


». q<——— See The KES inside 
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THE BIGGEST IMPROVEMENT 
IN NEARLY 50 YEARS 
»--& brand new working tool for you 


--80% REWRITTEN ; ff 
--REARRANGED TO CONTAIN MORE FACTS...GIVE QUICKER 
REFERENCE | 
--HUNDREDS AND HUNDREDS OF NEW FACTS...FIGURES... St 
IDEAS...METHODS th 
Through nearly 5 decades, the American Machinists' Hand- \ ch 
book has appeared in 8 editions. Each one was an improved 
version of the previous one. Altogether they sold hundreds of j to 
thousands of copies. Now, a greater-than-ever improvement in sh 
the book has been necessary. A huge number of new facts had , ; 
to be added. Considerable rearrangement was needed, to allow j ch 
Space for much more information and to give easier, quicker ' 
reference. With all this, the Handbook had to be published | fit: 
as an entirely new book. f 
In 


thi 
pe 
SO 


up 





a 
ed since 195° 


erving metalworking c 
ly rapid — ; 


Preface 
written and revis 


, e . » 
on completely r of the exceptiona 
j achinin ’ 




















improvement - 
; t i ractl 
steels; 20 importan ; chine-too and Pp 
many ce, Mm andards, ©". dustt 
— rae vices drafting gree the technology ee with the indus 
n : n ’ . 
ae equipment. 1 and broadene 5 naricae economy. w America® 
ra . a oe i ew + 
of metalwork yeh - ro ov edopenent of “The 
son to the hh d to the 
expansion . le 



















“L answer your 


machine shop questions” aa 














Suppose a man could carry thousands of facts in mind and recall 
them instantly and accurately. Suppose he could describe ma- 
chines, tools, and miscellaneous equipment—give the facts needed } 


to work with them—advise you as to the preferred methods of scores of leading 





shops—draw schematic diagrams for you—help you estimate production time and | 
choose feeds, speeds, or pressures—give you details or data on parts, materials, | 


fits, etc., on hundreds of items. 


In short, suppose someone came along and offered you such a complete service as 
this—how much do you think it would cost? Provided any such walking encyclo- 


pedia could be found, how much do you think it would cost to retain his services, 





so that you could get answers to your questions immediately, as problems came 


life — conservative 


up, day by day, week by week, month by month, without delaying work? 

r minute — higher 
T og e.e itable actuation. 
The cost probably would be prohibitive—yet the practical equivalent of such service | onsumption 
gres (for accurate 


is available. You'll find everything outlined above, and more, in The New Stine: ana 


eas — a . , ‘“ —_ an” «a and < rec 
American Machinist’s Handbook. Here is your “answer man”—carrying a wealth yaar 


) of the most vital and wanted machine shop information—drawn from 
nper-proof housing. 
P : at : > > ’ . . “ cost enclosure with 
authoritative sources—classified and presented for easy use. And you can oe oan 


\ 


take it into your shop—have it complete and always ready for use—at low cost. | 


| 
the NEW ———~—— 


American Machinist's HANDBOOK 


Edited by RUPERT LE GRAND 


Senior Associate Editor, American Machinist 


ws. 


ment and Standard- 
r 60, 40-50, and 25 
ill voltages to 150. 





Based upon earlier editions of American Machinists’ Handbook 
edited by Fred H. Colvin and Frank A. Stanley 


1579 pages, 5% x 8, 774 illustrations 
$11.00, payable $3 in 10 days and $2 monthly 
COMPLETE CONTENTS INSIDE 
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Here is an outstanding and helpful authority for every 
shop man who wants to get the most out of his own time, 
equipment, and material, or the men he supervises. In small 
contract shops, in gigantic plants, thousands of copies of 
earlier editions are aiding shop executives, engineers, tool 
designers, draftsmen, master mechanics, operators, and 
apprentices, to get better results at lower cost. Now, in its 
completely reorganized and improved form, The New 
American Machinist's Handbook more than ever warrants 
being called the “‘bible” of metalworking, machinery manu- 
facturing, and allied industries. The less-than-actual-size 
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reproduction of the book at the right can only suggest h 
it carries out this idea. Every one of its 1579 pages refle 
modern and approved practice to the same degree. Th 
sands of facts, figures and formulas, hundreds of diagra 
and tables, scores of shop standards, short-cuts, and tir 
savers are given—a selection of material of great range 4 
usefulness. And though encyclopedic in scope, the book 
concise and compact enough to be placed on a corner 
your desk or bench, always ready for constant reference z 


instant help when you need it. 
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cover every major phase 
of machine shop and 
drafting room work 

PART. 1. MACHINING METHODS 


Section 
1. Broaches and Broaching 
2. Drills and Drilling 
3. Files and Burrs 
4. Gears, Splines, and Serrations 
5. Grinding, Honing, Lapping, and Superfinishing 
6. Milling and Milling Cutters 
7. Planing and Shaping 
8. Reamers and Reaming 
9. Saws and Sawing 
10. Threading Processes and Thread Systems 
11. Taps and Tapping 
12. ‘Turning and Boring 
13. Screw-machine Work 


PART 2. METAL-FORMING METHODS 


14. Metal Spinning 

15. Pressworking and Cold-roll Forming 
16. Forging, Upsetting, and Cold Heading 
17. Cold Working of Metals 

18. Die Casting 

19. Babbitting of Bearings 


PART 3. ASSEMBLY METHODS 
20. Arc Welding and Surfacing 

21. Gas Welding and Oxygen Cutting 
22. Resistance Welding 


23. Brazing 
24. Soldering and Soft Solders 


PART 4. MATERIALS 

25. Steels and Irons 

26. Nonferrous Metals 

27. Heat-treatment of Metals 

28. Gages, Tolerances, and Weights of Metal 
Products 


PART 5. FINISHING OF METALS 
29. Metal-cleaning Processes 

30. Plating and Metal Coating 

31. Paint and Painting 

32. Electrolytic and Chemical Finishes of Metals 


PART 6. INSPECTION 

33. Limits, Fits and Tolerances 

34. Measuring and Gaging Equipment 
35. Tapers and Dovetails 


PART 7. FASTENING DEVICES 


36. Bolts, Screws, Rivets, and Washers 
37. Keys and Pins 


PART 8. TOOL ENGINEERING AND 
DRAFTING PRACTICE 
38. Jig and Fixture Details 


39. Drafting Practice and Engineering 
40. Surface Finish 


PART 9. MACHINE-TOOL 
STANDARDS 

41. Standard Machine-tool Elements 

42. Machine-tool Inspection 


PART 10. POWER-TRANSMISSION 
EQUIPMENT 

43. Chain, V-belts, and Motors 

PART 11. MATHEMATICS AND 
TABLES 

44. Mathematics 

45. Reference Tables 





ERE is a treasury of the kind of machine shop 
1] information that will help every man to save 
time and avoid trouble in his own work, to go ahead 
on any job with confidence, and to improve his skill, 
reputation, and earning power. And, over all, the 
shop benefits, too, in time saved in set-up and opera- 
tion, in reduced delays and spoilage, and in improved 
results. 


To give you clear facts—the most needed and im- 
portant facts to get these benefits—plainly and con- 
veniently presented—is the function of this Handbook. 
To accomplish it, years of preparation have been 
spent, and many sources of data and experience 
drawn on. 

Useful facts clearly presented 

Just think of being able to find the answer—the 
dependable answer—to almost any question—quickly 
—layouts, feeds, speeds, tools, jigs, fixtures, mate- 
rials, standards, tolerances—any detail of machine 
shop or drawing room practice. On page after page, 
similar to the few reproduced in reduced size here, 
The New American Machinist’s Handbook presents 
information that you need, in the form in which you 
best can understand and use it. Note that, although 
reduced by 35% from the actual size of the Hand- 
book, these pages are easily readable—the illustrations 
are clear and simple. As to content, these few samples 
can only begin to suggest the scope and variety of 
material in the 1579-page Handbook—literally thou- 
sands of facts, easily accessible. 


Metalworking practice and d 


From this book you can get facts in profusion— 


descriptions, definitions, methods, pointers, formulas, 





















—— 


reference material—covering all the major areas of 
metalworking—the processes involved in manufac- 
turing a product from raw stock (forging, casting, 
bar stock, or sheet metal), to the finished product 
(painted or plated), ready for shipment. Over 600 
pages give information on machining methods from 
turning and boring to honing, lapping, and super- 
finishing. You'll find 10 basic steps, with formulas 
and examples, for making a milling set-up, a simpli- 
fied method for indexing even though indexing tables 
for various makes of dividing heads are not at hand, 
and a concentrated section on the special require- 
ments of drilling various different materials. Besides 
many sections like these, there is page after page of 


tabular material for constant reference. 


There is much information for the designer of 
stampings and the die designer, and on cold working 
of metals including the extrusion process. Volumi- 
nous notes and sketches on good and bad practice in 
resistance welding and brazing—heat treatment and 
metallurgy for the shop man, including processing 
times and temperatures for a number of steels—ref- 
erence data on jig clamps, pointers on jig design, point- 
ers on lower cost design, mechanisms fer specific mo- 
tions, springs and spring calculations—these are just 
a handful of topics on which the Handbook gives 


vou working methods and data. 


Like having a corps of experts advise you 


All of this material comes from the experience of 
experts. Well-known shop men and engineers have 
assisted in compiling and checking the mass of data. 
Leading industrial concerns have contributed meth- 
ods which they have tested and found satisfactory in 


actual practice. Engineering societies have opened 


McGraw-Hill Book Co., Inc., 
327 West 41st St., New York 36, N. Y. 


ui 


Send me Le Grand’s THE NEW AMERICAN MACHINIST’S HAND- 
BOOK for 10 days’ examination on approval. If satisfactory I will send 
(Check one) [) $3.00 in 10 days and $2.00 a month until $11.00 is paid; 
or () the full purchase price. Otherwise I will return the book postpaid. 


RII, cinipitigisicmnneavertnttniettishinesnastinnnslintieniiantinttias 


LEE LO RES 
For price and terms outside U. 8. write McGraw-Hill Int'l., N. Y. C. PE-11 


their files of standards and specifications.. The editor 
writes from over 30 years’ experience, both in actual 
shop work and in long observing and reporting the 
practices of leading shops all over the country. There 
are few who know the whole field of metalworking 
as well—and what is more, know from practical 
experience what to select, what to reject, and how 
to present it in the most usable form for the practical 


man. 


A complete reference lib: 


in one handy volume 


In one convenient, well-bound volume, The New 
American Machinist’s Handbook fills all practical 
needs of the man in metalworking. It would take 
months of effort to collect, and a good-sized book- 
case to hold the mass of data which Rupert Le Grand 
has assembled and concentrated into this Handbook 
for you. This service alone is worth many times the 


price of the Handbook. 


But of even more importance is the point of having 
this material available when you need it. Think of 
being able to go ahead at any time, knowing that you 
are right—of being an authority, with the wealth of 
expert guidance in the Handbook behind you, on any 
question that may arise in practical work. Think of 
having the cream of the knowledge that has taken 
many men many years to develop right at your elbow. 
Weigh this against the low price of the Handbook, 
and decide to send for a copy at once. Over half a 
million copies of earlier editions of the Handbook 
have been sold—overwhelming proof that machine 
shop men have found the book just what they wanted 
for practical aid in their work. You will too; send 
the card today. 


MAIL THIS McGRAW-HILL FREE EXAMINATION FORM 





SAVE! We pay delivery cost if 

you send remittance with 
this form. Same examination and 
return privilege. 
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—Rules for broaching various materials, plus 
trouble-shooting 


Standard sizes of straight and taper-shank drills, 
plus the automotive series and small and micro- 
scopic drills 


Data on drill grinding and speeds for various 
materials 


New data on hand files, band files, rotary files, 
and burrs 


Exceptionally complete section on gearing, em- 
phasizing elements of gear teeth, tooth parts, 
formulas for various types of gears, plus in- 
spection details 


Details of fine pitch gears now much used in 
instruments and military equipment 


—How to hob spur, helical, and worm gears 


Accurate milling of bevel gears for replacement 
or experimental use 


Extensive tables of grinding-wheel recommenda- 
tions for various kinds of parts and materials 


Dressing and truing of grinding wheels 
Lapping of steel and cemented carbides 

—Ten basic steps in making a milling setup 
Milling speeds for ferrows and non-ferrous metals 
Feeds per tooth for milling various materials 
How to sharpen milling cutters and end mills 


Speeds for planing with HSS, cast-alloy and 
carbide tools 


—Reaming speeds and lubricants as required 
for various materials 


Stock allowances for reaming 


Application of power hacksaws, circular saws, 
bandsaws, and friction saws 


Details of six methods of cutting and forming 
threads 


Grinds and lubricants for radial thread chasers 


Formulas for three-wire measurement of screw 
threads 


—New Unified thread sizes 


Both old and new Acme thread standards to suit 
needs of several industries 


New watch, instrument, and buttress threads 


The three types of American pipe threads, their 
elements, manufacture and inspection 


How to select machine taps and tap chasers 


Tapping speeds and lubricants 


—How to grind a tap, particularly in reference 
to the hook angles for different materials 


Standard terminology for single-point tools (lathe 
and boring machine) 


Design and application of carbide tools 

Diamond turning and boring tools 
—Cutting-fluid selection 

Hole-circle layouts for jig boring 

Machinability of metals and tool life 

Estimating machining time 


How to machine metals ranging from aluminum 
to titanium, plus plastics 


Design of form tools 

Estimating screw-machine work 

Rules for metal spinning 
—Design of stampings 

Presswork formulas 

Punch and die clearances 

Bend allowances for sheet metal 

Springback control 

How to select a mechanical press 

Cold-roll forming of strip 
—Design pointers for forgings 

Construction of die-casting dies 

Standard alloys used for die castings 


How to select babbitt and to babbitt a bearing 
shell 


Design of arc-welded joints and selection of 
electrodes 


—How to arc-weld a variety of materials 


Processes and equipment for gas welding and 
cutting 


Good and bad practice in resistance welding 27 
typical types of assemblies 


Proportions of embossed projections for resistance 
welding 


—Brazing alloys and brazing temperatures 
Good and bad joints for brazing 
Kinds of solders and metals that can be soldered 
New standards for constructional and die steels 
Properties of cast irons 


Properties of aluminum, magnesium, copper al- 
loys, nickel alloys and titanium 


Definitions of heat-treating terms 
—Heat treatments for carbon and alloy steels 


Hardening, quenching, tempering, annealing, and 
normalizing of steel 


Casehardening procedures by carburizing. car- 
bonitriding, gas nitriding, liquid nitriding, flame 
and induction hardening 


—Hardness testing methods 
—Heat treatment of tool and die steels 
Heat treatment of non-ferrous metals 


—Gaging systems and gages for sheet metal and 
wire 


Dimensional tolerances of bars, sheet, strip and 
wire 


Weights of bars and sheet, ferrous and non-ferrous 


How to clean copper alloys, aluminum, and 
magnesium 


—Plating procedures for a variety of metals 
Selection and application of paints 


How to make force, shrink, and expansion fits, 
with charts and formulas 


Illustrations and notes on how to express tol- 
erances and limits on drawings 


—Calculation of tolerances for coordinates in 
a jig-borer layout 


The optical flat and sketches of how to check 
flatness, length, and parallelism 


Sine bar tables and examples 
Gage-design standards 


—Tolerances for plug and ring gages—Mil 
Standard 


Tables of sizes and dimensions of machine screws, 
capscrews, setscrews, wood screws, tapping screws 


Sizes of standard bolts and nuts, rivets, plain 
washers, and lockwashers 


Dimensions of dowel, straight, clevis, taper, and 
cotter pins 


—Standard jig bushings 


57 illustrations of how to apply clamps, equal- 
izers, leaves, jacks, vises, locks, and index mech- 
anisms to jigs 


Standard drafting practices and symbols 


—7 basic rules for dimensioning and 43 illus- 
trations of examples of how dimensions should 
be applied 


— Pointers on how to achieve lower-cost designs 
Basic types of cams and linkages 
—Sorting and feeding mechanisms 
Formulas and tables for design of springs 
—Measurement of surface roughness 
—How to inspect a lathe for accuracy 
Design of chain drives 
Application of hydraulic cylinders 
New frame sizes for ac motors 


Design of V-belt drives 


These are just a few of the subjects covered— 


typical of the many practical helps you can get from this book 








Welded pressurized housing for 
airborne electronic equipment 


Strong,sound, 
lightweight 
welded 

assemblies 


Magnesium is easy to weld by the 
inert gas shielded are method. 


Welded joint strengths are high; 
using AZ31 alloy sheet, the joint 
of the 
all weld bead 
If a bead is 


left, strengths can equal or exceed 


strengths average 86% 
with 
ground off smooth. 


parent metal 


the parent metal strength. 


Magnesium welds are not subject 
to microporosity so common with 


many metals. The average mag- 
nesium weld is sound and pressure- 


Where the 
enclose his 


tight. designer must 


electronic equipment 
in a pressurized heat exchanger, 
magnesium is his most satisfactory 
material... and the added bonus 


is light weight. 


B&P engineers will help you re- 
B&P offers 


industry’s 


design in magnesium, 
the magnesium most 
facilities for fabrication 


Your 


complete 
and assembly. 
inquiry will bring 
answers to problems 
of magnesium weld- 


ing: this Sty 
booklet. ee, 


BROOKS & PERKINS, INC. 


‘yy 1956 West Fort Street 
Detroit 16, Mich. 
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New Books continued 
designed to assist the reader studying 
on his own to become proficient in 
the use of methods outlined. The 
text accomplishes this aim very well 
It is highly recommended for engi 
neers wishing to bring their mathe 
matical background on dynamics up 
to current methods 


Elements of Machine Design 


Brooklyn 
and GEORGE 


I MANUEI ROSENTHAL, 
Technical High School, 
P. Biscuor. E. New York Vocational 
High School. 6 x 9 in., 233 pp. Pub 
lished by McGraw-Hill Book Co 

Inc., 330 W. 42 St., New York 36, 
N. Y. $4.50. 

Theory of machine design simpli 
fied for students in technical institutes, 
high schools and trade schools. After 
a survey of metals and their proper 
the text discusses problems in 
applied mechanics, 
sion, and dynamic load 
ings, and analyzes the design of prin 
cipal machine parts. 


ties, 
powel! transmis- 


stresses for 


Che treatment, 
based on the problem approach to 
learning, is rational, 


highe 


yet avoids the use 


mathematics 


Analysis of Deformation— 
Experiment and Applied Theory 


Kerra Swaincer, Ph.D. (Eng.), 
London. 54 x 8 in., 365 pp. Published 
by The Macmillan Company, 60 
Fifth Ave., New York 11, N. Y 
$13.5 

“All substances deform under ap 
plied loads. This phenomenon is the 
aspect of natural science considered 
in the present work after imposing 
certain idealizing restrictions to bring 
such a wide subject within the scope 
of one set of mathematically linear 
equations.” This introduced the for- 
mulation of the theory in Vol. I of 
this treatise and indicates the general 
attitude adopted. 

In the second volume the theory 
is applied and the available experi- 
mental evidence is examined for the 
equilibrium deformation of various 
solids having various boundary con 
ditions. 

Volume I needed to be rigorous 
since it considered the mathematical 
consistency of the present theory. 

(Continued on page 415) 


Or 


you: can 


> LONGER 
> FASTER 


50 million count life — conservative 
rating. 

1000 counts per minute — higher 
speeds with suitable actuation. 


7 watts power consumption 
Balanced armatures (for accurate 


performance on airborne equip- 
ment). 


Quiet operation. No AC hum when 
energized. 


Dust-resistant, tamper-proof housing. 
One-piece die-cast enclosure with 
close fitting cover secured with 
concealed screws. 


Available in Basement and Standard- 
mount Models for 60, 40-50, and 25 
cycles, also DC all voltages to 150. 


” 702- 10 W. Jackson 


Chicago 6, illinois 
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Automation and Bristol 
Through-Broached Screws 
cut assembly time at Burroughs 


BURROUGHS, DETROIT, reports that Bristol patented 
Through-Broached Socket Screws, hopper-fed to a 
power screwdriver, cut in half the time required to 
insert set screws in critical stop dogs for their Sensi- 
matic Accounting Machine. 

THAT’S NOT Att. Machine-fed Bristol screws not only 
eliminate a tedious hand operation, but also cut loss 
of screws due to dropping and cross threading. 

HOPPER-FEED is no problem with the double-ended, 
symmetrical Bristol Through-Broached Socket Set 
screw. It has all the hold- 
ing power of a standard 
socket set screw but, to 
facilitate machine assem- » 
bly, the socket is broached ' 
all the way through so it 
can be inserted froms 
either end. 

Write to The Bristol 
Company, Socket Screw 
Division. A55 | 


LARGE AND SMALL—WE MAKE THEM ALL 


Bristol's Hex Socket Screws Bristol's Multiple- 


<> 
Spline Socket 
7 
> <=>») 
“uric dit 
=: 1 


Standard in sizes as small as No. 0 in Nioy Stee! on jG #, 


SAVINGS in $TEEL 


~ Abumicee 


Coating Process 


iin many cases, expensive high alloy strategic steels may be re- 
‘otemed with low alloy steels which have received the ALUMI- 
COAT Molten Aluminum Coating Process. Under high temperature 
conditions, these low alloy steels would ordinarily oxidize and 
| scale, but after the application of the ALUMICOAT Process, 
they have proven superior to strategic alloy steels. 


The Alumicoat 
Process has been 
TABLE SHOWING ALUMICOAT PROTECTION successtully applied 


Temp. Time Chonge in 


Stee! Somples , tm wae to Jet Aircratt 
WITHOUT ALUMICOAT Components, 
18-8 Chromium Nickel 1.390 24 © - 17.0% Petroleum Refinery 


25-20 Chromium Niche! 1.350 4 83% . 
Sei Gieemistiien t2mm. te sat Equipment, Exhaust 


WITH ALUMICOAT Manifolds, Diesel 
Plain Steel 1399 192 + 0.1% Engine Components, 
18-8 Chromium Nickel 1,350 192 ~ O1% etc Full details 


Plain Steel 1.700 48 + 03% . 
18-8 Chromium Nickel 1,700 48 0.0% of the Alumicoat 


nite cowadian eoate wes tapes « , Process will be 
furnished upon 
request. 


The above table showing ALUMICOAT 
protection, is a factual report of the pro 
tective capacities inherent in the application 
of this process to different metals at different 
conditions 


ARTHUR TICKLE ENGINEERING WORKS, INC. 


21-D Delevan Street ¢ Brooklyn 31, New York ¢ MAin 5-4200 


sutut FOR TOUGH SERVICE 


ALL TYPES « ALL SIZES 


MACHINE TOOL 


SOLENOIDS 


Dormeyer offers you the widest variety of solenoids available 
to industry. Engineered to your specifications from finest 
quality materials, they outlast equipment life. 


Records show Dormeyer Solenoids in operation for over 17 mil- 
lion cycles are still operating as smoothly as the day they were 
installed! You can get this same rugged performance for 
your application. Prompt delivery on any quantity. 


Send specifications for prompt estimate— no obligation. 
Request catalog. 


DORMEYER INDUSTRIES 


FACTORIE N CHICAGO AND KENTLAND, INDIANA 
3414 MILWAUKEE AVENUE CHICAGO 41, ILLINOIS 
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New Books continued 


Vol. II is more concerned with “prac- 
tical” aspects, so that in some cases 
approximations have been made in 
the intuitive, engineering sense as 
required, but always indicating the 
nature of the approximation when 
compared with the rigorous theory. 
Thus, the present volume is intended 
for the research engineer, expeti- 
mentalists and physicists without un- 
duly emphasizing the mathematics 
from which this subject cannot be 
divorced. If the reader desires more 
detail of basic formulation, then Vol. 
I gives it. Other topics, such as thin 
plates, buckling, stress propagation, 
vibrations, will be treated in subse- 
quent volumes 


Proceedings, 1954, ASTM 
64 x 9 in., 1412 pp. Published by the 


American Society for Testing Materi- 
als, 1916 Race St., Philadelphia 3, 
Pa., $10. 


The Proceedings are published an- 
nually and include all reports and 
papers, together with discussions, ac 
cepted by the ASTM during the past 
year. 


Theory of 
Alternating-Current Machinery 


ALEXANDER  S. Dean 
Emeritus, Schools of Engineering and 
Architecture and Professor Emeritus 
of Electrical Engineering, Washing- 
ton Univ. 2nd edition, 9} x 6} in., 
666 pp. Published by McGraw-Hill 
Book Co., Inc., 330 W. 42 St., New 
York 36, N. Y. $8.50. 


As in the previous edition, the text 
covers the basic theory underlying 
the design and operating characteris- 
tics of all types of electromagnetic 
machines used in power applications. 
A new chapter dealing with the funda- 
mental principles of mercury-arc 
rectifiers and inverters has been added. 

The greater part of the original text 
has been rewritten and the material 
rearranged to enhance its understand- 
ing by the average student. Important 
formulas are consistently presented in 
terms of the rationalized mks system 
of units, and the terms “phasor” and 
“phasor diagram” are used in accord- 
ance with ASA _ recommendations. 

Continued on page 416 
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nl a Do You Wait 





Delays in personal service are 
annoying, but delays in deliveries 
can cause substantial losses in pro- 
duction and sales. 


You can avoid these costly de- 
lays by specifying Mass Gears. 


Prompt and attractive quotations 
can be obtained by sending your 
prints to Mass Gear. 





“Cy, To Be Served 


at Lunchtime? 








husetts Gear & Tool Co. 
WOBURN, MASS. 


fn ne 
( how do you hand e it? 
Ee api 4 yea 


PUMP IT 


with a 


VIKING 


Most of the nationally known compan- 
ies pump many sticky liquids with 
P-O-S-I-T-I-V-E VIKING ROTARY PUMPS. 


The Viking “gear-within-a-gear” action 
and port designs allow such material 
to readily enter the pump. The non- 
slip action of the gears forces the 
liquid out in a steady volume. 


Capacities 42 to 1050 GPM. 750 cata- 
loged models. Thousands of special 
designs. 


Investigate today the smooth, even 
flow of Vikings handling either viscous 
or thin liquids. To start, ask for bulle- 
tin series 55Sx. 


VIKING PUMP COMPANY 


Cedar Falls, lowa, U.S.A. 


THE ORIGINAL "'‘GEAR~WITHIN-A-~GEAR'' ROTARY 


In Canada, it's “ROTO-KING” pumps 
PUMP 








New Books continued 


This edition incorporates a_ radical 
change in the order of presentation. 
Chapters on circuit theory are elimi 
nated since their content is bette: 
presented in other courses. The re 
maining material has been so arranged, 
both with respect to the sequence 
of chapters and the sections of indi 
vidual chapters, as to enable an in- 
structor to adapt the text to meet the 
need of an introductory course with 
out destroying continuity. 

New materials also include an 
analysis of harmonics in T-connected 
transformers, a topic not elsewher 
presented; and new derivations of 
formulas for the calculation of leakage 
reactance and other important para 
meters of all forms of rotating ma 
chines. The concluding chapter on 
mercury-arc_ rectifiers and _ inverters 
is new and an important feature is 
the derivation of a simple formula, 
not given in other American texts, 
which summarizes the separate and 
combined effects of overlay and phase 


WOVEN WIRE CONVEYOR BELTS control upon the voltage regulation 
of the device. 
provide continuous, low-cost processing and handling 


Open mesh construction of woven wire belts lets process atmospheres 
circulate freely for uniform cooling, heating, drying . . . provides flash 
drainage of solutions, rapid washing, quenching, cleaning, draining. Metal-to-Metal Adhesives 


Whether you’re designing machines for your own operation or for resale, For the Assembly 
you can eliminate batch handling, cut costs, provide continuous produc- of Aircraft 
tion at controlled rates of speed with moving woven wire belts. 


All-metal Cambridge Woven Wire Conveyor Belts are corrosion resistant meee by Re a etal yrs i } 
and impervious to damage from constant operation at temperatures from itor of — astics | + . 

sub-zero to 2100° F. They have no seams, lacers or fasteners to wear more in, 66 pp. I ublished by Western 
rapidly than the body of the belt . . . no localized weakening. Business Publications, 274 Brannan 


No matter how you look at it, CAMBRIDGE Woven Wire Conveyor St., San Francisco, Calit. $4. 

Belts are invaluable aids to AUTOMATION .. . help beat your biggest Anyone concerned with design of 
competition, COST. They are made in any size, mesh or weave, from any metal-to-metal adhesive-bonded struc 
meta! or alloy. Special raised edges, cross-mounted flights and other sur- 


: ) tures should find this publication val 
face attachments are available to hold your product during movement. 


uable. It is a well-edited digest of 
~ MBBS, ANNEALING BRASS Call in your Cambridge Field twelve papers presented at a confer 
* PARTS...Process at- Engineer to discuss how you ence on “Metal-to-Metal Adhesives for 
mosphere circulates can cut ultimate costs by contin- ” 
; the Assembly of Aircraft”, held at 
freely through open uous operation. You can rely ‘ “Ree 

mesh of Cambridge on his advice. Write direct the University of California in Los 
belt and around or look under “BELTING, Angeles, Sept. 9, 10 and 11, 1954, 

small or large parts. Mechanical” in your classified and sponsored jointly by the Unive: 
telephone book. r 
ASK FOR FREE 130-PAGE REFERENCE rine "Pic Tine hae EE oy eee 

MANUAL illustrating and describing Selig: ndustnies Association of America. 
woven wire conveyor belts. Gives mesh eqn Important factors discussed include 
specifications, design information and (:- . environmental influences and_ the 
metallurgical data. : 


sity of California and the Aircraft 


physical nature of adhesives as bond 
ing factors; reduction of solvent costs 


The Cambridge Wire Cloth Co. through applications of high viscos 


ity adhesives by extrusion; influences 


which affect the bond strength on 


WIRE eho METAL t—- SPECIAL Department P aluminum alloys; materials—and proc 


ciotHy || | GamvevORTT METAS Cambridge 11, Maryland ess-inspection methods—for adhesive 
oooh empersegskecre bonded honeycomb structures; appli 


OFFICES IN LEADING INDUSTRIAL AREAS (Continued on page 417) 
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Siliconeg) 


rubber parts 


STALWART 
...can be the 
answer to your 


rubber >» 
parts » a 


problems 


—= 


involving | 





extreme 
temperatures 
up to 500°F 


down to-120°F EE 
wute tod 


ask for 
bulletin 


TALWART 


RUBBER COMPANY 


Mfg. Plonts in Bedford, Ohio and Josper, Georgia 
166 Northfield Road ® Bedford, Ohio 
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New books continued 
sandwich” 
panels, various fastening methods that 
can be employed, test methods and 
sample test results. 
Also included are 
insert edge-bonding design methods 
for diffusing concentrated loading 
tolerances, adaptability to adhesive 
bonding and _ structural competencc 
of six representative sandwich-pancl 
edge designs; tension, compression, 


cation of attachments to 


bonded-in and 


deflection, strain and facing-stress data 
tables for uniformly loaded sandwich 
panels; evaluation of stresses existing 
in bonded plastic laminate lap joints; 
design procedure for honeycomb con- 
structions; as well as some advantages 
and limitations of such design. 

Most illustrations, of which there 
are 41, are exceptional in detail; 
and the 16 graphs are adequate in 
size and easily read 


Discontinuous 

Automatic Control 

Stanford 
Published 


University 


IRMGARD FLucce-Lorz, 
Univ. 6 x 9 in., 168 pp 
by the Princeton 
Princeton, N. ]. $5. 


Press, 


Although published in 1953 a 1 
cent emphasis on the use of discon 
tinuous control for machine-tool 
applications has warranted review of 
this book, since available publications 
on this subject are scarce. 

Discontinuously working elements 
(on-off controls) are widely used in 
automatic contro] systems. From an 
engineering point of view they are 
attractive because they are nearly al 
ways simpler, more rugged, and 
cheaper to build than continuous con 
trols, but prediction of their effect 
in the controlled system is sometimes 
complicated. Owing to mathematica 
difficulties and the problem of avoid 
ing unwanted 
have frequently avoided discontinuous 


transients, cngincers 
control in systems where it would havc 
been preferrable to continuous con 
trol. This book, with its 102 dia 
grams, will be welcome fo engineers 
who preter visual presentation to for 
mal mathematical development. At 
the same time, the treatment of non 
linear differential equations given her 
will be important to mathematicians 

Discontinuous 


automatic control 


systems are assuming imcreasing in 
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GUARANTEED 
RIGHT ANGLE 
POWER TRANSFER 


CROWN 
MITRE GEAR UNITS 


. . transfer power at 90° angles... 
guaranteed to give satisfactory service. 

Ideal for all types of right angle 
problems, Crown Gear Units are com 
and engineered for 
industrial use. Completely enclosed, the 
Crown Mitre Gear Unit has a con- 
venient lubrication port, and provides 
four or five mounting flanges. 


pact, rugged 


Special models will be engineered 
and quotations submitted for any spe 
cific problem. Crown Gear Units are 
Write 
today for your distributor's name, or 


engineering details. 


available almost everywhere. 


CROWN 


GEAR @ 


a division of Harrington & Richardson, Inc. 
320 PARK AVENUE, WORCESTER 10, MASS. 


Over 120 leading dis 
tributors in 43 stotes, 
Crown Mitre Gear Units 
are where you want them 

. when you want them 


Sold in Canada by H. & R. Arms Co., Lid. 
Montreal 23, P. Q. 
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FREE 


YOUR PLANT EQUIPMENT 
FROM 
NUISANCE” SET-UPS 


STANDARDIZE with 
B-A BEARING COVERS! 





wee “BY “EY 
Descrip- | Bearing | Depth | “C” Bolt 
tion OD Rabbet 





#23-9 2.2500 ” / 3” 





#45-20 5.0000 “" 6” a 



































#35-25 6.2992 ¥ 74” | 8%" 6%” 





Savings aplenty when you standardize with 
B-A Standard Bearing Covers! 


NO MORE “nuisance” set-ups! 

NO MORE costly designing, drafting, de- 
tailing of your individual bearing covers! 
NO MORE costs for patterns, jigs, fixtures, 
gages, etc. 


... Just simply standardize with B-A Bearing 
Covers...in 14 sizes, 12 types, three 
depths. They fit all standard size ball 
and roller bearings—approved by 
all leading bearing manufacturers. 


NEW! Booklet on B-A Standard Bearing 
Covers . . . yours for the asking! Contains 
much informative design data. 


BEARING APPLIANCE CO. 
5823 GREENE STREET 
PHILADELPHIA 44, PA. 





BALL 


WORK-HOLDING. | 
heeds! © 


TOGGLE CLAMPS 
35 Types & Sizes 


Note These Features —Reomed 
Holes—Hardened Serrated Bushings — 
High Tensile Strength Rivets 


STANDARD 
FIXTURE CLAMPS 
15 STYLES... 136 SIZES 


===) COMPONENTS 

, Over 1000 different Types & Sizes 
available from stock. 
=o Write NEW TEMPLATE for CATALOG 


WEST POINT MFG. CO. 


26935 W. 7 Mile Road, «+ Detroit 19, Michigan 


Faster...pen and instrument filling 


s CARTER’S 
- SQUEEZE 
WM BOTTLE 

. INDIA 
INK 


it gets to the point 


New Electro-Polarized ink gives crisp clear 
Pinpoint apoli- | lines and details 


cator applies 


Uniform color throughout bottle because 
it’s electro-polarized to prevent settling. No 
amount of ink, | shaking necessary, Carter’s ink is com- 
where you want pletely opaque, uniformly black. 

it. Uses up last Drawings or renderings won’t chip, peel or 
crack. Get the bottle that is the applicator 
.... Carter’s Squeeze Bottle India Drawing 
Ink. — Conventional Bottles too, for brush 
work and dip pens. 


just the right 


drop. Can't spill 





Sold by leading Art, Blueprint, Drafting, 
Engineering and Stationery Suppliers 


THE CARTER’S INK COMPANY e Cambridge 42, Mass. 
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New Books continued 


portance in engineering applications, 
especially in devices such as missiles, step-base D E 5 i G | 
which must be expendable. Dr. 

Flugge-Lotz, who pioneered in this 

field in Germany and now continues 

her research at Stanford University, 

has shown how tedious computations 

can be replaced by graphical solutions. 

his study shows that for many pur- 

poses discontinuous control can work 

as well as continuous control, and that 

certain undesired phenomena can 

easily be avoided by a correct choice 

of the control characteristics. 


Pipe Friction Manual 


Hydraulic Institute. 84 x 11 in., paper- 


bound, 87 pp. Published by Hydraulic Cer, . 
Institute, 122 E. 42 St., New York : NOW AVAILABLE IN 


17, N. Y. $1.75. THE BASIC AND POPULAR 
Material in this manual is an ex- 

tension and rearrangement of the pipe AC RO 

friction data contained in an earlier 

publication entitled “Tentative Stand 


ards of the Hydraulic Institute—Pipe SNAP-ACTION ‘‘C’’ SWITCH 


Friction.” The data is based on 
information derived from twenty-two 


or EA @ PROVIDES LOWER COST, SCREW TERMINAL CONSTRUCTION 


Included are: tables of friction loss @ SIMPLIFIES CONNECTION TO TERMINALS 
for water in feet per 100 ft of wrought 


iron, steel and cast iron pipe in sizes ‘+ ae 6 ; sa 
from % to 84 in. dia; resistance The popular Acro “C”’ Switch has had its base lifted! Now 
coefficients for pipe bends, valves and the open terminal is located on a raised pad at the midpoint 
fittings; graphs of friction loss for of the switch base. The closed terminal and the common 
incompressible flow of viscous fluids terminal are at opposite ends of the base and at a lower level. 
ipe sizes i +h 12 in. ; ; 

for ws dlprapss from 3 through 12 _ These three, widely spaced screw terminals provide maximum 
viscosity index of various fluids; vis- 5 . 3 

anine ‘edamiiead clearance. Switch users will benefit from the lower costs of 
cosity conversion tables; and sample . : 
computations of various flow circuits. installation. 


Basic pipe friction and viscosity for- ‘ ‘ . - 
PY ¥ , ee Mechanically this Acro snap switch utilizes the famous 
mulas are given on the basis of con 


iitiction of the qian thete in Acro rolling spring principle proved superior through over 25 
tables. years of service. It’s the ideal switch for tough and must 
services such as aircraft and machine tools where maximum 
durability and vibration resistance are required. It’s available 
Plastics Tooling with all types of actuators. Write for data sheet today. 
Matcotm W. Rirey. 5 x 7 in., 123 
pp. Published by Reinhold Publish- ACRO SWITCH DIVISION 
ing Corp., 430 Park Ave., New York 
22, N. Y. $2.50. 
This sixth book of a series of pocket- 
size on timely subjects of interest to 
engineers and technicians is on plas 
tic tooling. It is in the form of a 
status report bringing up-to-date in- 
formation on resins, methods used and COLUMBUS 16, OHIO 
major applications 
It is pointed out that use of plastics Plants at Columbus and Hillsboro, Ohio 


(Continued on page 421) REPRESENTATIVES IN ALL PRINCIPAL CITIES 
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MORE WAYS TO 


SQUEEZE PENNIES 


OUT OF 


UPSET SPECIALS COSTS 


Specially designed upset products are solv- 
ing thousands of problems. Dozens of design 
pointers on them are yours for the asking. 
Send us your sketches, prints, finished pro- 
ducts for suggestions, 





+ 

ye An integral washer 

Mil’ seteuaniiietetas 
cost of an indented 
head part, and can 


save the cost of a i 
washer. _} 
’ 


] 
iTS 
, 
Seana A squarely , 
| sheared-off point 
: costs less than a + 
rounded or any 
other shape, and is 
j just as effective for 
; most purposes. 
i E 
i 
f 











: 


An unthreaded 
area of less diameter 
than the thread 
crests costs less 
than having both 4 
of the same 


diameter. YY 
| ‘ ¢ 
: ! 
] ” 
H " 
The lead of a } 
<a rolled thread makes wa 
: little difference to 
| the cost. But the 
Ped pitch, if too great } 
: in ratio to the stock 


diameter, can raise 
) the cost 


| 














of this chart are available on 
request for use in drafting and 
purchasing departments. 


A HALF-CENTURY OF MACHINE SCREWS AND SPECIAL FASTENERS 


rue PROGRESSIVE 


MANUFACTURING COMPANY 


WRITE FOR 48 NORWOOD ST., TORRINGTON, CONN. 
OUR CATALOG 
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Imperial 


Cee woud yore 


TRACING CLOTH 


In drafting rooms throughout the world 
Imperial quality is the standard by which 
fine tracing cloths are judged. This has 

been true for decades, and Imperial 
remains the finest tracing cloth be- 
cause its makers have contin- 
ued to improve its 
quality and 
value 





ELECTRIC HEATING UNITS 


IMMERSION 


The most efficient and usually the 
most convenient method of heating 
liquids in tanks, boilers, urns, kettles, 


etc. 


STANDARD SIZES 


FOR WATER: Single Heat, 
3000 watts Three Heat, 500 
10,000 watts 


FOR FUEL Oj}L PRE-HEATING—OIL 
ond WAX HEATING Single Heat, 
500 to 1000 watts. Three Heat, 1000 
to 6000 watts 


Larger and smaller sizes made to 
order, as well as units to suit special 
applications 


Bayonet and Bottom Outlet types, too. 


VULCAN ELECTRIC COMPANY 
DANVERS 18, MASS. 


Heating Units for any device that uses electric heat 
Electric Soldering Tools, Electric Glue Pots, Solder 
Pots and Melting Pots. Electric Branding Irons. 
See ge Vulcan catalog in Sweet's Product 
Design File for 1955. 
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New Books... continued 
can often result in lower cost tools, 
faster tool delivery, lighter-weight 
tools, easy duplication of tools, easy 
repair of tools, and tools that resist 
corrosive atmospheres. Applications 
appear most interesting for short-run 
parts production. Limitations lie pri- 
marily in inability of plastics to with- 
stand high temperatures, relatively 
poor dimensional stability compared 
to metal tools, and possible health 
problems in making the tools. 

The hurried reader could well pass 
over the first three chapters which 
are principally historical and appar- 
ently written for the novice. Chap- 
ters 4 through 10 contain much useful 
information and are well written. Both 
advantages and disadvantages of using 
the various plastics for tooling appli- 
cations are frankly and clearly stated. 
Well worth the hour or so required 
for reading. 


Patent Law in the 

Research Laboratory 

Joun K. Wise. 5 x 7 in., 145 pp. Pub 
lished by Reinhold Publishing Corp., 
430 Park Ave., New York 22, N. Y 
$2.95. 


Patent legislation in the past few 
years, while primarily a codification 
of the former law, provides for many 
of the problems inherent in patents 
Originating in the research labora 
tory. The author attempts to clarify 
the significance of the new law on 
the basis of its history and with nu- 
merous references to individual case 
histories. The statutes are, of neces- 
sity, enunciations of principles. The 
courts decide how these principles 
apply. While describing the broader 
applications of patent law the author 
pays particular attention to its refer- 
ence to the research laboratory. 

The group research common in 
large industry greatly complicates the 
legal problem. Such questions arise 
as: who is the inventor, and must 
the invention be discovered in a flash 
of creative genius or can it be accom 
plished after long, hard, careful, well 
planned work. 

More concerned with guiding prin 
ciples than individual detail the au- 
thor avoids long, legalistic argument 
which would be of little interest to 
the layman, thereby providing an in- 


What surprises most engineers the 
first time they see one of CEC’s 4-300 
Pressure Pickups is its small size. But 
when they learn of the performance, 
surprise often turns to amazement 
With the 4-300’'s, there’s no compro- 
mise on either compactness Or accu- 
racy... you get both ina single unit, 
with ruggedness that provides labo- 
ratory accuracy under the most ad- 
verse conditions of use. 

For your next pressure measure- 
ment job where you need high 
accuracy, rapid response and mini- 
mum size . check these important 
features, common to all CEC 4-300 


Pressure Pickups. 


WIDE CHOICE OF RANGES 


d different: 


In } ’ as SOOO ns 
Ow : ) { 


- ' 
ACCURACY 0.75 max 
deviathior I sually low | 


pe ture effects, and acceler 


mum line 


Ssteresis, ten 


tion respons 


EXTREME MINIATURIZATION bodies 


nati s in diametel 


STANDARDIZATION me 
element in all models 


pe and 


esign and operation 


] output pT 


Dasic ensin 


uniform excita 


eatly simpli 


COMPLETE CALIBRATION CERTIFICATE 


racteristics measured 


te sent with each pickup 


ADAPTABILITY...several mo 
pic ] ite 


tings supplied 


signed cet 


nting method 


standard fit 


Consolidated Engineering 


Corporation 


ELECTRONIC INSTRUMENTS 


300 North Sierra Madre Villa, Pasadena 15, 


Sales and Service Offices Located in 


Albuquerque 


itlanta, Boston, Buffalo 


Chicago 


FOR MEASUREMENT AND CONTROL 


California 


Dallas, 


(Continued on page 422) San Francisco, Seattle, Washington, DA 


Detroit, New York, Pasadena, Philadelphia 
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New Books continued 


P ge) ad |e T e- ti elatLia tia teresting and readable introduction to 
a difficult subject. 


: ; The major subiects discussed in- 
on top q uality | clude: patent history, what is patent- 
able, what rights a patent confers, 


how a patent is applied for, granted 
A | ~ and transferred. 
. a 
PA 7 T S : Engineering Mechanics 


Arcute Hicpon, Col., USAF, Acting 
Hd., Dept. of Mathematics, USAF 
Academy, and Wi.11aMm B. St1xgs, 
Prof. and Hd., Dept. of Engrg. Me- 
chanics, University of Alabama. 64 
x 9 in., 585 pp. Published by Prentice- 
Hall, Inc., 500 Fifth Ave., New York, 
N. Y. $7.95. 

This is the second edition of a 
good basic text on mechanics. The 
authors have revised and reorganized 
their material to present better the 
subject. Primarily, this work is aimed 
at engineering students. 

[he contents include: Basic Con- 
cepts; Resultants of Force Systems; 
Centroids and Centers of Gravity; 
Equilibrium; Friction; Second Mo- 
ments or Moments of Inertia; Method 
of Work; Kinematics—Absolute Mo- 
tion; Kinematics—Relative Motion; 
Kinetics—Force, Mass and Accelera- 
. tion; Kinetics—Work and Energy; 
To mest your design Kinetics—Impulse and Momentum; 
specifications . . . immediate Mechanical Vibrations; Answers to 
delivery of samples, prompt action c Problems; and Index. 
on volume orders for manufacture. 
Choose from catalog stock: hundreds of 
different optical parts, production-run to the optical 
industry’s highest precision standards. 





Analysis of 
Feedback Control Systems, 
Servomechanisms and 


Plano-Convex Lenses Crown Glass Wedge-Type Automatic Regulators 


Double-Convex Lenses Prisms :' 
© First Surface Reflectors Rosert A. Bruns, Research Engr., 

—Plane Jet Propulsion Lab., California Insti- 

Second Surface tute of Technology, and Rosert M. 
Positive Meniscus Reflectors—Plane Saunpers, Assoc. Prof. Electrical 
Lenses Raraholic Refleceoes Engrg., Univ. of California. 6x9 n., 
383 pp. Published by Princeton Um- 
versity Press, Princeton, N. J. $7.50. 


Double-Concave Lenses 


Plano-Cylinder Lenses 


legative Menisc : gree 
i. e Meniscus Cylindrical Strip 
Sneee Lenses 


Projection Condensers Ground Glasses This new book presents a logical, 


Achromatic Lenses © Heat Absorbing Glass rigorous, and readily understandable 

Right Angle Prisms Retardation Plates treatment of feedback control com- 

ponents and systems. The most re- 

cent literature in the field has been 

WRITE for Catalog L-117 | surveyed and evaluated in presenting 


and for information on spe- BA =} S : H G LOM B | a unified method of analysis consistent 


cial orders. Bausch & Lomb 


. 7 with the technical background of 
+ gg lp one? St. Paul N Uy . those new to the field. Unique fea- 
St, Rochester 2, New York. . tures add unusual interest to this new 


(Continued on page 423) 


422 Product Engineering — November, 1955 








CAN YOU USE 
COLD MOLD METAL 











© Fixtures 
e Laminations 
| @ Prototypes 
© Build-Ups 
e Core Boxes 
© Holding Jigs 
e Embossing Dies 
e Mold Repairs 
e Vacuum Molds 
e Match Plates 


Other Uses 


Here is a new aluminum compound that 
promises to simplify many production pro- 
cedures. It's a free-flowing metal that casts 
cold yet hardens solid at room temperatures 
without heat or pressure. Cold-Mold is simple 
to use. Intricate jigs, dies, patterns and other 
parts and tools can be formed as easily as 
plaster is poured. The hardened metal is 
dimensionally stable, may be worked with 
ordinary tools and plated with other metals. 


See for Yourself 


We can't begin to know all the jobs 
Cold-Mold can do; but perhaps our 
a bulletin will suggest ap- 
plications in your field. 

WRITE, " 


the sculp-metal company 
701-3 Investment Bidg. Pittsburgh 22, Pa. 


~ 


Molded 


BLACK NYLON” 
SCREWS and 
NUTS 


"5 alate and fasten without 
J hings, washers, ete, 
dn Meek 6-32, 8-32, 10-31 2 


BLACK 
NYLON 
Cable Clips 


Light-weight non-conducting © 
support for wiring, tubing, ete. — 
: ie stock Vs" to 12" dia. 


e  WECKESSER co. 
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New Books continued 
work, which should enable the reader 
to analyze systems of considerable 
complexity and to develop an excel 
lent background for synthesis tech 
niques. No other book covers th 
field so completely, nor in the same 
manner; the survey of components 
together with a sound approach to 
system theory is not found elsewhere 

The frequency response approach 
is used throughout. Emphasis on this 
approach, for which a-c circuit analysis 
is the only prerequisite, makes the 
transfer function method of analysis 
the most important feature of the 
book. Thus, in the ten chapters de 
voted to component theory, the basic 
physical laws governing the behavior 
of components are interpreted in 
terms of their transfer 
without the introduction of new 
mathematical concepts. Components 
covered are not in any one held, 
but include electrical, 
chanical, 
elements. 

The authors emphasize the impk 
mentation of systems by giving th« 
student the basic theory of compo 
nents. Recent developments in noi 
linear and discontinuous systems, 
particularly the describing-function 
method, are included. Illustrative ex 
amples are used literally, especially 
in the system theory chapte: 


functions 


magnetic, me 


pneumatic and hydraulic 


How to Train Engineers 
In Industry 


Prepared by the Professional Engineers 
Conference Board of Industry. 6 x 9 
in., paper-bound, 72 pp. Published by 
the Professional Engineers Conference 
Board for Industry, 1121 Fifteenth St., 
N.W., Washington 5, D. C., $2. 


This report is the result of the 
fourth of a series of Executive Re 
search Surveys, begun in 1951 by the 
Professional Engineers Conference 
Board for Industry with the coopera 
tion of the National Society of Profes- 
sional Engineers. 

Previous surveys indicated that ad- 
vantages most frequently sought by 
graduates were orientation, stimulation 
and challenge. It was to 
how these qualities can be built into 
a training program that the present 
survey was made. Questionnaires were 
sent to more than 500 leading firms 
and field investigations were made in a 


determine 


(Continued on page 425) 


Tear off and Mail 
this Ad TODAY! 


—for the 
valuable 


FREE 
SIER-BATH 
GEAR 
DIAGNOSIS 


showing how 


Sier-Bath Gears 
can 
effect economies 
and 
promote the sale 
of your machines 
& 


Mailing this ad incurs no 
cost or obligation 


Mail this ad today, to 


Sier-Bath 
| GEAR & PUMP CO., Inc. 


| 9238 Hudson Boulevard 
North Bergen, N. J. 


| 50th Anniversary Member A.G.M.A 
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At CHICAGO’ we DO something about it! 


@ Metallurgical Control of raw materials 

@ Statistical quality control regulates all manufac- 
turing operations 

Carbon restoration method of heat treatment 
eliminates decarb on heat treated products. 
Chicago Screws will assemble faster, with 
fewer rejects, and with a measurable 
reduction in costs. 

Progressive action plus better methods 
of manufacture have kept “Chicago” out 
in front for 83 years. 

“Chicago” Products are carried in stock 
by your favorite service-conscious Indus- 
trial Supply Distributor. Call him today. 
He can serve you promptly from his com- 
plete stocks—whether it be a package or 
a carload. 


a 


404 af 


Tze CHICAGO 
SCREW COMPANY 





The complete Chicago **Safety Plus’* line includes in alloy steel: Socket Set Screws 
* Socket Head Cap Screws * Socket Stripper Bolts * Square Head Dog Point Set 
Screws * Socket Pipe Plugs * Flat Head Socket Cap Screws * Dowel Pins * Hexagon 
Keys and Key Kits * Also Socket Set Screws and Socket Head Cap Screws in Stainless. 
The complete ““Chicago"’ line of Standard Products includes: Hexagon Head Cap 
Screws in steel—bright and Grade 5, heat treated, also in brass and stainless * 
Square Head and Headless Set Screws * Taper Pins * Steel Studs Flat and Fillister 
Head Steel Cop Screws * Hexagon Nuts in steel, brass and stainless. 
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MARSH . 
MAKES IT! | 


If it’s a pressure gauge or dial ther- 
mometer, Marsh makes it ... and makes 
it better. The types, ranges and case styles 
are endless. What is “special” to other 
instrument makers is often standard to 
Marsh. To know the scope of Marsh 
instruments— 





Write for 
this 
fact-filled 
catalog 


MARSH INSTRUMENT CO. Sales Affiliate of Jas. P. Marsh Corporation 
Dept. 39, Skokie, 111. @ Marsh lastrument & Valve Co. (Canada )Ltd., 8407 
103rd Street, Edmontoe Alberta © Export Sept. 3501 Howard Street, Skokie, Ill. 


ROLL YOUR MARKS 


with RUBBER 
Jon 


SHEETS 
COILS 
TUBES 

BARS 
ASSEMBLIES 


For inexpensive, engineered marking, use a Matthews free- 
rolling Industrial Rubber Marking Unit. Easily attached to 
your production line, you can mark trade names, numbers, 
codes or other information at the same speed the material 
is being fed. Or, if you prefer, a hand-held unit can be 
used to mark your products off the production line. 

Let Matthews offer its recommendations . . . write 
today for complete information and literature. 


JAS. H. MATTHEWS & CO. 


| 3962 FORBES ST. + PITTSBURGH 13, PA. 
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.. .continued 


number of large and small plants 
where training programs were in opera- 
tion. 

The topic under study were selected 
by some 100 major industrial employ- 
ers of engineers. These topics cover 
typical training programs, orientation, 
evaluation, and the costs to industry 
of training programs. 

The survey indicates that industry 
recognizes its responsibility for de- 
veloping its technical employees after 
graduation and nearly all companies 
now have some sort of training pro- 
gram for new employees. Some em- 
ployers assist the graduate to earn 
advanced degrees in recognized courses 
within the company or by paying tui- 
tion fees to nearby engineering col- 
leges. Managerial development pro- 
grams are also being prepared to meet 
the need for management executives. 

Among the recommendations for 
further work in this field are: 

1. Increased attention to supervi- 
sion and guidance for the young en- 
gineer. 

2. More opportunities for advanced 
studies. 

3. More cooperation among indus- 
trial plants, schools, professional so- 
cieties and community groups. 

4. More communication between 
employers about training methods and 
techniques. 

5. Stimulation of engineers’ inter- 
ests in community and cultural ac- 
tivities. 

6. Further encouragement of pro- 
fessional registration and _participa- 
tion in professional society activities. 


Elements of Electronics 


Henry V. Hickey, Chief Radio Elec- 
trician, USN and Wi1u1aM M. Vi1- 
tines, Lieutenant (jg) USN. 64x94 
in., 487 pp. Published by McGraw- 
Hill Book Co., Inc., 330 W. 42 St., 
New York 36, N. Y. $5. 


This is a new text in basic elec- 
tronics which contains a maximum of 
practical information and a minimum 
of unnecessary data in covering the 
field of basic electricity and electronics. 
This book is recommended reading for 
the mechanical engineer who would 
become familiar with the basic prin- 
ciples of electronics with a minimum 
of study. 

The book does not require supple- 


(Continued on page 427) 


Product Engineering — November, 1955 


A 
Standard T-W 
Resistance 
Welder 
Versatile uses; prompt 


delivery; lowest 
price. 


OrA 
Standard 
Welder Modified 
Special tooling; special 
time cycle; increased 


production; low-cost 
re-tooling. 


OrA 
Special Welder 
Designed for 
Your Work 


Volume production at 
lowest unit cost. 


Sales and Service 


CHARLOTTE *¢ CHATTANOOGA 
CHICAGO e« CLEVELAND 
DALLAS « DAYTON « DENVER 
DETROIT « LOS ANGELES 


Pricey | PHILADELPHIA © PORTLAND 
a OREGON. ¢ SEATTLE « ST. LOUIS 
; eS STAMFORD « WASHINGTON 
f STANCE WELDER QuxEa) bite 


OAKVILLE AND WINDSOR, 
ONTARIO 


WARREN, OHIO 





CUTLER-HAMMER’S ge 


i 


H. D. PUSHBUTTON STATIONS 


Widely used in chemical plants, 
mining operations, paper mills, etc. 


NOW AVAILABLE FOR SERVICE IN CORROSIVE 
ATMOSPHERES, TEMPERATURES TO 83° BELOW 


ZERO, SUN, SALT, 


Cutler-Hammer is proud to 
announce its 10250 D-70 
Heavy Duty Pushbutton 
Stations enclosed in weath- 
er and watertight case 
virtually immune to cor- 
rosive atmospheres, tem- 
peratures to 83° F. below 
zero, and 125° F. above 
zero, to continued exposure 
to sun rays, salt spray, 
sleet, rain, oil, dirt and 
dust. Pushbutton opera- 
tors cannot freeze. Push- 
buttons operate by finger 
pressure upon a silicone- 
rubber and orlon dia- 
»hragm with tremendously 
—_ flexing life. No way 
for sleet or corrosion to 
prevent button operation 
—no way through to oper- 


ating mechanism short of 


taking station apart. Class- 
ified NEMA 3, also meets 
NEMA 4 and 5 specifica- 
tions. 
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ICY SLEET, OIL AND DUST 


Many stations used in 
chemical plants, mining 
operations, by paper- 
making companies, etc. 
Especially recommended 
for deep-freeze lockers, 
packing plants, dairies, 
breweries — to withstand 
corrosive action or regular 
sluicing down with hose. 
In one, two and three 
pushbutton designs; wide 
variety of control circuits. 
Write for further informa- 
tion and tell us your needs. 
CUTLER-HAMMER, 
Inc., 332 St. Paul Ave., 
Milwaukee 1, Wis. Associ- 
ate: Canadian Cutler- 
Hammer, Ltd., Toronto. 


CUTLER HAMMER 


Be 
—= = oror CONTROL == 


ar Why assemble 3 parts? 





@ One-piece lock nut and flat 
washer costs much less than 
ordinary nut, lock-washer and 
flat washer—frequently no more 
than an ordinary nut alone 


WASHER TYPE 


PALNUT 
LOCK NUTS 


@ Vibration-proof fastening for 
sheet metal assemblies, compo- 
nents, parts and other light 
types of assemblies 


@ Saves parts and handling 


@ Speedy assembly with hand 
or power drivers 


@ Built-in washer spans holes 
and slots 

@ Resilient spring action pro- 
vides safe, secure fastening 
when used on fragile parts 


@ Wide range of standard sizes 


The PALNUT Co. 
65 Cordier St., Irvington 11, N. 2. 
In Canada 
P. L. Robertson Mfg. Co., Ltd. 


e , ef 
Milton, Ontario Send details of application for 


free samples and literature. 











Royal Typewriters are famous the world over for 
their light touch and ease of action . . . Hartford 
balle and bearings help. For example, every 
Royal carriage moves laterally on a Hartford low 
friction sliding linear bearing. Precision Chrome 
Steel Balls in gear-like cradles assure smooth 
responsive carriage action and easy operation 
of the escapement mechanism. 








WHAT IS YOUR BEARING PROBLEM? 


Hartford engineers will gladly assist you on any bearing problem thet 
requires precision balls, retainers or bearings made to your specifications. 


Fort 


PRECISION BALLS + BEARINGS 


The Hartford Steel Ball Co., Inc., 3 Jefferson Ave., 
W. Hartford 6, Conn. 
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New Books continued 


mentary reading and includes basic 
trigonometry and vector algebra re- 
quired for the study of inductive and 
capacitive relationships. 

The early chapters of the book in- 
troduce the fundamentals of electricity 
and simple vacuum tube circuits. Con- 
siderable space is then devoted to the 
d-c and a-c measuring instruments, 
their theory of operation and use. 
Later chapters include a study of the 
laws and properties of inductance and 
capacitance, and series and parallel 
circuits containing these elements. 

Sources of power include batteries, 
d-c and a-c generators, and electronic 
power supplies are discussed in detail. 
Later chapters cover the theory of 
various functional electronic tube cir- 
cuits in detail. A final chapter on 
transistors is also included. 


Special Slide Rules 


Joserpnx T. Hocan, Chemical Engr. 
84 x 1l in. 7 pp. Available from 
Joseph T. Hogan, 2713 N. Roman St., 
New Orleans, La. $0.35. 


A list of 48 special slide rules and 
where they can be obtained. Each 
tule aims to simplify the solution of 
some complex problem or equation. 
Fach entry in the listing includes the 
name of the slide rules, name and 
address of the manufacturer or distrib 
utor, year of copyright or publication, 
and where necessary, a brief descrip 
tion of the function or use of the rule. 


Bibliography and Index on 
Dynamic Pressure Measurement 


W. G. BrompacHer and T. W. 
Lasuor, 10}x73 in., 124 pp. Available 
from U. S. Govt. Printing Office, 
Washington 25, D. C. $0.75. 

This book contains a bibliography 
of 850 items on dynamic pressure 
measurement and also on related sub- 
jects such as static pressure mieasure- 
ment and general information on the 
components of pressure instrumenta- 
tion. 

The definition of dynamic measure- 
ment, for the purposes of this book, 
is: If a measurement can be made 
while the pressure or other quantity 
is changing, even slowly, the instru- 
ment is considered to be a dynamic 
one. This bibliography therefore in- 

(Continued on page 428) 
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Show us 
your 


ON ANY 


@ industrial 
@ consumer 


Gering will show you 


EXTRUSION 


/ % 
© flexible and rigid plastic 
e all sizes, shapes, profiles 


The most complete extrusions plant in 
the world—equipped with 2” to 10” 
extruders, with dies and take-off 
equipment to serve ANY need, stock or 
special—PLUS our helpful engineering 
and design staff to help solve any 
blueprint problem. All this backed 

by our extensive all-over activities in the 
Thermoplastics field. Quality, small 

or large quantity, quick delivery. 


+ Cellulose Abcetate + Vinyl 
thyl Cellulose + Gutyrate (TENE Il) 
Polyethylene + -berylic + Copolymers 


Extruded Products Division 


- GERING 


Pz seg» PRODUCTS + INC. 
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New Books..................continued 
cludes many instruments ordinarily 
classed as “static”, including liquid 
columns and piston gages where 
means for securing the dynamn.ic 
measurement are devised. 

A limited number of references are 
included on basic design and perform- 
ance factors such as drift or creep, 
hysteresis, and temperature coefficient 
| of elasticity on important diaphragm, 
electrical resistance and piezoelectric 
materials and on seals and solders. 


Auxiliary apparatus including am- | 


plifiers, electrical circuits and circuit 
| elements, timers, indicators, and re- 
| cording methods and telemetering are 
referenced along with performance of 


. . | 
instruments and instrument elements, | 
pressure lag in connecting lines, elec- | 
| trical cable problems, and static and | 


| dynamic calibration methods pertinent 
| to dynamic instrumentation. 


| Basic Lubrication Practice 


ALLEN F. Brewer, Consulting Lubri- | 
cation Engr. 6 x 9 in., 286 pp. Pub- | 


lished by Reinhold Publishing Corp., 
430 Park Ave., New York 22, N. Y. 
$6.75. 


A broad, rather superficial discus- 
sion of lubricants and industrial lubri- 
cation methods and problems rather 
than a detailed analysis of lubrication 
theory and design practice. However, 
several charts and tables are included 
to help compare lubricants for specific 
machinery under various operating 
conditions. 

Although much of the information 
may be of interest to design engineers 
who are not well versed in lubrication, 
the principal audience for this book 
is maintenance engineers, executives, 
purchasing agents and machine oper- 
ators. 


Electroplating 
Engineering Handbook 


Edited by A. KennetH GranaM, 
Pres., Graham, Crowley and Assoc., 
Inc. 7 x 10 in., 650 pp. Published by 
Reinhold Publishing Corp., 430 Park 
Ave., New York, N. Y. $10. 


A very complete handbook prepared 





@ Since 1926 @ in the applice- 
tion, design and ig. pumps— 
seporators—hydraulic accessories. 


EQUIPMENT FOR 
FLUID POWER 
TRANSMISSION 


What's 
your 
problem? 


V/ higher pumping 
speeds? 


V tolerance of 
particle-laden 
liquids? 


V peak suction for 
primary pumps? 


theK raissl-50 
Roller Pump 


is unmatched for depend- 
able performance on 
every one of those 
counts. 


Bulletin A-1330 has full 
data . . . write for it. The 
roller - rotor design easily 
handles particles that would 
jam more tightly - fitted 
mechanisms — reduce cavi- 
tation, allowing higher 
speed operation* — devel- 
ops high suction character- 
istics. 

* Roller mechanisms permit 
higher speeds with any oil 
than most displacement 
designs. 


jivewdal sPEaa.cS // 


SHAFT TYPE OIL SEAL / 


| for electroplaters and those responsible 
for setting up and supervising electro- 
_ plating operations. Nevertheless, it is 
an excellent reference book for de- 

(Continued on page 429) 


@ High speeds improve efficiency. 
@ Low friction. 
@ Long, trouble-free life. 


@ ideal for high of 


UNIVERSAL OIL SEAL CO. 


mt ARAISSL* 


289 Williams Ave., Hackensack, N. J. 
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.. continued 


signers. Besides covering all aspects 
of the preplating, plating and post- 
plating operations, a glossary cf electro- 
plating terms is included and a 9-page 
section on designing parts for electro- 
plating. 

The design section is written by 
C. F. Nixon, Hd., Electro-Chemistry 
Dept., Research Labs. Div., General 
Motors Corp. D. M. Bigge, Hd., SERVO 
Chemical Lab., Central Eng., Chrys- 


ler Corp.; and W. L. Pinner, Mgr., MOTOR-GENERATORS 


Process Development Div., Houdaille- 


Hershey Corp. FOR EVE RY 


Over forty contributors, renowned 
in the field, supplied the material 
incorporated in the book. Under the PURPOSE 
direction of A. Kenneth Graham, a 
total of eight editors compiled the 
material, which includes many charts, 
tables and graphs. The book is well 
edited and easily read. It is particularly 
well suited for reference because of 
the bold paragraph cross-headings K eartott Servo Motor-Generators are characterized by low rotor inertia, lov 


used and a 24-page comprehensive time constants and high stall torque. Motor-Generator combinations pro 
index vide 4% to 3.1 volts per 1000 R.P.M. with an extremely linear output over a 


speed range of 0—3600 R.P.M. and useful output up to 10,000 R.P.M 





Hydraulic Operation and CHARACTERISTICS 
Comsol of Machines TYPE MOTOR GENERATOR 


Ian McNer. 54 x 84 in., 324 pp. | OUTPUT 
Published by Ronald Press Co., 15 E. panne a EL OOP SE | nee. te 
26 St., New York 10, N. Y. $7.50. SIZE 10 35 OZ. IN. 6000 21/1 5% 


SIZE 10 30 OZ. 8500 23/1 5% 
igi i i i+. SIZE 11 63 OZ. IN 5900 25/1 5% 
Originally published in Great Brit -— ed a a pone oan ro 
ain, this book provides a welcome ad- SIZE 18 2.4 OZ. IN 5000 25/1 5% 
dition to the limited literature on _ 5 Mee — _ % 
practical hydraulics as a power trans- 
enn? “as . SIZE 15 45 OZ 10,500 170/1 5% 
mitting medium. In the opening chap- SIZE 15 1.5 OZ 4700 350/1 2% 
; ; ; 1c. SIZE 18 2.4 OZ 4700 350/1 2% 
ters, theoretical considerations are dis ie aa an a sear 4 
cussed covering hydrostatics, viscosity, *INTEGRATOR 
fluid flow and compressibility. Em- SIZE 15 70 02 6300 400/1 
phasis here is on qualitative rather he wn he = aan 
than precise theoretical analysis. SIZE 18 2.4 OZ. IN 5200 333/1 
Hydraulic pumps and motors are we piatiion ais. eeed asay" 
covered in their functional and oper- | Perens Anca np ~ sae sas 
ating characteristics. The major valve 
types available are described and sim- 
ple sketches amply illustrate their Send for Bulletin describing 
function. Space is also given to Servo Motor-Generators of in- 
accumulators, intensifiers, hydraulic a grt ee 
fluids, seals and packings, pipes, hy- ENGINEERS ear 
draulic fluids, and torque conversion Many opportunities in the field 
devices of Precision components are 
; open. Write for details today. 








LINEARITY 


























Perhaps of most practical value to 
the user of hydraulic equipment is the 
latter half of the book in which the 
application of hydraulic power to the 
control of various machines is de- r : ; 
scribed. Forging presses and the ex- | | KEARFOTT COMPANY, INC., LITTLE FALLS, N. J. 


trusion process are illustrated with | | ts si wie toc, aoe aoe amy eae Pe: Ae ‘ 
’ Midwest Office: 188 W. Randolph Street, Chicago, Central Office: 6115 Denton Drive, Dallas, Texos 
functional sketches and photographs. | | dak Gist Oilinr $59 1. Clenile Aidansn, Posttha, Coat 


A SUBSIDIARY OF GENERAL PRECISION EQUIPMENT CORPORATION 


(Continued on page 431) | | 
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This is the NEW 
WISCONSIN 


Model ACN, 5'2 H.P. 
Single Cylinder 
HEAVY-DUTY 


Ain=Cioled~ ENGINE 


Here is a new, light weight engine, designed 
and built to Wisconsin heavy-duty standards 
in all details, offering original equipment build- 
ers and engine users maximum power advan- 
tage and performance in a 2.3 to 5.6 hp. range 
at 1600 to 3600 rpm. 

Like all Wisconsin Engines, the Model ACN 
has the built-in Lugging Power that hangs on 
through the shock load pinches and keeps the 
job moving without stalling. With a 25%" bore 
x 2%” stroke, it has a 14.88 cu. in. displacement. 
Heavy-duty features include tapered roller 
main bearings at BOTH ends of the crankshaft; 
rotary type high tension OUTSIDE Magneto 
with Impulse Coupling for quick, all-weather 
starts at low cranking speed, pump-circulated 
splash lubrication plus efficient AIR-COOL- 
ING from extreme sub-zero to 140° F. 
Perhaps this is just the power component you 
have been looking for — power to fit the ma- 
chine; power to fit the job. Write for Bulletin 
S-179. 


most e a R 
HW PHOURS 
é 

AT a 


MILWAUKEE 46 WwW CONSIN 


WISCONSIN MOTOR CORPORATION 


THIS FELLOW IS TRAINED IN YOUR BUSINESS. His 
main duty is to travel the country — and world 
— penetrating the plants, laboratories and man- 
agement councils... reporting back to you ev- 
ery significant innovation in technology, selling 
tactics, management strategy. He functions as 
your all-seeing, all-hearing, all-reporting busi- 
ness communications system. 


THE MAN WE MEAN IS A COMPOSITE of the edi- 
torial staff of this magazine. For, obviously, no 
one individual could ever accomplish such a 
vast business news job. It’s the result of many 
qualified men of diversified and specialized 
talents. 


AND, THERE’S ANOTHER SIDE TO THIS “COMPOSITE 
MAN,” another complete news service which 
complements the editorial section of this maga- 
zine — the advertising pages. It’s been said that 
in a business publication the editorial pages tell 
“how they do it”—“they” being all the industry's 
front line of innovators and improvers—and the 
advertising pages tell “with what.” Each issue 
unfolds an industrial exposition before you — 
giving a ready panorama of up-to-date tools, 
materials, equipment. 


SUCH A “MAN” IS ON YOUR PAYROLL. Be sure to 
“listen” regularly and carefully to the practical 
business information he gathers. 


MeGRAW-HILL PUBLICATIONS 
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New Books continued 


Circuit diagrams of presses and hy- 
draulic drives in machine tools provide 
instructive eyamples of typical hy- 
draulic circuits. The book concludes 
with a brief survey of the use of hy 
draulic machinery in the fields of min 
ing, agriculture, acronautics, marine 
engines and lifting devices 


Principles of Mathematics 


C. B. ALLenpoerFER, Prof. and 
Executive Officer, Dept. of Mathe 
matics, University of Washington, 
and C. O. Oaxtey, Prof. and Dept. 
Hd., Dept. of Mathematics, Haver 
ford College. 64 x 9 in., 448 pp. Pub 
lished by McGraw-Hill Book Co., 
Inc., 330 W. 42 St., New York 36, 
N.Y. $5 

Written with the conviction that 
large parts of standard undergraduate 
curriculum in mathematics are obso 
lete, this work takes advantage of the 
remarkable advances made in mathe 
matics during the past century. 

Che first four chapters are an imtro 
duction to abstract mathematical rea 
soning and deal with logic, the num 
ber system, groups and fields. The 
text then presents: a treatment of sets; 
Boolean algebra and its application to 
circuit theory; a modern approach to 
college algebra, trigonometry, analytic 
geometry and calculus; statistics and 
probability 

Throughout the book, emphasis is 
placed on understanding the methods 
of mathematical reasoning. Routine 
computations are balanced with em- 
phasis on thinking and every process 
is illustrated with a worked example. 


Applied Thermodynamics 


EarLeE B. Norris, Dean Emeritus, 
School of Engrg., CLarence E 
Trent, Prof. of Mech. Engrg., Vir- 
ginia Polytechnic Institute, and Eric 
[HERKELSEN, late Prof. of Mech. 
Engrg., Montana State College. 6} x 
94 in., 490 pp. Published by McGraw- 
Hill Book Co., Inc., 330 W. 42 St., 
New York 36, N. Y. $7.50 
Chis is a new third edition and is 
a revision of Heat Power. It develops 
an understanding of the fundamentals 
of thermodynamics as applied to 
power generation from heat sources. 
The thermodynamics of each type 
(Continued on page 433) 
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MARK- TIME 
TIMING DEVICES 


etter 


your product . 
better your company’s 


rofits 


Mark-Time adds value to 
any product because it 
provides extra conven- 
ience and utility — with 
more profit to you! 


PROFIT FROM MARK- 
TIME’S 25 YEARS OF 
EXPERIENCE as the 
world’s largest exclusive 
designers and manufac- 
turers of mechanical tim- 
ing devices. 


A SPECIALIZED ENGI- 
NEERING STAFF is ready 
at any time to work with 
you to design or adapt a 
timer or time control unit 
for your specific product. 


MARK-TIME 
has a TIMER 
for every purpose! 


M.H. RHODES, INC. 
HARTFORD 6, CONN 


MARK-TIME 


mokes the 


difference! 


\ 


A built-in Mark-Time automatic time 
switch controls this versatile cold 
Ultra Violet Lamp used in medical 
diagnosis. Only one example of how 
dependable Mark-Time units perform 
important functions on many leading 


brands of medical equipment 


MARK-TIME TIMERS 


MARK-TIME 


mokes the 


difference! 


The fast-growing popularity of soft 
served frozen milk products has 
widened a profitable market for the 
manufacturers of freezer-dispensers 
Mark-Time automatic time switches 
ore widely used in these wnits to 
provide dependable accurate timing 
of the freezing cycle 


MARK-TIME TIMERS 


“4 


—<——— 


MARK-TIME 


mokes the 


difference! 


Built-in Mark-Time automotic time 
switch controls the exposure interval 
for a portable office copying unit 
which is finding wide acceptance in 
offices making multiple copies in less 
than a minute. One more example 
of how Mark-Time odds “‘soles ap- 
peal” to products for business 


MARK-TIME TIMERS 


Manutactured and Sold in Canada by 


SPERRY GYROSCOPE OTTAWA Ltd., Ottawa, Ontario, Canada 





UNGROUND 
BALL BEARINGS 


For All Industries 


ILIAN 


Long life and service are assured you because — 
1. All component parts are machined from steel bars. 
2. Each component part is properly heat treated. 
3. Every Kilian Bearing is designed for a specific application. 
Neoprene and Nylon tired outer races are avail- 
able where quiet operation is desired. 





Distributors in All Principal Cities Catalog on Request 


SYRACUSE, NEW YORK, U.S.A. 


ASSOCIATED Kilian Manufacturing Corp. Fischer Bearings (Canada), Ltd. Kilian Steel Ball Corporation 


‘ (Canada), Ltd. 240 Fleet St. East, Toronto 2B, Ont. 100 Wellington St., Hartford, C " 
COMPANIES: = — 2.40 Fieet $0. Gast, Toronto 28, Onv. ° tag eects tmeagag 








| IF YOUR ASSEMBLY REQUIRES 
ost Saree } MORE THAN ONE EYELET... 


P 
| DRAFTMASTER 
| DRAFTING TABLE 





in four sizes, " ac | a a 

| with exclusive } Eliminate 
STACOR fea- 
tures that mean 


greater efficiency those extra 
and versatility. ‘ 
handling 


operations! AUTOMATIC 
EYELET ATTACHING 


MACHINERY 





LIFETIME STEEL [ian 8 / ‘Samy = 
drafting equipment | tq | i cette at bow 


inexpensively you 


You'll be sur- 


Edward Segal ma- 

chinery for multi- 

ple eyelet setting, 

Expertly designed steel equipment “ a : 23 and how it slashes 
quality is a lifetime investment in drafting , : 
room efficiency. The Stacor line of modern, production time 
functional drafting tables, tracing . and costs... Used 

tables, and blue print filing cabi- : —" in hundreds of 


aes go ag a ages plants in diversified industry wherever eyeleting is called for. 


architects everywhere! Submit your specs for analysis today, and write us for our 
WRITE FOR YOUR COPY OF THE interesting booklet loaded with eyelet setting data, #30 
STACOR CATALOG TODAY! 


° es edb can obtain 
ENGINEERED for your job! 





EDWARD SEGAL * 72 SPRING STREET, NEW YORK 12, N. Y 
STACOR EQUIPMENT CO. Eyeleting machinery, special hoppers & feeding devices 


| 788 East New York Avenue, Brooklyn 3, N. Y. 
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New Books continued etna ae ean 


heat engine are developed after a thor- 
ough introduction to the mechanical | & bd 
principles underlying the machine. | 

The text is divided into three | [ 


phases. First, a thermodynamic study 
of the internal combustion engine in- | bisa Design Problem Solved With on Carbide Coatings. 
cluding spark ignition, compression ig- F 
nition, reciprocating engines, and the 
gas turbine; second, steam power 
generating plants, accessories, auxil- 
iaries, dust collectors, and _ various 
types of steam engines; and last, com- 
pressors and refrigeration equipment. 
Among the new developments pre- 
sented are dual-fuel diesel engines; 
gas turbines for stationary and loco- 
motive power and jet propulsion; nu- 
clear power as a development of the 
future; and a chapter on displacement 
and kinetic type compressors. Many 
of the problems have been revised 
and the appendix has been enlarged. 


Aluminum Forging Shaft Seal Gripping Dog 


Helical Spring Tables Plug Gage Bushing Turbine Roto 


Jonn D. Gaver and Paut H. Srone, Here are a few highly successful Flame-Plating applications. Perhaps 
Jr. 6 x 9 in., 165 pp. Published by Flame-Plating can help you solve design problems on similar parts. 
Industrial Press, 93 Worth St., New 


York 13, N. Y. $5. uv 
This is a compilation of 6800 ready- _ proves 
designed compression and _ tension 


springs from which selection can be ° 
made to meet specific design require- "Two metals are better than one 
ments. Tables of compression springs 
cover coil diameters from 4 to 4 in. Many times two metals are better than one especially when you ca 
Tables of tension springs include coil combine the wear-resistance of tungsten carbide with the metallur 
diameters from 4 to 2 in. Data in | 
the tables are based on spring steel 
wire and service life of 20,000 cycle 
at full range deflection. yee 
Also included are instructions for low moment of inertia. Undoubtedly, you can think of many othe 
using the tables: (1) to establish an combinations that would help you solve your design problems. 
approximate set of specifications; (2) Flame-Plating is Linpe’s service, performed in Linpe’s plants, fo 
for service life other than 20,000 
cycle; and (3) to select springs for 
other than full range deflection. 


gical advantages of most any other metal. For example, by Flame 
Plating a thin coating of tungsten carbide on aluminum, magnesium 


or titanium, you can combine wear-resistance with light weight and 


depositing a thin coating of tungsten carbide on metal parts. Finished 
or semi-finished parts can be Flame-Plated without distortion for the 
temperature of the part being plated seldom reaches 400 deg 
Fahrenheit. The coating may be used in as-coated condition (similar 
Analytic Geometry to fine emery paper) or finished to fine tolerances for precisio 


’ applications. 
Ross R. Mipptemiss, Prof. of Mathe- 


matics, Washington Univ. 6 x 9 in., : 

310 pp. Published by McGraw-Hill or write for your free copy of the Flame-Plating booklet 

Book Co., Inc., 330 W. 42 St., New 

York 36, N. Y. $3.75. A design with Flame-Plating in mind 
Since the majority of those study- | : 

ing analytic geometry are preparing LINDE AIR PRODUCTS COMPANY 


: A DIVISION OF UNION CARBIDE AND CARBON CORPORATION 
nig: inty o comune, — emphasis 30 East 42nd Street, New York 17, N.Y. [T[el@ Offices in Other Principal Cities 


in Canada: LINDE AIR PRODUCTS COMPANY 
Division of Union Carbide Canada Limited, Toronto 


For the full Flame-Plating story. call your nearest Linpe Ofhe 


is placed on graphs and properties 
of polynomials, and on rational, ex- 
ponential and trigonometric functions 


(Continued on page 435) | “Linde” isa trade-mark and“ tZ@e” is a service mark of UCC. 
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'WELDED SHEET 
STEEL CONSTRUCTION 


f ALCOA | Pe ee 
/ UTILITUBE OIL-TIGHT 
saves up to | PUSH BUTTON 


<i-<c> oe ) ENCLOSURES 


Immediately available in ten stand- 
ard sizes to accommodate from one 
to twenty-five push buttons. 


@ Patented push button openings will fit 
all standard makes of oil-tight units. 


@ Conduit connections may be made at 
any location you specify. 


@ Absolutely oil tight, water tight, dust 
proof. No knockouts or holes in this 
heavy 14 gauge sheet steel box. All 
: seams welded. Mounting feet are ex- ; j 
coiled 9g First of its 


hed. . 
temnatly ettached kind on the market! 
@ Neoprene sponge gasket provides posi- 


aluminum tube fm ay @ Pendant type, flush cover 


type and mee, sponte en- 
° 2 ° 7 , @ Unique sliding hinge will hold cover in closures also fabricated. 
readily available for Seenieiien @ dened. Gaver eases 


are captivated. They thread into closed- Painted attractive gray ham- 


mertone enamel. 





lubricating lines, fuel lines, Shen Songs. Goad took. REASONABLY PRICED! 
air lines, hydraulic fluid lines 





ALcoA® Utilitube offers savings up to 
40%, over copper tube. Made of a 
special ALCoA alloy, ALcoa Utilitube 
work-hardens less, has excellent flaring 
and forming characteristics, stands up 
well under vibration. 

ALCOA Utilitube will not cause sludge 
or gum formations . . . will not con- 
taminate the fluids it carries. Its light 
weight makes economical long lengths 

up to 1,000 feet—easier to handle. 

For more information on this versatile 
product, write today for the FREE 
booklet, Alcoa Utilitube. Contains com- 
plete information on. how to put this 
money-saving tube to work for you. 

Your ALcoa distributor carries abun- 
dant supplies of ALcoa Utilitube in y 
stock, and fittings are readily available 7 There’s a GRIPBELT 


from several manufacturers. 


for every purpose! 


No other source offers such a wide selection of V-belts 

ALCOA 3, . . . from FHP to steel cable belts, including versatile Grip- 
a - link and Griproll, and unique new Poly-V. These combine 
ALU AAINIU AA with Browning’s variety of sheaves to form the most com- 

A Atuminus Company ef anemia plete V-drive line. For every power transmission need, con- 
tact your Browning distributor. He will serve you promptly, 

efficiently. Write for free catalog GC1O1, showing whole line. 


ALUMINUM COMPANY OF AMERICA RING x compan 
909-L Alcoa Building, Pittsburgh 19, Pennsylvania Brounirg § BNE IETS *| 


Product Engineering — November, 1955 








New Books continued 
Proc ise 

than on the classical study of conic 
sections. Following a brief review of 
basic facts and formulas of algebra and 
trigonometry are 13 chapters on plane 
analytical geometry and three chap- 
ters on solid analytical geometry. 
Throughout the book the author seeks 
to develop the reader’s general mathe- 
matical training as well as present- 
ing the methods and formulas of 
the subject. 

In this second edition new prob- 
lems, new figures, new _ illustrative 
examples, and sometimes a new point ‘ 
of view have been introduced as a Would a superior coil spring 
result of the author's experience in 
using the first edition. This treat- 
ment will make a substantial contri- 
bution toward a better understand- | S K C ‘ 
ing of the role of definitions and 7 e U Springs \ 
in forming the habit of reasoning A 
carefully from hypothesis to conclu- have an impressive 


sion record of superior performance 


solve your design problem? 


Basic Engineering Mechanics High strength It is known that beryllium 

. 4 

And Machine Design High copper does have certain inherent 
Conductivity 

S. S. Arptin, 84 x 1] in., paper-bound, Uniformity 

92 pp. Published by Pelex Publishers, Reduced set tate eae baie 

In 95 I iberty St New York 6 and drift tec nique S$ in spring- orming nave 

N.Y. $3 . Close magnified and multiplied these 

4 . . >. 


advantages for some applications 


But I-S exclusive heat-treating 


ieee tolerances advantages. From jet aircraft to 
rhis review of statics, dynamics and 


elementary machine design was de- er ws refrigerators, billions of I-S BeCu 
4 ° . a enovrance life 
veloped as an aid in preparing for the 
Engineering License Examination in oe superior performance—and the resulting 
New York State. — 
It consists of three parts: brief re Stability 
view of theory, problems from past oe ane 
‘ , : temperatures 
examinations, and solutions to these 
problems. Reduced 


inspection and From design conference—to prototype—to finished 
assembly costs 


springs have been used for their 


economies in cost and labor 


Call it difficult? Then call 1-S ... 


production I-S’ exclusive facilities and the spe- 
: Reduced space 
Reference Tables requirements 


to help solve your challenging problems 
For Thermocouples 1elp so : 


NBS Circular 561, Henry SHENKER, 
Joun I. Lurirzen, Jr., Rosert J. Like many other leading manu- 
-_ facturers, you will find that these 
Corruccini and S. T. LONBERGER. . ~ I-S facilities can make significant 
103 x 73 in., 84 pp. Published by the . improvements in your manufac- 
] 4 inti turing processes, and in your 
U. S. Government Printing Office, ‘ i product. And they most likely 
Washington 25, D. C. $0.50. 


will save you money. One thing 
TT. :. t : is certain . . it costs nothing 
This reference book supercedes Cir- to compare 

cular 508 and gives expanded tables 

for platinum-platinum-10 per cent : ee 

thodium; platinum-platinum-]3 per Fer mare intermetion on BeCv Springs. 

: : write today for your free copy of 

cent rhodium; chromel-alumel; iron- our newest catalog, No 8. For elec- 

constantan (modified 1913): copper- tronic components, ask for No. 8-A 

constantan; and chromel-constantan 


thermocouples with temperature in | 7 ; | | 
degrees C and F and electromotive nstrument pecia ties CO. Inc. 
force (emf) in millivolts. The tables 234 BERGEN BOULEVARD, LITTLE FALLS, NEW JERSEY 

(Continued on page 437) Telephone Little Falls 4-0280 


cialized ability of our engineering staff are available 


But it may cost considerable, 


not to! 
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do you have an 


imagineering department? 


Take a good look at your product! 


Now take a good look at some of the outstanding features 
of a POWER PRODUCTS 2-cycle engine! 


@ LIGHTWEIGHT — 60° 


than most ordinary engines of 


lighter Imagine what this 


POWER PRODUCTS 
2-cycle Lightweight Engine 
can do for your products! 


equal horsepower. You can 


redesign for greater portability. 


It opens many new 
product ideas to imagi- 
native engineers looking 
toward tomorrow’s 
portable equipment. Write 
today for full information. 


p 


World’s Largest Builders of small 2-cycle industrial engines 


@ EXTREME TILTABILITY — 
perfect performance at any angle 
-— no oil to spill out, no 
lubrication problem — no need 


to be saddled to a single position. 


POWER PRODUCTS 


CORPORATION 
GRAFTON, W'SCONSIN 
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MAYLINE 





5 DRAWER UNIT 
WITH CAP AND BASE 


Mayline drawers lock into 
position when open. Hinged 
dust cover frees hands for 
filing or removing prints. 


Ask your local dealer to 


show you this feature. 


Piet) Teal 


5 DRAWER UNITS STACKED 








MAYLINE 


MAYLINE 





A Feature of 
the MAYLINE 
Metal Plan File 





aNITAVW 


PLAN FILE 
WITH HINGED DUST COVER 


Symbol of he Superiority 


MAYLINE 


MAYLINE CO. 
605 No. Commerce St. 
Sheboygan, Wisconsin 








SOLVE RETAINING 











PROBLEMS 





yo 
ame el 








Retaining Rings 


With Spirolox you are assured of 
quick, easy installation and removal 
of the retaining ring. As illustrated 
by this installation on a tube-cutter 
assembly, Spirolox is inserted in a 
jiffy, removed with a flip of a screw- 
driver. No specia! tools needed. 


Simplified, trouble-free solutions to 
retaining problems like this are pos- 


FREE DATA BULLETIN tells how you can solve l 
toughest retaining problems with SPIROLOX—send 
for your copy! Ramsey Corporation, St. Lo 


Missouri, 
108-R 


sible because of extraordinary Spiro- 
lox flexibility and conformability. 
Unique two-turn construction lets 
you spiral-in a Spirolox ring quickly 
and easily. Complete elimination of 
lugs or projections, breaks or gaps, 
provides uniform shoulder which 
conforms 100% to 

diameter of groove. EJ 


S. Pat. No. 
2,450,425 and 
Foreign Pats. 
Other Pats. Pend. 


uis 8, 


SPIROLOX—the Better Way to Hold Moving Parts TOGETHER! 
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New Books continued 
are based upon the absolute electrical 
units and the International Tempera- 
ture Scale of 1948. 

These temperature emf tables for 
thermocouples can be used to convert 
measured emf into equivalent tem- 
peratures, for testing and calibration 
of commercial thermocouples, for the 
preparation of purchase specifications 
for thermocour!e wire, and in precise 
calibration of instrument scales in 
order that temperatures may be read 
directly. 


Vapor-Plating 


C. F. Powext, I. E. CaAMpsexyi and 
B. W. Gonser, Battelle Memorial 
Institute, Columbus, Ohio. 6 x 94 in., 
158 pp. Published by John Wiley & 
Sons, Inc., 440 Fourth Ave., New 
York 16, N. Y. $5.50. 

This book is a well-written review of 
the applications and techniques of 
vapor deposition of metals and non- 
metals. It is an excellent single source 
of information and reference on these 
processes. The extensive experience of 
the authors, all members of the staff 
at Battelle Memorial Institute, is re 
flected in their evaluation and pre- 
sensation of the data. 

The book provides a complete de- 
scription of present and past applica- 
tions of vapor deposition techniques, 
including many which are not widely 
known. Vapor-plating is a chemical 
process where the metal is transported 
as a compound from which the metal 
is obtained by a chemical reaction 
(usually thermal decomposition or 
hydrogen reduction) at the sample 
surface which is hotter than the source 
of the metal-containing vapor. 

Chemical vapor-plating came into 
prominence about 1925 when it was 
extensively investigated as a method 
for preparing high-purity metals. Its 
use to produce coatings was stimu- 
lated when the need for new refrac- 
tory coatings became urgent during 
World War II. 

The book describes the general 
techniques employed in vapor-plating 
and discusses the conditions required 
for the deposition of pure metals, car- 
bides, nitrides, borides, silicides, and 
oxides from gaseous mixtures of their 
vaporized compounds. Detailed kinetic 
and thermodynamic studies have been 
carried out for only a few vapor-deposi- 

(Continued on page 439) 
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A. W. HAYDON PRECISION GOVERNED rr 


SERIES MOTOR insures performance of America’s perimeter defenses. 


SPECIFICATIONS 


. Voltage range nominal + 


20% at 68°F 


. Ambient temp. range minus 


65°F to plus 165°F. 


. Vibration 5-55 cycles per 


sec. with 10g max. accel. 


. Tolerance on escapement 


rate 
(a) + 0.1% under con 
dition 1 
(b) + 0.3% under con 
dition 2 
(c) + 0.5% under con 
dition 3 


. Shock — per MIL-E-5272A, 


Proc. 1 (30g for 11ms) 








PERFORMANCE CHART 


PAILUAMPERES 


iT 20 22 2 re 7 » 
vaaTs oc 
Rated 30 oz.-in. full load torque at 1 RPM. Torque is 
limited by materials used in gear train to 20 oz.-in 
intermittent or 5 oOz.-in. continuous duty at 1 RPM. 
Special gear trains are available 
Output speeds from 900 RPM down to 1 revolution in 
2 hours can be provided. 
WHEN TIMING POSES A PROBLEM CONSULT... . 
The 


A.W-HAYDON 


COMPANY 


221 NORTH ELM STREET 
WATERBURY 20, CONNECTICUT 











(General 
Catalog 
Sent on 
Request) 


Design ond Menelacture of Electre-Mechenicol Timing Devices 


Another of the Reasons Behind Brad Foote Quality— 


vbsidiaries 


e Deburring of gears isn't normally included in specs o: 
drawings. And we don't get paid for it. But here at srap 
FOOTE we take pains and expend many man hours on debur- 
ring—for we know that one tiny burr can ruin a $100,000 
machine. 

e Examine your next shipment of gears. See whether your 
present supplier is painstakingly removing all the burrs. Find 
out how many hours your assembly department has had to 
charge against deburring. See another way in which BRAD 
FOOTE quality and extra attention to details saves you 
money. 

e Prove to yourself the savings that BRAD FOOTE quality 
can mean. Let us quote on the gear requirements for your 





next program—whether it be radar equipment, diesel 
engines, etc. BRAD FOOTE has experience in providing gears 
for almost every specialized application and would welcome 
the opportunity of discussing your gear problems. 


BRAD FOOTE MAKES ALL TYPES OF GEARS— 


IN A COMPLETE RANGE OF STYLES AND SIZES 





Let's 
talk price 
on 


GLASS-TO-STEEL 
HERMETIC TERMINALS 


+ the day Fusite started business 
we've planned, worked and talked quality. 
The price of Fusite Terminals has always 
been set by what it cost to produce them 
plus a reasonable profit. 

The very same policy is in effect as we 
adopt a new price structure that lowers 
prices by as much as 35% on some models. 

Our greatly increased volume of business, 
has so cut our costs that we are able to make 
satisfactory profits on reduced prices with 
quality hitting new highs. 

If yours is one of those companies which 
have felt Fusite quality was a luxury you 
could not afford—that our terminals were 
better than you had to have, we'll be happy 
to quote today. You'll be happy, too. 


Write Department Q-3 


| = FUSITE CORPORATION 


6026 FERNVIEW AVENUE 
CINCINNATI 13, OHIO 


The 


New Improved 


Deftly holds and delivers 
small parts to drill, tap, 
swage, stake, etc. 8,12 or 
24 stations accurate to 
.003”". Positive, uniform 
air-hydraulic indexing — 


Vee” not a mere hydraulic 


oa 


check. Indexes slow or 


fast, up to 2800 per hour. Compact and sturdy, 
easy to tool and hook up. Standard dial plate 
12” x 4" ground steel. For a new job, simply tool 
up a new dial. Readily combines with 
“MEADMATIC” Timer, Air Hammer, Air Press, 
Drill Presses, etc.—to make almost completely 
automatic machines—operator merely loads. 


Send for new Air Power catalog today! 


(See Volume III Thomas’ Register for near- 
est distributor's address, phone number.) 


MEAD 


SPECIALTIES COMPANY 
4114 N. Knox Ave., Dept. PE-115, Chicago 41, Ill. 


PATHFINDER IN AIR POWERP AUTOMATION 





SELF-SUPP ORT. 
ING — Needs no 
external supports 
of any kind. 




















ASSEMBLY PLATE 
— Holds internal 
parts in position 
when head is 
removed. 





SYPHON ELBOW 
— Permits use of 
straight pipe for 
syphon. Can be 
inserted or with- 
drawn right 
through the joint. 





with SYPHON ELBOW 


Johnson Joints represent the best way industry has yet 
found to get steam or liquids into rotating rolls and 
cylinders, They are completely packless, need no lubrica- 
tion or adjustment. The Type SBP shown gets steam in, 
condensate out, through the same head, Other types avail- 
able for through flow service, in sizes to meet all operating 


needs. 


WRITE FOR COMPLETE INFORMATION. 


2 Johnson Corporation. A 


813 Wood St., Three Rivers, Mich. +> 
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New Books continued 


tion reactions such as those involved 
in industrial chromizing and siliconiz 
ing processes. 

In addition to a summary of the 
properties of many of the resulting 
coatings and materials, new applica- 
tions for the processes are suggested. 
Literature references are cited at the 
end of each chapter. 


Dielectric Behavior and 
Structure 


Cuarvtes PHetps Smyru, Prof. of 
Chem., Princeton University. 64 x 94 
in., 441 pp. Published by the Mc- 
Graw-Hill Book Co., 330 W. 42 St.. 
New York 36, N. Y. $9. 


This book is outstanding in th 
chemistry, physics and engineering of 
insulators of all types. It explains the 
relations between the molecular struc 
ture of matter and the dielectric be 
havior of matter, also the use of ex 
perimental measurements of dielectric 
constant and loss and electric dipok 
moment in the investigations of th« 
nature of molecular structure of liquids 
and solids. 

The first half of the book discusses 
basic theories of dielectrics, interpre 
tation of dielectric constant and loss 
data in terms of structure, and the 
actual methods of measurement. Ex 
perimental results on many liquids and 
solids are discussed in detail. Separate 
sections are devoted to glasses, high 
polymers, ferro-electrics and electrets. 

The latter half is the most extensive 
available account of use of the dipole 
moment in determination of molecu- 
lar structure, study of the nature of 
chemical bonds, resonance and intra- 
molecular energy. 


Chromium Plating 


Paut Morisset, Directeur du Centre 
d'Information du Chrome Dur, Paris, 
France; J. W. Oswatp, Ch. Chemist, 
Fescol Ltd.; C. R. Draper, Editor 
and R. Pinner, Asst. Editor, Electro- 
plating. 54 x 83 in., 611 pp. Published 
by Robert Draper Ltd., 83/85 Udney 
Park Road, Teddington, Middlesex, 
England. $11, 


This is a text book which provides 
a good, comprehensive coverage of the 


SINCE 1915 LEADERS IN AUTOMATIC CONTROL. 











A.C VOLTAGE 


Ingenious electro-mechanical 


device generates 
sine or cosine function 


From a combination of mechanical and electrical principles, Ford 
Instrument Company engineers have produced and patented an 
electro-mechanical device to generate sine and cosine functions. The 
mechanical portion iS an internal geal angle resolver. It consists of 
two gears an internal geal and a pimon Because the pion has 
exactly half the number of teeth as the internal gear, the pin on its 
pitch circle traces a straight line when the pinion rolls inside the 
angle gear. 

Furthermore, the displacement of the pin relative to the center of 
the internal gear is proportional to the sine (or cosine) of the roll 
angle of the pinion 

If a linear potentiometer is now placed along the diameter of th 
internal gear and a potentiometer slider is fastened to the pin on th 
pinion, the voltage picked off by the brush is proportional to th 
sine (or cosine) of the angle. 

Two such systems, connected in tandem, produce simultaneously 
both the sine and cosine functions. 

This is another example of Ford Instrument engineering ingenuity. 
What appears on the surface to be a complex problem is solved by 
the combination of well-known principles 

Perhaps you have a problem that could benefit from Ford Instru 
ment experience. Ford Instrument engineers work every day with 
systems using mechanics, electronics, hydraulics, electro-mechanics 
magnetics, atomics. How can Ford help you? 


FORD INSTRUMENT COMPANY 


DIVISION OF SPERRY RAND CORPORATION 
31-10 Thomson Avenue, Long Island City 1, N. Y. 


subject. The work is divided into six 


ENGINEERS 
major parts, an appendix and an alpha- 


of unusual abilities con find a future at FORD INSTRUMENT COMPANY. Write for information 
(Continued on page 441) 
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bearings . . 


0-6000 psi SERVICE with 
LOW TURNING TORQUE 


Exceptionally low turning torque is obtained by ‘“‘floating’’ the valving disk 
in the service fluid, thereby balancing the pressure and eliminating thrust 


.a sound application of the hydraulic engineering principle that 
fluids under pressure exert force equally in all directions. 


Sealing rings on both sides of the selector disk eliminate leakage at all times 
whether pressure is forward, back, or off entirely. 


For air and gas service, 0-2000 and 0-4000 psi; for fuel, hydraulic oil, petro- 
leum, and water service, sizes 4g” to 1”, 0-3000 and 0-6000 psi. 2, 3, and 4-way. 


Write for catalog no. 454 for complete information. 


Distributors in principal cities from coast to coast. 


: 


@ 0-6000 psi service 
@ Low turning torque 
@ Panel mounting 


@ Semi-steel, bronze, 
aluminum alloy 


@ No leakage at any time 
@ 3 types of portings 


a — 2 
MUG ip GLOBE NEEDLE 


REPUBLIC MANUFACTURING CO. 


DICKENS 2-1020 


IRE FORMS 
SPRINGS 
METAL STAMPINGS 


Rely on 


DUDEK & BOCK 


You get precision WIRE FORMS, 
Springs and Stampings that are 


easily assembled... that with- 
stand stresses... perform under 
the most trying conditions. Rely 
on our free designing service. Our 


EXPERT ENGINEERS will pro- 


_ duce design that meet your exact 


needs—and save you MONEY! 


Secor Deuiveny 


WRITE— WIRE or PHONE 
Delivery 


for Estimates and Dates 


SPRING MFG. CO. 


4014 W. Grand, Chicago 51, Ill 








IF THIS IS YOUR PROBLEM 


If you need effective, highly readable, 
smartly illustrated company literature 
(booklets, pamphlets, manuals) to dis- 
play your products, inform the public of 
your operations, attract key personnel to 
your plant, train employees, and perform 
any of the other communicative functions 
that are vital to your business . . . 


THIS IS YOUR ANSWER 


The McGraw-Hill TECHNICAL WRITING 
SERVICE has a staff of more than 150 
highly-trained writers, editors, and illus- 
tration specialists whose job it is to create 
technical and general literature for in- 
dustry. We write, illustrate, design, and 
print Equipment Manuals, Product Bul- 
letins, Handbooks, Company Histories, 
Annual Reports, and other specialized 
material. Save money and time. Let our 
staff be your staff for Technical and 
Business publications. 

This service is available through od agencies. 
Write e Phone 

















TECHNICAL WRITING SERVICE 
McGraw-Hill Book Co., Inc. 
330 W. 42nd St., N. Y. 36, N. Y. 
LOngacre 4-3000 
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New Books continued 


betically arranged list of more than 
400 references, to Dece:ber, 1953. 

Part I, a discussion of the theo- 
retical aspects of chromium electro- 
deposition includes chapters on the 
mechanism of the process, solutions 
for chromium plating, electrode reac- 
tions, effect of variations in operating 
conditions, and cathode efficiency. 
Other chapters in this part describe 
the conductivity of chromium plating 
solutions, throwing power, rate of de- 
position, anode reactions and the in- 
fluence of cathode characteristics. 

Part II presents a complete descrip 
tion of the technique of hard chro 
mium plating while Part III is con 
cerned with the properties of hard 
chrotae deposits. The industrial ap 
plications of hard chrome plating are 
enumerated and explored in Part IV. 
Decorative chromium plating is cov- 
ered in Part V 

The last section of the text, Part VI, 
is made up of miscellaneous chapters 
discussing such items as control of 
chromium plating solutions, the cost 
of chrome plating, health hazards and 
the disposal of chrome wastes. 

This book is the third of a series 
of reference works on electrodeposi- 
tion and related subjects. The other 
two books are “Analysis of Electro 
plating and Related Solutions” by 
K. E. Langford, and “The Filtration 
and Pumping of Plating Solutions” by 
G. T. Colegate 


Calculation of 
Change Gear Ratios 


Eric H. Wane, 84 x 11 in., paper- 
bound, 116 pp. Available from Eric 
H. Wang, 601 Monroe Drive, Xenia, 
Ohio. $3.50 


The author has developed a method 
of calculating gear ratios that approach 
a desired value, expressed in the form 
of a decimal, which is said to enable 
one to find more usable ratios in a 
shorter time than is possible with 
any other known system. 

Requiring the factor tables and 
charts that make up the bulk of the 
book, this method also is said to have 
these additional advantages: 

1. No calculating machines are nec- 
essary, although they can be used to 
advantage if they are available. 

2. All the mathematical knowledge 
necessary, after the desired ratio is 

(Continued on page 443) 
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“CREATIVE EXTRUSIONEERING”’ 


CAN HELP YOU CUT MANUFACTURING COSTS 
”. . IMPROVE PRODUCT QUALITY 


Pe’s Creative ‘‘Extrusioneering”’ is more than 
just a designing and mill service. It’s an ex- 
panded assistance program designed to help 
you create new aluminum extrusion applica- 
tions for your product... applications that 
will cut manufacturing costs and improve pro- 
duct quality. Because PE’s staff of competent 
engineers have wide experience in all types of 
fabricating operations, they can provide in- 
valuable aid in helping develop ideas that will, 
for example, reduce fabricating costs, simplify 
assembly, eliminate machining operations, 
and provide greater stability and strength. 
Why not call in a PE engineer without obliga- 
tion and let him analyze your product for 
possible cost-cutting extrusion applications. 
PE aluminum extrusions are produced under 
the latest methods of scientific quality control 
... facilities are complete from billet casting 
to finished extrusion. PE specializes in the job 
of PRODUCING EXTRUSIONS ONLY .. . they 
do not fabricate, they do not manufacture 
any other product. Your inquiries receive 


personalized and confidential attention. 


FREE 12-PAGE BULLETIN 


Write today for free technical bulletin 
illustrating and describing PE services and 
advantages of the aluminum extrusion 
process. 


iden | 


PRECISION EXTRUSIONS 


729 GREEN AVENUE BENSENVILLE, ILLINOIS 
Phone: Bensenville 98 Chicago TUxedo 9-1701 


44] 





HEAVY-DUTY D-C 
MAN-NETIC 
CONTROLLERS* 


COMBINATION MANUAL and 
MAGNETIC CONTROLLER FOR CRANES— 
CHARGING MACHINES—D-C CONTROL JOBS 


2 TYPES AVAILABLE: 
REVERSE-PLUGGING OR 
DYNAMIC - LOWERING 


Provide four speed points, reversing, 
with all advantages of full-magnetic 
control. Manuvally- operated cam con- 
tacts are free of destructive arcing 

. extremely fast magnetic contactor 
action interrupts power circuit before 
cam-operated contacts are opened. 
EUCLID'S EXCLUSIVE “TIMELOK” 
feature offers maximum dependable 
acceleration timing without extra 
relays ... permits unusually compact 
arrangement of the magnetic panel 

For more information, contact our 
representative in your area, or write 
or call THE EUCLID ELECTRIC & MFG. 
CO., MADISON, OHIO 

Ask for Bulletin 4400-440]. 


Light metais design tips 


Free new handbook 
of helpful data for 
designing in magnesium 


This new handbook—complete with tables and graphs 
—will answer many of your questions about designing 
structural assemblies of magnesium. There are complete 
sections on design, properties, metal working, surface 
treatment, assembly, and other related subjects. 

You'll find helpful data on working stresses, bend radii, 
spotwelding, shear strengths, riveting, machining and 
bolting. 

Copies are available without charge while the limited 
supply lasts. 

And remember, whenever light metals can be used for 
your parts or products, Magcoa engineers can help you 
design them and Magcoa fabricating facilities can pro- 
duce them for you. 


MAGNESIUM COMPANY OF AMERICA 


LIGHT METALS FABRICATION DIVISION « EAS? CHICAGO 27, IND 














Why SCHNORR Disc Springs? 


1. Unlimited life within borders of permissible 
loads 

. No creeping, initial settling or gradual fatigue 

. Axial center pressure 

. Exact adjustment to the desired pressure 
Small constructional height, large deflection 

. Large inherent damping. 

. Large impact damping especially with multiple 
stacking. 

. Excellent space disposition. 

. Spring pressure, Spring length and Spring deflec 
tion can be easily determined for the same 
Spring size or can be changed by lengthening 
or shertening of the Spring columns or by 
multiple stacking. In special cases the character 
line can be made to divert from its usual form 
by diversified stacking. 

Most Spring sizes available from stock 


For Descriptive Literature Write 


KARL A. NEISE, Dept PE 


404 Fourth Avenue, New York 16, N. Y 





*PATENT APPLIED FOR. 





THE EvCcUD ELECTRIC 


EUCLID) 


AND UFC CO. MADISON OHIO 


THE EUCLID ELECTRIC & MFG. CO. 
MADISON, OHIO 





There are hundreds of applications for 


a, SAUEREISEN 


iY CEMENTS 


money. Write for catalog. 


-nsroments Speed assembly, improve 
ing Homers quality and save time and 
ng Elements 


TRIAL ORDER 
A complete electrical cements 
laboratory at your fingertips —for 


tasers «Wes Wye 
experimental work. One-quart can 
S| =tsuanwm a0 ap 
Sauereisen Cements Company * Pittsburgh 15, Pa. 
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New Books continued 


presented in the form of a decimal, is 
confined to elementary operations like 
addition, subtraction, multiplication 
and division of whole numbers and 
decimals; and extension, reduction and 
cancellation of a fraction without 
changing its value. 

3. No knowledge of logarithms or 
other advanced mathematics is _re- 
quired. 

5. Error made can easily and closely 
be estimated at a glance without re- 
sorting to longhand, machine, slide 
rule or logarithmic calculations. 

6. Method must lead to a suitable 
result, if there is one within the defined 
limits, by simply following through. 
There is no necessity for starting anew 
with other assumptions if a certain 
chain of possibilities is exhausted, or 
of changing the design (helix angle) 
of the gear to be produced as some 
people do. 

7. No calculations are necessary to 
determine whether one is still within 
the desired limits or not. 

It is possible, in a very short 
time, to find enough gear ratios to 
enable the calculator to choose from 
them the most convenient ones. For 
example, one which makes possible 
the use of gears in stock or the one 
that gives a ratio closest to the wanted 
ratio, or both conditions combined. 

8. It takes only a few hours, even 
for the inexperienced, to learn how to 
apply this method. 

9. Can be used to improve gear 
ratios as well as to find ratios to satisfy 
a given value 


Industrial Automatic Controls 


Mixxarp H. LaJoy, Assoc. Prof. of 
Mechanical Engineering, Univ. of 
Minn. 84 x 53 in., 278 pp. Published 
by Prentice-Hall, Inc., 70 Fifth Ave., 
New York 11, N. Y. $6.65. 

This book is a fundamental text in 
automatic control systems and _ is 
based upon more than eight years of 
teaching the subject. The result is a 
book which accomplishes its objective 
in admirable fashion; it is recom- 
mended for independent study by me 
chanical or electrical engineers who 
wish to acquire a basic knowledge of 
the field with a minimum of effort. 
Throughout the book the various 
phases of automatic control are pre- 
sented in a lucid manner with a mini- 


(Continued on page 445) 
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MON DILAUNID 


WELDING NUTS 
eee Make Tough Jobs Easy! 


SAVE TIME! 


SAVE TROUBLE! 
SAVE MONEY! 


If you’ve got a product involving metal fabricating, 
fastening or assembling, chances are you can use Mid- 
land Welding Nuts to big advantage. 

They come in all sizes for every-sized job. Welded 
to the part or parts concerned, they don’t have to be 
held while bolts are turned into them. Thus one man 
can often do the work of two. 


And they’re indispensable when it comes to those 
tucked away, hard-to-get-at places. Welded in advance 
to those inside spots where it is difficult—or impossible— 
for hands or tools to reach, Midland Welding Nuts hold 
fast while bolts are turned into them. 


If you’re a designer, you'll want to know about these 
time and labor-savers, too. Midland Welding Nuts will 
solve and simplify many of your problems, too. 


Write or phone for complete information! 


The MIDLAND STEEL PRODUCTS COMPANY 


6660 Mt. Elliott Avenue * Detroit 11, Michigan 
Export Department: 38 Pearl St., New York, N. Y. 
Manufacturers of 
Automobile and Truck Frames ° Air and Vacuum Power Brakes 
Air and Electro-Pneumatic Door Controls 





«+e EXAMINE THIS HOSE COUPLER... 37 
will it help YOU? \@ wus" 


+ CYLINDER 
CYLINDER 


HORSEPOWER 


wot ose i rus... cus bs cuck 


Instant Free Flow 


’ ry 
The Char-Lynn Hydra-Seal Hose Coupler has been SS ma, 4606 HORSEPOWER 
ate W engineered and designed as a quick- connect self-sealing, d 
break-away coupler for all fluid carrying hoses. 


Operation of the Hydra-Seal Coupler is as simple as Ss . 

inserting or removing a plug from an electrical outlet. L HYDRA-SEAL 
Q HTL To ——, hook on Soul patnle gy to uncouple, COUPLER 

pull a no tools are needed. As the barrels are 

hooked over the slide lugs and the coupler pushed to- 


gether, the barrels displace the slides and the barrel 
HYDRA-SEAL ports are brought into ie or alignment . . . thus 


HOSE COUPLER allowing the free flow of fluid through the coupler. 


Pulling the coupler apart brings the slides into position 
over the ports—oil is sealed in, dirt sealed out. 


Let Char-Lynn solve your coupler problems. 


CHAR-LYNN COMPANY 


Dept. PE-11 2843-26th Avenue South, Minneapolis 6, Minnesota 
Member — National Fluid Power Association 








FOR HIGH THERMAL FORD 
RESISTANCE CLEVELAND FOUNDRY 


USES 


CADDY. 
TOGGLE CLAMPS 








SPECIFY Uj N j VE R S A l CLOSE UP OF TYPE V-1 CADDY TOGGLE CLAMP 


CADDY Toggle Clamps are used on the FORD Cleveland Foundry core 


H ion i ing of FORD and MERCURY engine 
Gray Body Porcelain Insulators laa 0h ° 
This gray body mogul base adds a safety factor to performance The FORD Foundry turns out castings for both FORD Engine Plants in 
by its heat resisting, non-charring qualities, Wherever heat may Cleveland and high production equipment is essential. 
generate especially at electrical connections, contactors or ter- Prior to the adoption of the CADDY Toggle Clamps, FORD tested the 
minals, follow the safest design practice by specifying Univer- clamps for 6 months. The key feature in the selection of CADDY was that 
sal Porcelain insulators. they maintained uniform clamping pressure throughout the life of the 
If you have an insulator problem, send your specs to Universal. clamp and developed no springing or wobble. 
We'll help you develop the right insulator to improve your pro- CATALOG ON REQUEST 


duct’s performance, and service life. CADDY TOGGLE CLAMPS 


THE UNIVERSAL (U) CLAY PRODUCTS CO. 


1545 EAST FIRST STREET 


Erico Products, inc. 
SANDUSKY, OHIO 2070 E. Gist Piace ° Cleveland 3, Onie 


IN CANADA: ERICO INCORPORATED, 367) Ounces St.. Weet, Terente 8, Ontarte 


eT 
EA TT TT LS 
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New Books .. .continued 
mum of simple differential equations 
describing dynamic response of various 
types of control. 

Chapter 1 presents elementary ex- 
amples of the transition from manual 
to automatic control in terms of closed- 
loop systems. Four basic modes of 
automatic control — on-off, propor- 
tional, integral (floating), and deriva- 
tive (rate) are discussed in Chapters 
2, 3,4 and 5. Control effects are given 
a thorough analysis, and controller out- 
put characteristics for various input 
disturbances are shown graphically. 
Chapter 6 is devoted to automatic 
control systems containing more than 
one dynamic effect. The circuitry of 
pneumatic, hydraulic, and electronic 
controls is described in Chapters 7 


How Chace 
Thermostatic Bimetal 
Actuates the 
BULLDOG 
DUO-GUARD 
PUSHMATIC® 
CIRCUIT BREAKER 


Product of Bulldog Electric Products 


8 and 9, and a group of representative 
applications is described in chapter 10. 
The final two chapters are concerned 
with theoretical evaluation of control 
processes and means of determining 
stability by study of roots of equa- 
tions describing dynamic characteris- 
tics of the systems. 





Product Design in 
Western Germany 


First articles in a series com- 
ing from Editor Nordenholt’s 
extended visits with leading 
engineers in western Germany 
will appear in: 

December. First part of a two- 
part article on “Electrohydrau- 
lics in Machine Tools,” by A. 
Durr of Gebr. Heller in Nurtin- 
gen, developing the thesis that 
electrical components form the 
nerves and hydraulic systems 
the muscles in machine control. 

January. “Germany Resur- 
gent,” an analysis by Editor Nor- 
denholt of the factors responsi- 
ble for the phenomenal rebirth 
of western Germany’s industry; 
the importance attached by the 
Germans to education for engi- 
neering; recognition given engi- 
neering, and the dominance of 
engineering in management; the 
will of the people to work and 
follow strong leadership. 





Company, Detroit 32, Michigan 
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Bulidog's Duo-Guard Pushmatic Circuit Breaker features two seporate 
protective devices for instant response to electrical overload. A Chace 
Thermostatic Bimetal element regulates normal overloads in the lower 
current range. A magnetic solenoid provides protection against sudden 
high overloads and shorts. 


How it works—pushing down on the operating button (F), causes the 
latch end of the bimetal element (C) to engage a slot in the insulated 
contactor support (G), closing the circuit. A gradual overload causes 
the bimetal to deflect laterally, disengaging at (G). The main spring (D) 
provides sufficient force to effect a quick break at contacts (H). The 
breaker is reset by pushing down on the operating button (F). 


High over-currents create a magnetic field in the solenoid, thrusting a 
plunger against the bimetal element to trip the contactor arm and 
instantly break the circuit. 


Write now for our free 36-page booklet, “Successful Applications 
of Chace Thermostatic Bimetal,”’ filled with design and application 
information about the 29 different types of Chace Thermostatic 
Bimetal. 


W. M. CHACE CO. 
Thermostatic Bimelal 


1607 BEARD AVE., DETROIT 9, MICH. 





JOSEPH P. SPANG JR. 


“A majority of 
the employees 
at Gillette...” 


“The United States Savings Bonds program is good for 
the personal security of the bond buyer—good for the 
security and economy of the Country. A majority of the 
employees at Gillette Safety Razor Company purchase 
Savings Bonds the payroll savings way. Under this plan 
they find it easy to save a tidy sum for retirement years, 
to pay that unexpected bill, or meet the expense of other 
emergencies that arise.” 
JOSEPH P. SPANG JR., President 
The Gillette Company 


Portrait by Fabian Bachrach 


If less than 50% of your employees are enrolled in the 
Payroll Savings Plan . . . if you have not conducted a 
person-to-person canvass in the past two years (or if 
you do not have the Plan), act now! Telephone, wire or 
write to Savings Bonds Division, U. S$. Treasury Depart- 
ment, Washington, D. C. You will hear promptly from 
your State Director, who will be glad to help you con- 
duct a person-to-person canvass that will put an appli- 
cation blank in the hands of every employee. That is all 
you have to do. Your employees will do the rest. They 
want to save for their personal security. 


The United States Government does not pay for this advertising. The Treasury Department 


thanks, for their patriotic donation, the Advertising Council and 
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OUR READERS 
SAY 





Letters should be addressed to 
Editor, Product Engineering, 
W. 42 St., New York 36, N. ¥ 


Help Wanted on Handbook 
l'o the Editor: 


Several months ago, the Army Ord 
initiated the prepara 
comprehensive “Ordnance 
Engineering Handbook” to 
summarize fundamental principles and 
basic design data 


nance Corps 
tion of a 


Design 


The handbook is 
being written to provide needed in 
formation to Army ordnance and 

senal personnel and to the engineering 
staffs of contractors having ordnance 
design responsibilities. It is planned 
that the handbook will 
approximately 


consist of 
180 sections of about 
Completion of the first 
edition is expected to require about 
five years. 


100 pp each. 


he format is being worked 
out so as to facilitate revision of 
dividual sections as may be required 
by future developments in the ord- 
nance field 

Chis letter is being written to enlist 
the aid of your readers. Specifically, 
I would like to hear from those among 
them now actively interested in ter- 
minology and nomenclature problems 
Whether the activity is on a vocational 
or avocational basis is unimportant 
we would like the help of all who 
fee] they have something to contribute. 

\s you know, ordnance engineering 
cuts across many fields of science and 
technology, and information for de 
sign work is drawn from many diverse 
fields of knowledge. It is a matter of 
considerable importance that uncer- 
tainties as to the meaning of terms in 
use do not impede ordnance design 
and development. It is no easy matter 
to establish definitions for many ord- 
nance terms that are also used in other 
areas of science and technology. Co- 
operation in avoiding confusion should 
prove helpful not only to designers 
and users of ordnance, but also to your 
even those may never 
have any direct contact with ordnance 
problems. 

Overall editorial responsibility for 
the Ordnance Engineering Handbook- 
(Continued on page 449) 
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FLEXIBLE COUPLINGS 


offer 


you these many advantages 


Just three parts are needed — two hardened steel 
sprockets and a length of Cullman double strand 


roller chain. 
For top performance, 


economy and long service life 


specify Cullman Roller Chain Flexible Couplings. 


“Off-the-shelf”’ 


power ratings. 


service on fractional to 


500 horse- 


For full information see your Cullman distributor, 
or write for Catalog 451 TODAY. 


>culiman 


POWER TRANSMISSION 
33561 ROLLER CHAINS AND SPROCKETS 


REPRESENTATIVES AND DISTRIBUTORS IN ALL PRINCIPAL CITIES 


CULLMAN WHEEL COMPANY, 


LEGAL NOTICE 
STATEMENT REQUIRED BY THE ACT OF AUGUST 
i p12 AS —, BY THE ACTS OF 
MARCH 3, 183 AND JULY 2, ~ Tithe 
’ United Sta ode Secti 233 
SHOWING THE OWNERSHIP 
MANAGEMENT, AND 
CIRCULATION 
Of Product Engineering published monthly with add'l 
issue in mid-October, at Albany, N. Y., for October 
955 
1. The name and address of the publisher, editor, man 
aging editor, and business manager is Publisher McGraw 
Hill Publishing Company Int ; West 42 ind Street 
New York 36, N ; Editor eorge F. Nordenholt 0 
West 42nd Street, New York 3 Managing editor 
eet W. Carson, 330 West 42nd Street, New York 36 
Y.; Business manager, R. T. Douglas, 330 West 42nd 
Seach New York 36 y 
2. The owner is: McGraw Hi 
Inc., 330 West 42 ind Street, Ne 
holders holding 1% more of stock 
and Willard T. Chevalier, Trustees r Harold W Me 
Graw, Donald C. McGraw and Elizabeth M St tzfus, all 
of 330 West 42nd Street, New Yo 6, N. ¥ Donald ¢ 
McGraw and Harold W. McGraw, Trustees tor Catherine 
M. Rock, 330 West 42nd Street, New York 36, N. Y¥ 
Denald C. McGraw, 330 West 42nd Street, New York 36 
N. Y¥.; Mildred W. McGraw Madison New Jersey 
W. Mehren, 536 Arenas Street, LaJolla, California 
1x0 & Company, c/o Wellington Fund, In Clayme 


ee Com pany 
N Sr 


Y 
“Donald ¢ McG 


The known bondholders, mortgagees, and other secu 
rity holders owning or holding percent or more of total 
amount of bonds, mortgages, or other securities are: None 

4. Paragraphs 2 and 3 include, in cases where the stock 
holder or security holder appears upon the books of the 
company as trustee or in any other fiduciary relation, the 
name of the person or corporat for whom such trustee is 
acting; also the statements in the two paragraphs show the 
affiant’s full knowledge and | f as to the circumstances 
and cond 8 under ¥ st olders and security hold 
ers me » do m pes upon the — f the « 
tru s, I sto and curities in a capacity 

at of er 
Mc GRAW. tL L "Pl BRLISHING COMPANY, INt 

J. A. GERARDI, V "YT & Treas 
cribed before tm ] ! lay 


ELVA G 


ee MASLIN 
My Commission expir March 30 ) 


1334 ALTGELD ST., 


CHICAGO 14, ILLINOIS 


PUMP 


Liquids * Gases « Slurries 


WITHOUT 
CORROSION OR 
CONTAMINATION 


Wavelike 
a Motion of 


Steel Fingers SN 
Forces Material 
Through Tubing 


Prices range from 


depending on size of pump and 


$55 to 
$500 


accessory equipment required 


Write for Catalog 


SIGMAMOTOR Inc. 


31 North Main Street Middleport, N 





SHUTTER SLAT TENONER 


Employs NOPAK Valves and Cylinders te Implement 
Automatic Operating Cycle 


This completely automatic machine, built 
by Century Tool and Engineering Co., 
Culver City, Cal., turns out 1200 tenoned 
wood shutter slats per hour, automatical- 
ly. It cuts dowel-like projections on both 
ends of each slat and cuts the individual 
pieces to length. The machine continues 
to re-cycle automatically until the com- 
plete length of stock is cut into tenoned 
shutter slats. 


The cutter head is moved into position by 
a 2” x 2” Model E NOPAK Cylinder. The 
stock is rotated 360°, during the cutting 
operation, by a NOPAK 2%”x6" cylinder, 
controlled by a NOPAK Model V250-R 
Slide Valve. " 


This is but one example of how NOPAK 
Valves and Cylinders are used in auto- 
mated operating cycles in many types of 
machinery and equipment. For other ex- 
amples, ask your NOPAK Representative 
to show you the NOPAK Application 


Front view of Century Auto- 
matic Shutter Slat Tenoner 
with housing in place. 


Rear view with housing re- 
moved, shows 2 NOPAK Mod- 
el E Cylinders and NOPAK 
Model V250-R Slide Valve. = 


GALLAND-HENNING NOPAK DIVISION ® lALveEs AND CYL 


2762 SOUTH 31ST STREET © MILWAUKEE 46, WISCONSIN DESIGNED for AIR and HYDRA 


i 
i] 


Ni 


WHEN YOU NEED Quicker Fastening 


FOR 
© Blind Assemblies or —~ 


© Extra Threaded Depth 
at less cost... 


: ah ens ' 


= Soe 


Gripco Pilot-Projection Weld 

Nut. Circular pilot designed for 

quick, easy positioning of nut 
}over bolt hole for instant 
} resistant welding. No jigs, no 
"4 fumbling, no waste of time. Fur- 
)q nished with or without famous 
| 4 Gripco locking feature. 


A copy of this quick-reading, 8-page 

booklet is yours for the asking. It con- 

Plate for levelling | tains many facts on the benefits de- 

home epplionces rived from your business paper and 
Gripco Countersunk Weld Nut. 


Eliminate ti i rofitably. 
Eliminate time-wasting retap- | tips on how to read more p y 


2 oe a Write for the “WHY and HOW 
threads by weld ——. Avail- 


able wy ~ out Gripco booklet.” 
Write for sample and full details. nO, 114 


NUT COMPANY McGraw-Hill Publishing Company, Room 2710, 


330 West 42nd St., New York 36, N.Y. 


Michigan Ave. + Chicago 4, Ill 
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Our Readers Say.... ...... continued 


has been assigned to the Ordnance En- 
gineering Handbook Office established 
by the Office of Ordnance Research 
at Duke University, Durham, N. C. 
The Center for Documentation and 
Communication Research at Western 
Reserve University, Cleveland, Ohio, 
is cooperating with the Engineering 
Handbook Office in the important area 
of terminology definition. We are 
initiating our part of the project by 
a survey of sources, of information 
relating to terminology of importance 
to ordnance. It is with our office here 
at Western Reserve University in 
Cleveland that your readers are asked 
to communicate. 
ALLEN KENT 
Cleveland, Ohio 
Ed—Should any readers feel that they 
have something to contribute to this 
ordnance engineering handbook proj- 
ect, it is suggested that they write 
directly to Mr. Kent. 


Drafting Procedures 
To the Editor: 


The August article “Drafting Pro- 
cedures” by H. H. Ash is the first in- 
telligent approach to true simplifica- 
tion of drafting procedures. Kindly 
pass on my congratulations to him for 
some clear thinking. 

My first thought on the various so- 
called simplified drafting procedures 
was quite favorable. However, close 
inspection of the suggested systems I 
have seen raised the question, “Sim- 
plification for whom?” 

The obvious answer is—simplified 
for the draftsman. For the user it com- 
plicates the system many times over. 
The only possible exception being 
when the user has been trained along 
the same lines. 

Incidentally I find that many com- 
panies do a poor job of making draw- 
ings and their engineering records are 
almost non-existent, a penny wise and 
pound foolish situation (or perhaps 
these particular manufacturers are not 
aware of the necessity). 

L. E. O’Ner 

Dayton, Ohio 
Ed—Simplified drafting, both the pro 
and con of it, continues to excite the 
interest of readers. But the total num- 
ber of readers heard from is still too 
small . . . have we heard your opinion 
vet? 
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Technical assistants 


fr ELECTRON 
TUBES 


The Electron Tube Laboratory 
is engaged in research 

and development in 

the fields of direct-viewing 
storage tubes and 
microwave tubes. The 
personnel comprises men 
with many years’ experience 
in the field of electron 
tubes and their applications. 


Very new developments in mi- 


crowave and display tubes have 


You should qualify 
in any 3 of the 


following areas: 


created a number of openings 
at the research and develop- 
ment level for Laboratory As- 
sistants. At Hughes, engineers, 
scientists and technicians de- 


Electron Circuitry and Test 
Equipment Construction 


Mechanics and Benchwork Skills 
Tube Fabrication Techniques 
High Vacuum Techniques 
Microwave Testing 

Tube Chemistry 

Precision Assembly 


velop their ideas from inception 
to quantity production. Thus, 
assistants working with electron 
tube products have unlimited 
scope for applying their talents 
and skills to a wide range of 


military and commercial uses. 


SCIENTIFIC STAFF RELATIONS 


HUGHES 
RESEARCH AND DEVELOPMENT LABORATORIES 


Culver City, Los Angeles County, California 














OW ARE YOUR COMMUNICATIONS ? 


Do the booklets, pamphlets, and manuals you use really work for you? 
Are these vital publications, that tell the story of your products and your 


company, as effective, readable, well designed and illustrated as they can 


be? Today more than ever, your entire operation is judged by each annual 
report, employee manual, and public relations piece that you produce. 
Have you examined your communications lately? If you have any doubt 
as to the impact of your instructional and promotional literature, 
remember . . 


COMMUNICATION 15 OUR BUSINESS 


For a good many decades McGraw-Hill has stood for complete coverage 
in the business literature field. Now the McGraw-Hill TECHNICAL WRITING 
Service offers a new approach to your publication problems — an inie- 
grated writing, editing, illustrating, and printing service for the custonit 
production of: INSTRUCTION MANUALS, PRODUCT BULLETINS, TRAINING AIDS, 
INDUSTRIAL RELATIONS LITERATURE, ANNUAL REPORTS, COMPANY HISTORIES, 
PROCEDURAL GUIDES and other collateral literature. More than 150 editorial 
and graphic experts are at your disposal, ready to prepare high-quality 
material to your own or government specifications. Save time, save moncy 
... and make your communications work! Let our staff be your staff for 
technical and business publications. 


MeGraw-Hill Book Co. TECHNICAL WRITING SERVICE 


Write or phone Technical Writing Service, McGraw-Hill Book Co., Inc. 
330 West 42nd Street, New York 36, N. Y. @ LOngacre 4-3000 


This service is available through ad agencies 
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SECTION aTionat : EMPLOYMENT OPPORTUNITIES 


ive, Management «hnica! piling, office, ski ted manual, etc 


COVERAGE Positions mt Civil Service Opportunities Employment Agencies 


me 7" Positions Wanted Selling Opportunities Wanted Employment Services 
_ Part Time Work Selling Opportunities Offered Laber Bureaus 


UNDISPLAYED RATE DISPLAYED ——-RATES——— UNDISPLAYED 


i i ini The advertising rate is $19.85 ($23.20 effective Js $1.50- ($4.80 effective Jan. 1956) per line, minimum 3 
CSS ee Se Jan. 1956) a line, mini- 256) per inch for all advertising appear other lines. To figure advance payment count 5 average 
than @ contract basis. Contract rates quote< - words as a line 

To figure advance payment count 5 average juest Box Numbers—counts as | line 

words as a line. An advertising inch is measured %&” vertics 7 Discount of 10% if full payment 
Boz Numbers—Care of publication count as one olumn—-3 column nehes to a page ‘ nsecutive insertions 

line Subject to Ageney C« ssion N ibyjec Agency ( r 
Discount of 10% if full payment is made in ad- 

vance for 4 consecutive insertions. Send NEW ADS to PRODUCT ENGINEERING, 330 W. 42nd St., N. Y. 36, N. Y., for August issue closing 
Equipment Wanted or For Sale Advertisements July 21st 

acceptable only in Displayed Style 











DISPLAYED RATE 


Individual Spaces with border rules for promi- 

nent display of advertisements. v be °o ] U T I ©] i | 
The advertising rate is $15.10 ($16.85 effective & 

Jan. 1956) per inch for all advertising ap 

pearing on other than a contract basis. Con 7 3 N G j N E is R 4 


tract rates quoted on request 

An advertising inch is measured %” vertically 
on one column, 3 columns——30 inches——to 
page 





The increasing complexity of products in Honeywell's 

INVENTIONS WANTED expanding Aeronautical Controls Division has created 
—_—_—_—_—_ ——- ‘ 

several openings for experienced: Production Engineers. 

Patented or unpatented products in any 


field. No fees. Write for Brochure L-1. REQUIREMENTS 


INDUSTRIAL CHAMBER OF COMMERCE A broad engineering knowledge equivalent to B.M.E. or 
58 Broad St. © Bloomfield, N. J. B.E.E. Degree, plus 5 years Production Engineering ex- 


perience. Experience should have included major responsi- 


10 to 12 ft. lengths bility for process planning on new products, such as 
ALL META » . . 
aioe tame thaatios precision mechanical, electrical, or hydraulic equipment, 
Products te Order electro-mechanical controls, servo-mechanisms, electric 

EASTERN motors, instruments, or gyros. Thorough knowledge of 
Machine Screw Corp. . . . 

12-32 Barclay St. tooling, estimating, metals fabrication, manufacturing, and 
New Haven, Conn. : < 

Makers of H & G assembly operations 


Die Heads 
CONSIDER THESE ADVANTAGES: 

















PROFESSIONAL 
SERVICES Generous employee benefits include broad company- 


paid insurance and pension plans, liberal tuition allow- 


famous for its cultural activities, recreational facilities. 


| Ideal suburban living in friendly, uncrowded Minneapolis, 


ances for advanced study 








Travel and family moving expenses paid. 


DESIGN ASSOCIATES Pab AL SE ae 
Tool Designing Available |. A. HILL 


Jigs. Fixtures, Progressive and Compound Dies 


Engineering Placement Manager 
Layout and Detailing Service . : 


Minneapolis-Honeywell Regulator Company 
2753 4th Avenue South 
Minneapolis 8, Minnesota 


2439 N. Charlies St Baltimore 18, Md. 








GEORGE H. KENDALL 
Consulting Mechanical Engineers 


Methods Studies: Process or Product 
Redesign Existing Products for Greater Profit, 
Trouble Shooting Production, Design, Cost Problems, 


ee ee a ee 
Specialist Automatic Machinery, Process, Controls, 
New Developments, Patent Studies, Investi a. Pr 
New Products & Process Engineering Stu WL au 7: 4. 


P. 0. Box 3 (Bet. 1923) Tel. Darien 5- “i504 
Noroton Heights 3 Offices Darien, Connecticut 














SUVUTUDUAUUATADEANEVEUALADAUAUADAAUEU AD ADAL AEA EO EEE ETA TA TEENA EA A E AAU 


e CHIEF ENGINEER 


Complete responsibility over all engineering activities including research 
and development. Seasoned engineering executive with sound educational 
background thoroughly familiar with electro-mechanical rotating equipment 
and systems in aircraft accessories field. 


Prefer man 35 to 50, holding comparable position whose success is a matter of record 
“in the trade.” Send full resume in strict confidence, including salary desired, to: 


WILLARD F. MASON 


Consulting Electrical Engineer 


Precision Electromechanical Designs 
Specialist Slip Ring Assemblies—All Applications 
Engineering Administration, Cost Systems 
Product Development Programs 
Manufacturing Facilities 


180 Post Road, Darien, Conn. Oliver 5-9039 








PUUUDUAUUEAU ELATED ENE 


NEW PROVIDENCE ELECTRIC CO. 
BLECTRO-MBCHANICAL DESIGN 
DEVELOPMENT SERVICE 
New Product Devel desi * Automation 
pecial Machines and Systems 
Service Facilities incl. oases, aoctaing. 

fabrication and electri 
General Office—5 05 New ‘Center Bl 
Detroit 2, a. TR 1-2641 
0125 Groesteck Hwy 


Roseville, Mich. 


Mr. L. Genesson 


<(\ fa) TABOOS 1414 Chestnut Ave., 


Hillside, N. J. 
ACCESSORIES CORPORATION WaAverly 6-1700 
STANUUUUUNAANANUUUUUUUUUUUEONUENNONONOOOOOQUOUUUUUUUUUUUUUULEOVENEUOGONENGOO000000000000000 EOOOOREEOGEOONGOOUOQUQQUOOOUUUUUUORCOEURCGGUOUOOOUUOUUUUUEUUNEEAAAAAA NA 














= 
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EMPLOYMENT OPPORTUNITIES 





t 


MISSILES 


test equipment. 


TEST EQUIPMENT 


systems component equipment. 


MICROWAVES 


test equipment. 








F we wesworlte 121} 


in these specialized tields 


Research, systems analysis, development, and de- 
sign in guidance and control systems, systems 
component equipment, and systems operational 


Research, development, and design in Guided 
Missile operational test equipment systems and 


Systems analysis, development, and design in 
microwave circuitry and components for missile 
guidance systems, radar systems, and systems 


Career-minded men with several years specialized experience, and preferably with advanced 
degrees, are invited to join our rapidly expanding programs in industrial and military electronics. 


FARNSWORTH ELECTRONICS CO., 


A division of International Telephone and Telegraph Corp. 


RADAR 


Study, analysis, development, and design in highly 
advanced radar techniques, and electronic counter- 
measures. 


ANTENNAS 


Research, development, and design of airborne 
antennas in low-frequency, UHF, and microwave 
regions for missiles, radar, and countermeasures 
equipment. 


PACKAGING 


Encapsulation and subminiaturization design for 
reliability and produceability in missile guidance 
and control equipment systems, airborne radar 
systems, operational systems test equipment, 
closed-loop TV systems, etc. 


Fort Wayne, Indiana 











AQ eA 


Electronic 


ENGINEERS Sisicw:xs 
_ How do you Measure success? 


Network Theory i of electromechanical instruments 
e i = 


others pecramgerncry ite 
ye measure success only by money, ser 
get out of their wor 
$a combination of 
fforts are 


Son 

the enjoyment they 
i 

the true measure of success 


~~ | Eira 


Product 
Engineers 


= Challenging positions for five 

= ENGINEERS or PHYSICISTS who 

: are interested in being associcted 
with a leading instrument company. 
MECHANICAL ENGINEERS experi- 

enced in design and development 


Mechanical 
*» DRAFTSMEN 


NN 


including production engineering 
followup. ELECTRICAL ENGINEERS 
OR PHYSICISTS experienced in: 


e Systems Evaluation 


e Automation , 
e Microwave Technique jig 1 
e UHF, VHF or = . 


our ¢ 
both plus the knowledge that y‘ 


recognized and ap 
Melpar engineers fin 


y for professional gro 
eative staff w 


SHF Receivers 
e Analog Computers 
e Digital Computers 
tic Tape 
z eee Equipment 
e Radar and 
Countermeasures 
in 
en Equipment 
e Pulse Circuitry 
e Microwave Filters 
e Flight Simulators 
e Servomechanisms 
. Subminiaturization 
. Electro-Mechanical 
Design 
e Quality Control 
& Test Engineers 


preciated. 
d diversity and opporte- 


wth; they enjoy being 
ithout losing their 
from Melpar's 
for system re- 
t through pro- 


nit : 
hly cr 

part of a hig 

individuality, and they benefit 


completely inte se facilities 


sponsibility from design concep 


duction 
To learn how Melpa 
omplete resume to 


¢ measures up to your 


own standards send ¢ 


Technical Personnel eal” 


melp ar, ince 


ouse Air Broke Co. Le 
pE-23 Falls Churc 
y" a 99 First St., Cambridge, Mass. 


Subsidiary of pe 


3000 Arlington Biv 


11 Galen peer Wes Mass. 








NMR 


HANH) 


Main Avenue 


Analyzing operations of vacuum 
tube amplifiers and servosystems 
and devising corrective solutions 
where performance is substandard. 


2. 


Specifying electrical components 
and supervising their placement 
within an electrical system. 

We design and manufacture a var- 
iety of instruments and systems for 
analysis and control: infra-red 
spectrophotometers, and continu- 
ovs analyzers, nuclear magnetic 
resonance equipment, and gas 
chromatography instruments . . 

Also we design and manufacture 
precision optics and optical sys- 
tems. 


For consideration please contact or 
submit detailed resume to Person- 
nel Manager. 

THE 


PERKIN-ELMER 
CORPORATION 


Norwalk, Conn. 


A 
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Lockheed diversification in action... 


Below: engineers and scientists work on some 
of the 46 major projects in progress at Lockheed 


Operations Research discussion 
on continental defense 
Operations Research openings 
Electronics Specialists 
Fire Control and Guidance 
Specialists 
Aerodynamics Engineers 
Physicists 


IBM 70; applied to jet 
transport flutter problem 
Math. Analysis openings 
Math. Engineers 
Math. Specialists 
Math. Analysts 


Fatigue test on 
Super Constellation skin 
Structural Engineering openings 
Research Specialists 
Structures Engineers 
Stress Analysts 
Weight Engineers 


Antenna pattern study on 
radar search planes 
Electronics openings 
Electronics Research Engineers 
Airborne Antenna Designers 
Research Specialists 


Hot-oir cyclic de-icing 
test on radar search plane 
Thermodynamics openings 
Research Specialists 
Thermodynamics Engineers 
Thermodynamicists 


In-flight test on air 
speed performance 
Flight Test Engineering openings 
Flight Test Engineers 
Flight Test Analysts 
Instrumentation Engineers 
Electrical Research Engineers 


Design study on hydraulic 
requirements of new transport 
Design openings 
Design positions are open 
at all levels in controls, 
electrical, hydraulics, 
mechanical, power plant and 
structures fields. 


Aerodynamic meeting on 
high-speed fighter 
Aerodynamics openings 
Aerodynamics Engineers 
Aerodynamicists 
Dynamics Engineers 
Wind Tunnel Test Engineers 


Why Lockheed offers Engineers better careers 


There are three main reasons: 


3 More opportunity for promotion 
because there are more supervisory positions 
to be filled with 46 major projects underway, including 
13 models of aircraft on assembly lines. 


More career security 
because Lockheed activities cover virtually the entire 
spectrum of aeronautical endeavor. 


Life in Southern California 
Scenic beauty, unmatched climate, wide recreational 
opportunities enhance life in the San Fernando Valley. 


To Engineers who lack aircraft experience 


Aircraft experience is not necessary to join Lockheed. 
It’s your engineering training and experience that count. 
Lockheed trains you for aircraft engineering — at full pay. 


Coupon below is for your convenience in requesting 
application form and more information on how 
Lockheed’s expanding program can advance your career. 


E. W. Des Lauriers, Dept. C-30-11 
Lockheed aircrart corPORATION 


CALIFORNIA DIVISION « BURBANK 


California 


Please send me a brochure describing life and work 
at Lockheed and an application form. 





Name 





Field of Engineering 





Street Address 





Home Phone 





City and State 





EMPLOYMENT OPPORTUNITIES 
TWO KEY POSITIONS OPEN FOR | 
MECHANICAL ENGINEERS 
an outstanding and challenging opportun- 


IN MILITARY WEAPONS SYSTEMS 
with RCA Shtl sooselay id Sagasatag acter 


P in the manufac- 
ture and marketing of a diversified line 
of established equipment in recreation, 
ed a _—, ~~ 

cover a broad range of materi inclu 
MISSILE GUIDANCE SYSTEMS INTEGRATION ee an one 


You must be able to originate new systems concepts as applied to weapon wood. 
control systems. Experience must include integration or coordination of The scope of engineering responsibili- 
weapons systems or large radar systems. BSME necessary, plus 10 years’ ties will encompass industrial design, 
experience in mechanical design of military electronic equipment. nemeal owns Costen, materiate 
- & . quip research, and plastics and vagal am 
development. A very capable m 
engineering and chemical engineering 
staff is available to support the top man. 
The budget for these activities is approxi- 
mately $400,000 annually. 


The man we seek must have several 
years of successful experience in the di- 
rection of broad engineering programs 
and must have held a position as chief 
engineer or research director for a me- 
dium size company, or divisional engi- 
neering supervisor for a large corpora- 
tion. He must have a mechanical engi- 
neering degree. 





DIRECTOR OF ENGINEERING 


An old 


tohliched 


can offer 




















MECHANICAL DESIGN CONSULTANT 


You will direct the mechanical design of weapons systems and radar, to attain 
low cost, design simplicity and high productivity. BSME necessary, plus 
15 years’ electronic experience in fabrication, assembly finishing, cost analysis 
and design of military electronic equipment. Supervisory and processing 
experience in light metal fabrication desirable. 





In these high level positions, there’s 
excellent opportunity to advance 
with RCA’s engineering staff in the 
complex, challenging guided missile 
field. You will work in RCA’s 


new, completely equipped engi- 
neering laboratoriesin Moorestown 
N.J. You and your family will 
enjoy living in nearby suburban 
communities, with fine schools. 


A very attractive salary and fringe 
benefit arrangements are available to the 
successful candidate. Location is in Mid- 
west. 


P-7881, 
620 No. Michigan Ave 


Product Engineering 


. , Chicago 11, Ill. 
Please send resume of education and 


experience to: 


Mr. John R. Weld, Employment Manager 
Dept. B-13L, Radio Corporation of America 
Cc. 











POSITIONS VACANT 


Consultant in design and tooling for com- 
mercial and domestic electric cooking and 
heating appliances. Services available on per 
diem or fee basis. P-8029, Product Engineer- 
ing. 

Development and Design Engineer—Trans- 
portation Equipment. Leading manufacturer 
of air conditioning, heating, ventilating and 
heat transfer equipment needs an engineer 
with approximately 5 years’ experience in 
the development of transportation equipment. 
Two of these years in refrigeration equip- 
ment preferred. Opportunity to design and 
develop new apparatus for a pioneer company 
in the air conditioning of trains and buses 
and refrigeration of reefer cars. Applicant 
must be a mechanical engineer with a B.S. 
or M.S. degree. Send resume of experience to: 
Manager of Staff Employment, The Trane 
Company, La Crosse, Wisconsin. 





RADIO CORPORATION OF AMERICA 


ENGINEERING PRODUCTS DIVISION 


EXPERIENCED 


DESIGNERS-LAYOUT MEN 


TO WORK AT 
GENERAL MOTORS 
NEW TECHNICAL CENTER 


For Experimental Automotive Work in Transmissions, Engines & Chassis. 
The work of this group is carried on in one of the nations most modern and com- 
plete research and development centers; located in suburbs of Detroit, Michigan. 
Exceptional opportunity for men looking to the future. Positions are permanent due 
to long-range plans. Outstanding company benefits. 

State Full Particulars; Age, Experience, Salary Expected Etc. Send Resume to: 


PERSONNEL DEPT. 
ENGINEERING STAFF 


GENERAL MOTORS CORPORATION 
G. M. Technical Center Detroit 2, Mich. 





Machinery Designer—Excellent opportunity 
| for man with partial college education or 
equivalent and 5-10 years experience in de- 
| sign of automatic machinery for material 
handling and processing; and ability to de- 
sign and create labor saving equipment. Must 
have experience in heavy machinery, convey- 
ors, drives; and leadership potential to head 
jobs and distribute work. Liberal employee 
benefits. Location North New Jersey. Write 
with full particulars including salary re- 
quested. P-8148, Product Engineering. 





When Writing 
Your Ad 








Provide an indexing or subject word. 








DEVELOPMENT ENGINEER 
A nationally known manufacturer of household ap- 
pliances located in N.Y.C. needs a Development En 
gineer who is experienced in designing and devel 
oping consumer products who is creative and 
gadget minded and who can exercise his ingenuity 
and inventiveness in the light of the practical and 
cost-conscious mass production techniques. Submit 


REPLIES (Row No.): Address to office nearest you 
| NEW YORK: 330 W. 42nd St. (36) 
CHICAGO: 520 N. Michigan Ave 11 
SAN FRANCISCO: 68 Post St. (4) 


LOS ANGELES: 1111 Wilshire Bivd. 


Write it as the first word of your ad. 


If it is a Position Wanted or Posi- 


039) tion Vacant ad, make the first word 





your resume and be assured that it will be treated 
in strictest confidence. Personnel of our engineering 
dept were advised about this ad 

Box PE 222, 221 W 41 St, NY 36 








ASSISTANT T 


TECHNICAL DIRECTOR 


The Research Division of one of nation’s most pro 
gressive manufacturers of highly engineered products 
for aviation, automotive, electronic and machine 
tool industries 
Administrative experience 
and tec mnical writing hetatel 
Company pays ees and expenses 


MONARCH PERSONNEL Shicago a ti, 


in project engineering 
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POSITIONS VACANT 


| Mechnical Designer—exceptional opportunity 


for man with partial college education or 
equivalent and 5-10 years industrial experi- 
ence in the design of heavy machinery, con- 
veyors, drives, plant lay-out, and production 
lines; must be able to make and check cal- 
culations, specify standard commercial items, 
or design special equipment where necessary. 
Favorable North Jersey location with excel- 
lent employee benefits. Write with full par- 
ticulars including salary required. P-8134, 
Product Engineering. 





the kind of position sought or of- 
fered. 


The right is reserved to reject or 
revise all Want Advertisements. 


Classified Advertising Section 


Propuct ENGINEERING 











Product Engineering — November, 1955 





Index of 


PRODUCTS 
ADVERTISED 


in This Issue 


Accelerometers 376 
Accumulators 85 


Actuators 
Hydraulic .. 280 
Mechanical 326, 


Adhesives 64, 442 
Alternators (See Generators) 


Aluminum Alloys .35-38, 51, 52-53 
90-91, 112-113, 256, 388, 423 


Aluminum Coated Sheet and Strip 
(see Steel, Coated) 


Amplifiers 254, 293 


Assemblies 


Hydraulic 85, 265 » Pulleys, Sheaves 
Pneumatic 262-263 


Structural 391 V-Drive 
Accessories 














Maurey engineers v-drives for 
every situation; the “stop and 
Batis : go’’ spurts of refrigeration 
Bars drives; the pulsating, high . 

Metal . 75, 84, 283, torque loads of rock crushing; 1-GROOVE CAST IROM 
maarrag Severe the smooth, steady-pull of tex- 
Bearings ; ‘ f 

an 42. 103, 128. 209. OS tile drives... for short centers, 

330, 364, and wide range of speed ratios. 
Jewel oes . . 
Miniature 128, 364, Maurey V-drive equipment has PRESSED STEEL 


seeette : proved its value since 1917, | 
it-less . ’ ° . 
aati . an Gener, ae — improving the performance, and 
221, 229, ) Ss : 2 : : 
sales te fe increasing the sales of thousands 
tiie ee.ese. ant of products. Maurey delivers 


4-GROOVE CAST IRON 


Sette 242-243, 384, pulleys, belts and accessories | 
Bi-Metal quickly from complete stocks. 
Blowers Whether you are designing a 
Bolts 22.23, 58-59, 84, 315, new v-drive or improving an old 


Boosters STEEL CABLE | one, contact Maurey. Call your VARIABLE PITCH 


oa" a 
Brake Motors , local Maurey Distributor, or 
k . . 
eee write direct. 
ydraulic s% 











Mechanical Request these catalogs 


Brass ’ ’ STEEL SHAFT COLLARS 


Bronze : . , Ss 
Brush Holders ‘en God 

le 
Bushings . 328, AV 1800 


HEX BELTS ; REFRIGERATION FANS 


| * a 
. Catalog F-10 fi es 
Cabinets . 434 ——_ => 
Cam Followers ba 221 P 
Write to 


Carbon ‘ 44.45 

Casters innee 383 

Castings .. ..20-21. 112-113, 255 
waeeeme Maurey manufacturing cor 

Castings, Precision Investment...32, 332 y 9 4 
336, 368, 396 

Ceramics a3 - tbo daeban cee me yo ee eee a so WABASH AVE CHICAGO 


Continued on p. 456 
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send 
us your 
telephone 2 number 
... it may meana 
better future 
for you! 


Because of increased emphasis on 
some of our long-range projects, we want to 
establish immediate contact with 
competent designers. 


To those who qualify, we can 
offer a real opportunity to build 
solid, well-rewarded careers. 


If you want a chance to grow, 
attractive wage rates, extra benefits, 
New England iiving — mail this coupon today! 


Particularly important is your 
telephone number. We may want to call 
you at once to arrange for personal 
interviews or plant visits. 


Mr. P. R. Smith 

Dept. 7, Design Employment 
Pratt & Whitney Aircraft 
East Hartford 8, Conn. 


I would like to learn more about your openings for prod- 
uct and component designers. My experience has been in 
the following fields: 
') Nuclear Design 

Compressors 

Turbines 

Structures a 

Afterburners and ] Heat Exchangers and 

Related Equipment Combustion Problems 
Total years Mechanical Design experience 


— 


| Hydraulics 
Gears 
l) Valves 


Piping 

Controls 

Test Equipment 
| Test Rigs 


} Aerodynamics H Bearings 


You can reach me at Most convenient 


(telephone number) 
hours for receiving calls are between and 
NAME 

ADDRESS 


World’s foremost 


PRATT & WHITNEY AIRCRAFT 


Division of United Aircraft Corporation 
East Hartford 8, Connecticut 


designer and 
builder of 
aircraft engines 


Index of 


PRODUCTS 
ADVERTISED 


In This Issue 


Continued from p. 455 


Chains 
Bead 
Conveyor 
Rolier.... 
Silent 


os suave. OOO 
ee gcevses mae One 
..13, 249, 258, 370, 447 
oeesceseocvecaneaay, Oe 
8, 292, 296, 300 


116-120 


Chemical Treatments 

Circuit Breakers 

Clad Metals 

Clamps 418, 444 
. 348 


126 


Clamps, Hose 
Clips 
Clips, Electrical 
Closures 


Clutches 


Mechanical 68, 249, 266, 385, 386 
&, 64, 241, 282, 292, 296, 414 


325 


Coatings. . 
Cold Headed Parts 
Compressors see -e 367 
Computers 312 


Connectors 
Hose 
Tube 


.265, 365 
265, 365 


. 321 
Controllers seckweedehbedoe wae ea’ ae 
Control Panels & Switchboards.18-19, 321 


Contactors 


Controls 
Electrical 
Electronic. 
Hydraulic 
Mechanical 
Pneumatic 


116-120, 259, 321 
.18-19, 64 A & B, 235, 426 


299, 363 


Conveyor Belts . 416 


Copper & Copper Alloys 


Cork Compositions , ill, 462 


Counters .-17, 413 


Couplings 
Hose 
Hydraulic 
Mechanical 
Tube 


265 
se . 444 
. -249, 266 
265 


Cupro-Nickel Alloys —— 


Cylinders 
Hydraulic... 299, 343 
363, 448 


Pneumatic 363, 448 





Die Castings.. 
Die Sets 


Differentials 


332, 366 
270 
312 


Drafting 


Supplies....267, 275, 418, 420, 432, 436 


Drives 
Adjustable Speed...18-19, 116-120, 380 
Hydraulic .380, 399 
Right-Angle 
Timing we ... -322-323 
Variable Speed ..3rd Cover, 15, 16, 85 
114-115, 249, 327, 331, 367 


Dynamotors 
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Index of 


PRODUCTS 
ADVERTISED 


In This Issue 





Electrical & Electronic Components, 
Custom Made (see also Production 
Services) 

Electrochemical Finishes & Treat- 
ments 52 bhbde cane . -241, 300 

Engineering Services (see also Pro- 
duction Services) . 34, 52-53, 77, 282 

309, 373, 387, 412, 413 

Engines ..........214, 309, 317, 430, 436 

Expanded Metals : He oo 


Extrusions 
Metallic . ..2, 51, 69, 441, 
Non-Metallic . 108, 417, 


F 


Fabricated Plastics (See Plastics, 


Fabricated) After the preform has been placed on 


Fabricated Steel (see Plate, Fabri- 
cated, Sheet Fabricated, Structural . var - : 
7 > 2 . £ > 
Forme & Shapes, see Weldmente) lasting Toteline container. 
Fabrics 
Facings, Clutch 


Fastening Methods .. 66, 126, 


the mold, the polyester resin is added 
and the final cure produces this long- 


Png oeoeeenne nee “Garan Roving makes Toteline 


Fibre Glass 
Filters 


Hydraulic .....85, 109, 252-253, 
Finishing Equipment & Supplies 


Floats 


RIE coco cco eeee AOD, 68-96, boxes chemically resistant, 
ee a el a stronger, longer lasting” 


Forgings .. .....90-91, 233, —A. W. Levenhagen, president, Molded Fiberglass Tray Co 


Friction Materials.......39, 104- 
lll, 


Furniture, Engineering Dept.. **Toteline trays and boxes must 
withstand rugged treatment. That’s 
why we use L’O°F Glass Fibers’ 

G Garan Roving. It has _ superior 

Gages, Pressure or Vacuum......... wetting-out characteristics, which 

Gaskets .. ; -105, give the boxes greater strength, and 


Gear Motors (see also Motor resistance to moisture and chemical 
Reducers) ....54-55, 60-62, 92, 305, 


Gears.... 6, 11, 43, 251, 322-323, ” 
394,’ 403, 415, 423. boxes last longer. 


“aa L-O-F Glass Fibers’ exclusive 
Re dei obit JW a's ns nndien . Garanized ® roving imparts great 
High Frequency ... , 


agents. Garan Roving helps Toteline 


flexural and tensile strength to re- 
Gl Part , ; 
a inforced plastics. It bonds strongly 
Graphite . . 
and uniformly to polyester molding 


H 


resin. both chemically and mechani 
cally. Such plastics, reinforced with 
Garan roving, are stronger and have 
higher wet-strength retention. For 
numerous applications with epoxy, 
silicone, polyester resins, Vitron® 
VR-12 Roving is finding wide 
use among molders. 

For technical counsel on how 
Garan Roving can improve your 
product, contact our nearest sales 
office, or write: L-O-F Glass Fibers 
Company, Dept. 4-115, 1810 Mad- 
ison Ave., Toledo 1, Ohio. 


Hard Surfacing ........ . 433 i <P L-O-F GLASS FIBERS 


Heating Units. ....116-120, 250, 362, 420 
CREED GED akc cavers ctsc este 
Hose & Tubing.................265, 308 


GLASS FIBERS 


COMPANY 


CHEE 
Continued on p. 458 TOLEDO 1, OHIO 
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Advanced research at Fairchild in the applications and effects of 
the Vectored Slipstream Principle has brought about the need 
for qualified aerodynamicists who have worked in this vital field, 
and who can make valuable contributions to its development. 


Fairchild, producers of the famous C-119 Flying Boxcar and 
C-123 Provider, are now preparing transports, advance re- 
connaisance aircraft, fighters and missiles. Experienced aero- 
dynamicists with VSP background will find these challenging 
new programs an exciting, stimulating climate in which to utilize 
and profit from their experience. 


Investigate these forward-looking, pace-setting developments. 
If your experience and originality can advance Fairchild’s 
rapidly-expanding program, you can be sure there’s a big future 
waiting for you at Fairchild. 


Investigate, too, the superb conditions for living and working 
near urban Baltimore and Washington, in the attractive Cumber- 
land Valley. Fairchild offers outstanding company benefits: 
salary plans ... paid pensions . . . health, hospitalization and 
life insurance ...the many extra advantages of working with 
a genuinely progressive, fast-growing organization. 

Send a detailed resume of your experience to Walter Tydon, 


Chief Engineer. All correspondence will be kept in strictest 
confidence, of course. 


whee The foime io 
measured cn one } 


Fone 


IRCHILD 
AAnorat Division 


HAGERSTOWN. MARYLAND 
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! 
Inspection Equipment 


Instruments 
Electrical 387, 421, 
Hydraulic 
Mechanical 387, 424, 


Insulation 290, 347, 349, 392, 442, 


Insulators 


Jewels 


Laminated Metals 


Laminated Plastics (see Plastics, 
Laminated) 


Latches 
Liquid Level Controls 


Lubricating Equipment. .63, 262-263, 


Machined Parts 

Magnesium Alloys 100, 406, 413, 
Marking Machines & Tools 

Metal Forming 


Moldings 
Glass (see Glass Parts) 
Plastics (see Plastic Parts) 


Powdered Metal (see Powdered 
Meta! Parts) 


Rubber (see Rubber Parts) 


Motor Reducers (see also Gear 
Motors) .. 60-62, 305 


Motor Starters. .18-19, 64 A & B, 235, 426 


Motors, A-C 
Fractional... .28-29, 40-41, 60-62, 82-83 
116,-120, 124, 248, 260-261, 272-273 
305, 329, 331, 340, 355, 356, 397, 401 
Integral 28-29, 40-41, 60-62, 82-83 
116-120, 248, 272-273, 305, 331 
345, 355, 397, 401 
Sub-Fractional 28-29, 40-41, 82-83 
116-120, 124, 248, 260-261, 335 
356, 360, 401 

Motors, D-C 
Fractional. ...28-29, 40-41, 60-62, 82-83 
116-120, 124, 248, 260-261, 272-273, 329 
331, 340, 356, 397, 401 
Integral.....28-29, 40-41, 60-62, 82-83 
116-120, 248, 272-273, 331, 345, 397, 401 
Sub-Fractional.....28-29, 40-41, 82-83 
116-120, 124, 248, 260-261, 325 
356, 401 

Motors, High Frequency 

Fractional .. 401 
Integral 401 
Sub-Fractional 401 


Motors, Hydraulic 85, 342-343, 399, 401 
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Nickel Alloys 98, 
Nickel Silver 


Nuts 22-23, 56, 58-59, 66, 84, 87, 
377, 423, 426, 


Optical Parts 


P 
Packings. .104-105, 301, 303, 351, 428, 


Paper 
Paper Insulation 
Phospher Bronze 
Photographic Equipment 
Film 
Paper 
Pillow Blocks 
Pins 
Pipe 
Plastic Film 


Plastic Parts 96, 104-105, 
318, 390, 


24-25, 32 A & B, 77, 94, 
287, 290, 294, 


.108, 290, 318, 
290, 294, 339, 


Plastics. 


Plastics Fabricated 


Plastics Laminated 


Plates 
Porcelain ‘ 402, 


Powdered Metal Parts 


109, 283, 
Power Packs 


Hydraulic - o 
Power Take-offs 


Production Machines & Processes... 
403, 408, 


Production Services fees. also En 
neering Services) ... 50, 52- 5 
309, 320, 373, 387, 391, 406, 


Protective Devices, Motor . 
Pulleys ‘ oo 000s 
Pumps 

Air 


Liquid....46, 85, 343, 367, 399, 401, 


415, 428, 444, 447, 
Vacuum 


Ratchets 
Recorders 
Rectifiers 
Regulators 
Hydraulic a ’ ; 
Pneumatic : . .. .262 


.26-27, 48-49, 64 A 
247, 277-278, “O98, 


Continued on p. 460 


Relays.. 
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57, 78, 104- 


403 


. 324 


409 


85 


-263 


521 


SLIPS DO COUNT 


in cylinder efficiency... 


Now, cost-conscious engineers are 


standardizing on DARCOVA PUMCUPS! 


Reason — On all types of air and hydraulic controls and mechan- 
isms maximum volumetric efficiency is assured with Darcova 
Pumcups. Moreover, Pumcups outlast ordinary packing at least 
3 to 1! 


CHECK THESE OTHER ADVANTAGES TOO! 


@ Reduced operating speeds 
@ Fewer shutdowns 
@ Smoother operation 


@ Lower power costs 
@ Longer cylinder life 
@ Closer control 


if your slippage is showing, write for Bulletin No. 4502 on 
Darcova Pumcups for air and hydraulic mechanisms . . . or 
Bulletin No. 4401 on Pumcups for reciprocating pumps. 


DARLING VALVE & MANUFACTURING CO. 
Williamsport 25, Pa. 





Here’s how a LEDEX 
ROTARY SOLENOID operates... 


The magnetic pull moves the armature along the Solenoid 
axis. This action is efficiently converted into a rotary motion by 
means of ball bearings on inclined races. The inclined ball 
races are made to compensate for the magnetic pull increase 
as the Solenoid air gap closes, thereby providing substantially 
equal starting and ending torque during the rotary stroke. The 
rotary snap-action power of the Ledex can be efficiently har- 
nessed with a minimum of linkages, through the use of one 
or more standard features available on all models. 


Here’s why 
LEDEX ROTARY < 
SOLENOIDS are 
dependable! 


o 
> 
o 


~ 
= 
y 
a 
+ 


# 
$ 


a 
$ 
2 


a 
No 
+ a 
a x 

= Co 


a 

As can be seen from the exploded view, Ledex Rotary Sole- 
noids are simply constructed with few moving parts. All parts 
are manufactured to exacting tolerances and are carefully in- 
spected and assembled. The copper wire coil, the heart of the 
Solenoid, was developed especially for this product. It is wound 
by a precision winding process that puts a maximum amount of 
magnet wire into available space... giving tremendous power 
to compact Ledex Rotary Solenoids. 


Basic sizes of LEDEX ROTARY 
SOLENOIDS to choose from 





Model No. 3 
Diameter inches iV, 1H, 1%, 1% 
Torque Ibs.-inches A 1.0 1.7 4.0 7.5 25.0 
Torque values for normal intermittent duty and 45° stroke. 


Engineering data is available upon request. 
WRITE FOR DESCRIPTIVE LITERATURE TODAY! 


4d i INC. 
123 WEBSTER STREET, DAYTON 2, OHIO 


IN CANADA: MARSLAND Engineering Ltd., KITCHENER, ONTARIO 
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Reproduction Equipment 
Reproduction Supplies epee 
Resins ...72-73, 107, 
Retaining Rings . 

Revolving Joints twe au 
Rheostats ...... were, ey 
Rings & Loops ; sd 
Rivets... : 56, 66, 84, 
Rod Ends . 


ods 

Metallic ‘ 
Rubber .. oa ae 47, 94, 
Rubber- Bonded-to- Metal 
Rubber Coated Parts at 
Rubber Parts 14, 104-105, 284, 
Rust Proofing 


Scales 
Screw Fasteners . 


Screws 58-59, 70, 84, 276, 
414, 420, 423, 


Seals....2nd Cover, 71, 269, 274, 285, 
316, 361, 365, 


Servomechanism Components... ‘— 
1 ’ 


Shapes, Rolled Formed. 
Sheaves. . 


Sheets 
Metal .... 
Plastic 
Rubber 


Shock Absorbers 

Silicone Rubber 

Silicones 

Solenoids . +319, 321, 381, 414, 


Speciality Fasteners (Pipe Hangers, 


Special Cold Headed Parts, etc.).. 
66, 74, 315, 325, 334, 369, 393, 


Speed Reducers 15, 43, 92, 327, 
Splines 
Springs 
Sprockets 434, 
Stampings .. ide - 348, 


Steel 
67, 75, 93, 219, 231, 298, 
...22-23, 231, 
Coated .... » eo aa ns ae 
Stainless ..22-23, 65, 67, 69, 75, 93, 


Strainers és 
Strip, Metallic .........51, 231, 234, 311 


Switches 64 A & B, 80-81, 116-120 
321, 382, 419, 431 


Swivel Joints 
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Tables, Dial-Feed . 322-323, 
Tapes 
Tapes, insulating (see Insulation) 


Testing Machines & Equipment... 
3 


Thermostats se ceccee doe aeee 
Timers......64 A & B, 247, 289, 
Timing Motors , 247, 
Titanium 

Tools 

Tracing Cloth 

Tracing Paper 

Transformers 

Transmissions 

Traps (Steam) 


Tubing 
Lock-Seam 
Plastic 
Seamless 33, 75, 
Welded 10, 22-23, 101, 121, 


Universal Joints 


Valves 
Air.. 


Hydraulic 63, 85, 212, 
346, 358, 386, 


Vibration Dampers 
Mechanical 


Vibration Mountings 


Vibratory Equipment 


Ww 
Washers 84, 315, 348, 361, 


Washers (see Packings) 


Welding 
Equipment 
Nuts 
Supplies 


Weldments 

Wheels 

Wire 

Wire & Cable . 
Wire Cleth .. .84, 86, 268, 416, 
Wire Forming 


Wiring Devices , .. .240, 


Zinc o* 
Zinc Coated Strip 
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compact 
rugged 
enclosed 
dependable 


HAYDON 


APPLIANCE TIMER 


A new Haydon Interval Timer with the rugged construction needed 
for long appliance life . . . at an attractive price. Highest quality 
throughout. New cantilever contact principle gives crisp break and 
fast, sliding contact make. Number or type of terminals can be speci- 
fied. Roller-cam follower minimizes wear and contributes to smooth, 
easy-turning settings in either direction. Unusual compactness and 
all-position operation allows freedom in choice of timer location. 


If the HAYDON Field Engineer in your area has not shown you 
this new Series 8028 Interval Timer — write for information. 


*Trademark Reg. U.S. Patent Office 


HAYDON 


AT TORRINGTON A SUBSIDIARY OF GENERAL TIME CORPORATION 





meapauarrens ror | =H AVYDON Manufacturing Company, Inc. 
TIMING 3135 ELM STREET, sone Macon — 








See es ae ee 
PO AS Ce ee _ 





SKID- 
PROOFING 





., CUSHIONING 


NOISE. 
KILLING. 


SCRATCH- 
PREVENTION 


GLAZING 
STRIP 


DUST- PROOFING 


Armstrong DK-153 Resilient Tape makes a simple but 
effective dust seal for delicate instruments. 


This resilient cork-and-sponged-rubber material 
taches with a pressure-sensitive adhesive that elim- 
inates mechanical fasteners. Just peel off protective 
backing and press tape into place. It sticks to almost 
any clean, dry surface. 


Strips or die-cut pads of DK-153 are easily designed 
tor any application . . . from skid-proofing telephones 
to cushioning TV picture tubes. Wherever a springy, 
non-skid pad or cushion is needed, save money and 


time with Armstrong DK-153 Tape. 


You can order DK-153 in tapes, sheets, rolls, or die- 
cut shapes, in thicknesses from 1/32 inch to 3/16 inch. 
For samples, write on your letterhead to Armstrong 
Cork Company, Industrial Division, 7311 Irvin Street, 
Lancaster, Pennsylvania. Available for export. 


PROTECTIVE 
BACKING 


RESILIENT ty - TACKY 
CORK-AND-RUBBER ADHESIVE 


mstrong DK-153 TAPE 


. used wherever performance counts 


INDEX TO 
ADVERTISERS 


This inder is published as @ con 
venience to the readers. Bvery 
care is taken to make  accureie 
but PRODUCT BNGINEBRING 
assumes no responsibility for er 


rors or omissions 


Abbott Ball Co.. 

Acme Chain Corp 

Acme Rubber Manufacturing Corp... 
Acro Switch Div., Acro Mfg. Co. 
Acushnet Process Co.. itpeeohoe 
Aircraft-Marine Products, 
Alemite 

Allegheny Ludium Steel Corp... 
Allen-Bradley Co 

Allen Mfg. Co.... 

Allied Research ee 
Allis-Chaimers Mfg. Co.. 

Allis Co., Louis 

Allmetal Screw Products Co., 
Aluminum Co. of America. 


American Blower Corp.... 

American ce 

American Chain & Cable Co., Inc. 

American Chemical Paint Co. 

American Hard Rubber Co.. 

American Nickeloid Co....... 

American ‘ 

American Steel & Wire ewe U. S. 
Steel Corp. ‘ke .65, 67, 

Ampco Metal, Inc.. 

Amplex Mfg. Co., Div. Chrysier Corp. 

Arens Controls, 

Armco Steel Corp 

Armstrong Cork Co... 

Arwood Precision Casting Corp.. 

Associated Spring Corp 

Atlantic Screw Works, i 

—— Laboratories, Inc., Microcast 

Vv ees 

Automatic Electric Sales Gorp.. 

Automatic Switch Co.. : 

Automation- Engineering Corp. 


Bakelite Co., Union Carbide & Carbon 
Corp. ... .24-25, 107, 

Baldwin-Lima-Hamiiton Corp., Stand- 
ard Steel Works Div 

Barco Mtg. Co 

Barry Controls, Incorporated. 

Bausch and Lomb Optical Co. 

Bead Chain Co.... 

Bean & Co., Morris. - 

Bearing Appliance iis »< ‘ 

Beaver Precision Products, Inc 

Bird Co., Inc., Richard H 

Blake & Johnson Co 

Bodine Electric Co.. 

Boundbrook Oil-less Bearing Co 

Bower Roller Bearing Div., Federal 
Mogu!-Bower Bearing, Inc. 

Bridgeport Brass Co 

Bridgeport Thermostat Div., Robert- 
shaw-Fulton Controls 

Bristol Co., Socket Screw Div 

Brooks & Perkins, Inc 

Browning Mfg. Co. 

Bruning Co., Inc., Charles 

Brush Electronics Co.. 

Bunting Brass & Bronze Co. 


Calidyne Co. , 

Cambridge Wire Cloth Co 

Carpenter Steel 

Carpenter Steel Co., 

Carter’s Ink Co 

Celanese Corp. of America 

Centralab Div., Globe-Union 

Central Foundry Div., General Motors 
Corp. . . 20 

Contras Screw Co. 

Centr-O-Cast & Engineering Co 

Century Electric Co 

Chace Co., W. M 

Char-Lynn Co. 

Chase Brass & Copper Co 

Chemical Corp. 

Chicago Molded Products Corp., 
Campco Div.. 
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Chicago Rawhide Mfg. Co 2nd Cover 
4 


Chicago Screw Co. 

Chiksan Co. ... 

Chrysier Corp., industria! Engine Div 

Ciare & Co., C. P... 

Cleveland Cap Screw Co. 

Cleveland Pneumatic Tool Co. 

Cleveland Worm & Gear Co. 

Clifford Mfg. Co.. 

Cold Metal Products Co. 

Columbia-Geneva Stee! Div., U. §S 
Stee! Corp. 65, 67, 

Consolidated Engineering Corp. 

Continental Screw Co. 

Copperweild Stee! Co., Ohio Seamiess 
Tube Div. .. : 

Cramer Co., Inc., R. W 

Cramer Posture Chair Co., Inc 

Crane Packing Co... 

Crown Gear, Sub. of Harrington & 
Richardson, tnc. . 

Crucible Steel Co. of America 

Cullman Wheel Co. 

Cuno Engineering Corp. 

Curtis Universal Joint Co., Inc 

Cutler-Hammer, tnc 


Darling Valve & Mfg. Co 

Daystrom Instrument Div., Daystrom, 
inc. . 

Detroit Coil Co. 

Detroit Die Set Corp. 

Dodge Mfg. Corp. 

Dormeyer industries 

Dow Chemica! Co. 

Dow Corning Corp. 

Dudco Div., The New York 
Airbrake Co. ; 

Dudek & Bock Spring Mfg. Co 

DuPont de Nemours & Co., Inc. 
E. |., Fabrics Div. 

DuPont de Nemours & Co., Inc. 
E. |., Neoprene. 

DuPont de Nemours & Co., Inc. 
E. |., Plastics 

Durakool, Inc. . 

Dynamatic Div., Eaton Mfg. Co. 


Eagle Lock Co. 
Eagle Signal Corp. 

Eastern Air Devices, Inc. 
Eastman Kodak Co. Industrial 
Photographic Div. : 

Eastman Mfg. Co.. 

Elastic Stop Nut Corp. of America 

Elco Tool & Screw Corp 

Electric Wheel Co. 

Electro Dynamics Div., General 
Dynamics Corp. iv ; 

Enjay Co., Inc... 

Erico Products Co. 

Euclid Electric & Mfg. Co. 


Fairbanks, Morse & Co., Electric 
Motor Div. .. 

Fairchild Aircraft Div., Fairchlid 
Engine & Airplane Corp. 

Fairfield Mfg. Co 

Falk Corp. 

Fasteners, Inc. 

Faultless Caster Corp. 

Federal Bearings Co., Inc. 

Federal Mogul Div., Federal- 
Mogul-Bower Bearing, Inc. : 

Federal Telephone & Radio Co., Div. 
of International vetepnans & Tele- 
graph Corp. ‘ 

Fenwal, inc. 

Ferguson Machine & Tool Co. 322, 

Firestone Plastics Coc., Chemical 
Sales Div., Div. of Firestone Tire & 
Rubber Co. 

Fiexonics Corp. 

Flower Mfg. Co., D. B. 

Foote Gear Works, Inc., Brad 

Ford instrument Co., Div. of 
Sperry-Rand Corp. 


(Continued on Pg. 464) 
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wheel 
ctor 
near Tree 


WRITE US 
FOR 
RECOMMEN- 
DATIONS 
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ELECTRIC WHEEL COMPANY 


2805 SPRUCE+~ QUINCY, ILLINOTS 








at 4 feet 
STILL 


1 Ib. 


Here’s a new design component for you 


THE FIRST CONSTANT FORCE SPRING! 


Do you, too, want to simplify a prod- 
uct design problem — reduce weight, 
miniaturize, cut cost, improve the 
product, or even create a new 
product? 

Can you use a constant force spring 
that’s not only a spring but also a 
motor, a counterbalance, a clamp, clip, 
slot closure, and anything else you 
might make it 

The Hunter Neg’ ator constant force 
spring upsets ali previous spring 
principles. In addition to a zero 
gradient, negative or slightly posi 
tive gradients are also possible with 
the Neg’ator. 

Hundreds of ingenious engineers 
have already used the Neg’ator 
spring to obtain 
e Tremendous extensions—over 30 

times the original size—with no 

appreciable force build-up. 


THE HUNTER 


Driving torques with longer dura- 

tion and no heavy wind-up. 

Full force available from the very 

beginning of the stroke right up 

to the completion of the return 

stroke 

The equivalent of a dead weight 

in a range sufficient to counter- 

balance a mouse or a man) in 

one handful. 

Many other unusual characteris- 

tics. 
Are you ready to learn more about 
this remarkable new spring element? 
We’re ready to tell you. Just ask 
for our new bulletin, ““The Hunter 
Neg’ator Spring’’. This bulletin de- 
scribes the Neg’ator force charac- 
teristics, and its variety of forms 
and applications. Also included are 
many “thought provokers” for ap- 
plying this promising new mechanical 
element 


constant force spring 


HUNTER SPRING COMPANY 


Lansdale, Pennsylvania . . 


. near Philadelphia 


SPRINGS * STAMPINGS * TEST APPARATUS 


INDEX TO 
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Formica Co. . 

Fort Wayne Metals, Inc 

Frenchtown Porcelain Co 

Fulton Syiphon Div., Robertshaw 
Fulton Controls Co ol 

Fusite Corp. 


Galland-Henning, Nopak Div........ 

Garlock Packing Co 

Garrett Co. Inc., George K 

Gear Specialties, 

General Dynamics Corp., Electro 
Dynamics Div. 

General Electric Co., Aoperetve 
Dept. 40-41, 60-62, 116- 

General Electric Co., Chemical Div. 
(Molded Plastics) 

General Industries Co 

General Plate Div., Metals & 
ee kn ween 6% a 

Gering Products, Inc., Extruded 
Products Div. 

Gerotor May Corp 

Gits Bros. Mfg. Co. 

Gleason Works 

Goodrich Co., B. F... 

Great Lakes Screw Corp 

Great Lakes Stee! Soro 
National Stee! Corp.. 

Gries Reproducer one. 

Grip Nut Co. 


Hannifin Corp. . : 

Hansen Mfg. Co., Inc. 

Harper Co., H. M 

Hartford Steel Ball Co 

Haydon Co., A. W.. 

Haydon Mfg. Co., ’ 

Haynes Stellite Co., Div. of Union 
Carbide & Carbon Corp.. 

Heim Co. ... 

Helicoid Gage Div., ‘American 
Chain & Cable Co., Inc. 

Hilliard Corp. 

Hoffman Engineering Corp.. 

Hoke, Inc. . 

Holtzer-Cabot Div. of National 
Pneumatic Co., Inc. 

Houghton & Co., E. F. 

Howell Electric Motors Co. , 

Hughes Research & one 
Laboratories 

Hunter Douglas Corp. 

Hunter Spring Co... 

Hyatt Bearings Div., General 
Motors Corp. 

Hydreco Div., The New York 
Airbrake Co 


illinois Gear & Machine Co.. 

imperial Tracing Cloth... 

instrument Specialties Co., 

International Harvester Co. 

international Nickel! Co., Inc.. ‘ 

International Packings Corp., Sub. 
Graton & Knight Co. 


Janette Electric Mfg. Co. 
Jeffrey Co., Inc na 
Johns-Manville Corp. 
Johnson Bronze Co.. 

Johnson Corp. 

Johnson Machine Co., Carlyle. 
Jones & Laughlin Steel Corp. 


Kaiser Aluminum & Chemical 
Corp. .. 

Kaydon Engineering Corp 

Kearfott Co., Inc. 

Killan Mfg. Corp.... 

Kraiss! Co., Inc. 


L. O. F. Glass Fibers Co 
Lamb Electric Co 
Lamson & Sessions Co 
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Leland, inc., G. H 
Librascope, Inc. 
Lincoin Electric Co 
Linde Air Products Co., Div. of 
Union Carbide & Carbon Corp..304, 433 
Linear, Inc. 351 


oe ~mappeyge Co., Inc 
Lord Mf 
Lukens 


McGill Mfg. Co., Inc 

McLouth Stee! Corp 

Madison-Kipp Corp. 

Magline, Inc. 

Magnesium Co. of America 

Magnetic Amplifiers, Inc 

Mahon Co., R. C 

Mallory & Co., Inc., P. R 

Manhattan Rubber Co 

Marquette Metal Products Co 

Marsh Instrument Co 

Massachusetts Gear & Too! Co 

Master Electric Co 

Matthews & Co., Inc., 

Maurey Mfg. C 

Mayline Co. 

Mead Specialities Co 

Metals & Controls Corp., General 
Plate Div. 

Metals & Controls Corp., Spencer 
Thermostat Div. 

Micro Switch Div., Minneapolis- 
Honeywell Regulator Co 

Midland Stee! Products Co 

Miniature Precision Bearings, Inc.... 

Minneapolis oop gy Regulator 
Co., Industrial 

Minnesota Mining & Mfg. 

Moraine Products Div., 
Motors Corp. 

Morse Chain Co.. 

Mosinee Paper Mills Co..... 

Mt. Vernon Die ~ apes Corp 

Mueller Brass Co.... 


National Acme Co.. 
National Lock Co.. ‘ : ey 
National Motor Bearing Co., Inc. 
National Pnuematic Co., inc., 

Holtzer-Cabot Motor Div. 
National Screw & Mfg. Co. 
National-Standard Co. 

National Stee! Corp.. 
National Tube Div., 

Stee! Corp. ... 33, 65, 67, 
National Vulcanized Fibre Co. 
Naugatuck Chemical Div. of 

U. S. Rubber Co 
Neise, Kari A. 

Newark Wire Cloth Co.. - 
New Departure Div., General 

Motors Corp. 

New Hampshire Ball Bearings, 
New Jersey Zinc Co 

New York Brake + a » ines 
Nicholson & Co., . 


346 
Norgren Co., C. Ped . 262-263 


Ohio Seamiess Tube Div. of 
Copperweld Stee! Co 
Ohmite Mfg. 


Packard Electric Div., 
General Motors Corp.. 

Painut Co. 

Parker Appliance Co 

Parker-Kalon Div., General American 
Transportation Corp 

Parker Rust Proof Co 

Penn Metal Co., 

Perkins Machine & Gear Co 

Pesco Products Div., Borg 
Warner Corp. 

Pheoll Mf 

Philadelphia Gear Works, Inc 

Phoenix Manufacturing Co., Rubber 
Products Div. 


(Continued on Pg. 466) 
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Our Slogan... 


applies 

also 

to 
“fabricated” 
wire 

cloth 

inserts 


Our slogan, Newark for Accuracy, has long been known to users of bulk wire 
mesh cloth, wire space cloth and wire filter cloth. It is now becoming more and 
more famiiiar to users of parts fabricated from wire cloth made by a fast- 
growing division of our company. 


These parts, similar to those illustrated, are fabricated or assembled for our 
customers by skilled workmen in our large department specializing in this work. 
We are equipped to handle small lots or in production quantities of anything 
from large jet intake screens to tiny fuel pump strainers. 


We shall be glad to quote on your requirements; and, if necessary, our experi- 
enced engineers stand ready to assist you in the design of the part so as to 
make the best use of the mesh and to assure the most economical manufacture 
of the part as a whole. 


Remember, since we weave the cloth used, and do all the necessary cutting, 
fitting, stamping, punching, forming, binding, welding and soldering, there is 
only one responsibility .. . OUR responsibility . . 
to our slogan — Newark for Accuracy. 


. to deliver parts that live up 


ewark 
ire Gloth 


COMPANY 
351 VERONA AVENUE + NEWARK 4, NEW JERSEY 
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the story of this casting 
cannot be told 





We can say that this 620 lb. magnesium yoke is part of 
a military electronic equipment structure. But no more! 
It was once seriously doubted that this part could be cast. 
The methods used to solve the problem are the result of 
Rolle’s years of specialization. 


The same metallurgical knowledge, casting experience, 
and foundry facilities which have made this and other 
equally complex castings possible are available to you. 
Whether they are commercial or military—in aluminum 
or magnesium alloys—to be sand or permanent mold cast 

you will find Rolle capable of solving your casting 
problems. 


Write now for your copy of a free booklet on Rolle 
complete foundry service to Rolle Manufacturing Com- 
pany, 311 Cannon Avenue, Lansdale, Pennsylvania. 


INDEX TO 
ADVERTISERS 


(Continued from Pz. 465) 


Polymer Corp. of Pennsylvania. 
Porcelain Products, Inc 
Potter Brumfield Mfg. Co., Div. 
American Machine 
Foundry Co. 
Power Products Corp 
Pratt & Whitney 
Precision Castings Co., Inc., 
Sub. of Harrisburg Stee! Corp. 
Precision Extrusions 
Precision Rubber Products Corp.. 
Production instrument Co 
Progressive Mfg. Co 
Protective Closures Co., 


oe Hydraulics & Machinery, 
Inc. 
Ramsey Corp. 
Raybestos-Manhattan, 
Equipment Sales Div. 
Manhattan Rubber Div. 
Packings Div. 
Raybestos Manhattan, Inc., 
Manhattan Rubber Div. .......104- 
Reeves Pulley Co., Div. of 
Reliance Electric & Engrg. Co...1 
Reliance Electric & Engineering Co. 
Rem-Cru Titanium, 
Republic Mfg. Co. 
Republic Steel Corp 
Revere Copper & Brass Inc......... 2, 
Reynolds Metals Co., Parts Div.. 
Rhodes iInc., M. H... 
Richardson Co. 
Rivette Lathe & Grinder, Inc. 
Robertshaw-Fulton Controls Co., 
Robertshaw Thermostat Div... 
Rochester Products Div., General 
Motors Corp. ; 
Rockford Clutch ‘Div. -  Borg- 
Warner Corp. 
Rockford Screw Products Co.... 
Rockwood Sprinkler Co. (Ball 
Vaive Div.) 
Rogers Corp. ai 
Rolle Manufacturing Co. 
Roper Corp., Geo. 
Ross Operating Valve Co 


Saginaw Steering Gear Div., 
General Motors Corp 
Sauereisen Cements Co 
Schundler & Co., Inc., 
Scovill Mfg. Co. 
Screw Research Association 
Sculp-Metal Co. 
Segal, Edward 
Shakeproof Div., iNinois Toc! Works. 
Sigmamotor, Inc. d 
Sier-Bath Gear & Pump Co., 
Gear Div. 
Simmons Fastener Corp.. 
Solar Aircraft Co 
South Chester Corp., Southco Div.... 
Southington Hardware Mfg. Co.... 
Spaulding Fibre Co., 
Spencer Thermostat Div., 
Metals & Controls Corp 
Square D Co. 
Stacor Equipment ‘Co. 
Stalwart Rubber Co. 
Standard Pressed Steel Co 
Sterling Bolt Co.... 
Sterling Engineering Div. 7 ‘American 
Machine & Foundry Co 26 
Stewart Warner Corp. (Alemite) 
Stewart Die Casting Div., 
Stewart Warner Corp 
Stokes Machine Co., F. 
Stronghold Screw Products Inc 
Sylvania Electric Products, Inc., 
Parts Div. , 


Taylor Fibre Co. 
Taylor-Winfield Corp. 
Tennessee Coal & Iron Div., 


MANUFACTURING COMPANY 


Lansdale, Penna. 


U. S. Steel Corp 
Thermoid Co. 


311 Cannon Avenue Thioke! Chemical Corp 
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INDEX TO | 
ADVERTISERS WE LDON 
i ee ee FLUID METERING PUMPS 


Thompson-Bremer & Co., Sub. of Positive Displacement Rotor Type. For Industrial Applications, 

"ieeeeiets Maen oo. 3S Aircraft Anti-lcing and Aircraft Fuel. 

Tinie ees te” Paha Compact « Light Weight * Small Volume 
Rockwell Spring & Axie Co.... 374 

Timken Roller Bearing Co.. 4th Cover 

Timken Roller Bearing Co., 
Stee! & Tube Div..... re 

Tinnerman Products Inc. es 

Tomkins-Johnson Co. . coon Gen 

Torrington Co. (Needie Bearing) . 88 

Torrington Co., spamaitics ee 

Transiccil Corp. coo 

Turco Products, Inc.. ee 


Union Carbide & Carbon Corp., 
Bakelite Co. .24-25, 107, 333 
Haynes Stellite Co.. 
Linde Air Products Co.... 
United-Carr Fastener Corp 
United Chromium Div., Metal & 
Thermit Corp. 
U. S. Electrical meotere, | er 
. B Gee Ges cgeesesae- 
U. S. Graphite Co 
U. S. Rubber Co 
U. S. Rubber Co., Footwear Div.. 
U. S. Rubber Co., Naugatuck 
Chemical Div. 
U. S. Steel Corp 
U. S. Steel Export Co 
U. = Steel Supply Div., U. S. Steel 
orp. , 
Universal Clay Products Co... 444 b 
Universal Oi! Seal. " IT Ss sO SIMPLE! 


Universal Screw Co.. 


The rotation of the rotor draws the fluid in through two passages, 


filling the cavities formed by the three lobes of the rotor. This 


Veoder-Rest, tas. .. ea: fluid is sealed within these small cavities until it is forced through 
Versa Products Co., Inc. - ; 

Vickers, Inc., Div. of Sperry: —y the two outlet holes by the floating blades. The flow may be 
viking’ Pump Co.. rir kept uniformly divided through two outlet ports, or may be 


Virginia Gear & Machine Corp. aul : ; j 
Gallen Gina: Ae. sh combined internally for passage through a single port. 


Wagner Electric Corp. 
Waldes-Kohinoor, Inc. 
Wales-Beech Corp. . 
Watiow Electric Mf 
Waukesha Foundry 
Weckesser Co. 
Weldon Too! 
Western Gear Works 
Westinghouse Electric Corp. 
week tel - . — a 82-83, P t 
es oint anufacturing Co. <= & onl ble 
Wiegand Co., Edwin L. Ind. Div..... — A pe oe COE Se 
Winsmith, Inc. ype oircraft pump 
Wisconsin Motor Corp 
Worthington Corp., Multi-V Drive 


Worthington Corp., ean. & 
Compressors Div. 


STYLE F Engine drive 


fue pump 
STYLE C—Industric! pump 
PROFESSIONAL SERVICES 
Classified Advertising Send for Weldon Manual and Catalog with detailed specifica- 
F. J. Eberle, Ass’t. Mgr tions and installation drawings. 


EMPLOYMENT OPPORTUNITIES. .451-454 


SPECIAL SERVICES 
Coutract Work 


BUSINESS OPPORTUNITIES 


Wanted 


Index to Advertisers begins on P 462 


Products Index begins on P 455 
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founded by a problem in miniaturization? Che 
hetheed by oie In the ncnndagly eicat Geta 
design diminution, weiekit and size reduction, power and 
component capsulation? Jf you are, simply stop in at the 
nearest scissors store. Jet a pair of pinking shears and cut out 
this coupon. St will get you the complete catalog 
of MPB's such as these OGSe- 


BALL BEARINGS ACTUAL SIZE 





a CUT OUT AND MAIL THIS COUPON TODAY 


Miniature Precision Bearings, Inc., 4 Precision Park, Keene, N. BH. 


YES! Send me your complete new MPB CATALOG 





name title company 





~< street city zone state 


MINIATURE PRECISION BEARINGS, INC., KEENE, N.H. 
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NE 3-POINT EASY-TO-USE 


READER SER VICE TO HELP YOU 


_. . find out more about the New Materials and Components described 


obtain copies of new catalog and bulletins 


.. . get more information about products advertised in this issue 


PRINT or TYPE your address before mailing 


Now, one of these handy prepaid 
postcards will bring you more in- 


formation about any product adver- —— 
tised or mentioned editorially in 


this issue of Product Engineering. 





Here’s How to Use the Card 


FIRST CLASS 
PERMIT NO. 64 
(Sec. 34.9 P.L.&R.) 


NEW YORK, 








For your copy of any new catalog or 








bulletin, circle key number in the 
space indicated. Bulletins are de- 
scribed on pages 348 to 376. 


To get more data about new Com 
ponents, Materials and Parts fully 
described on pages 216 to 343, just 
circle the oppropriate key number. 


To get more information about ad 
vertised products, circle the page 
number of the advertisement in 
which you are interested. If more 
than one advertisement is located 
on a single page, letters preceding 
number identify each advertisement. 
Key: T—Top; B—Bottom; R— 
Right; L—Left; TL—Top Left; 
BL—Bottom left; TR—Top right; 
BR—Bottom right. 


PRODUCT ENGINEERING 
READER SERVICE DEPARTMENT 
330 WEST 42nd ST. 


BUSINESS REPLY CARD 
-4¢ POSTAGE WILL BE PAID BY- 
NEW YORK 36, N. Y. 


NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES 








For specialized data . . . prices, sizes 
available, nearest source of supply, 
etc. . . . do not circle key number 
but indicate your needs in the space 
alloted at the bottom of the card. 
Use this space, too, if information 
about a specific product among 
several mentioned in an advertise- 
ment is desired. 





PLEASE TYPE OR PRINT 


Position 
Address 
City & State 





NEW PRODUCTS... pescsiotion of these new 


engineering materials appear on pages 216 to 343. Circle key number for 
more data 


able Micronic Filter 
r-Driven Time Delay Relay 
ase Converter 
ature Screws 
afting Board Lamp 
i1yl-Coated Embossed Stee! 
or Hydraulic Systems 
ator for Small Machines 
Expanding Gasket 
and Gaskets 
% In. Shaft Dia 
Ratios 4:1 to 12,000:1 


» Speed Reducer 


Lug Nut 


TYPE your address on other side before mailing 
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CIRCLE THESE KEY NUMBERS 
FOR FURTHER DATA ON 





CLE THESE NUMBERS FOR INFORMATION ON NEW PRODUCTS LISTED IN THIS 


4 7 a 
21 22 
35 36 
49 5 
63 4 


77 78 


9! 93 
104 106 106 





CIRCLE THESE KEY NUMBERS 
FOR INFORMATION ABOUT 





CIRCLE THESE NUMBERS FOR COPIES OF NEW BULLETINS LISTED IN THIS ISSUE 


il4 1g 116 17 1! 119 120 
128 ‘ 1 3 133 134 
142 J 145 ! 148 
156 l f 1 162 











CIRCLE THESE KEY NUMBERS 
FOR YOUR COPIES OF 





USE THIS SPACE 
TO INDICATE REQUIRED 





NEW BULLETINS .. . sisted veo» 


on pages 348 to 376. Circle key number for your copy 


PRINT or TYPE your address on other side befor 
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SPECIFIC DATA... 








144—Servo Amplifier 156—Electrical Tachometers 162——Porcelain and Stoneware 

145— Tape Resistors 157—Electrical Relays 163—Hydraulic and Air Components 
146—V-Belt Drives 158—Electronic Relay 164—-Power Transmissions 
147—Wheel Bearings 159—Capacitors 165—Electronic Controls 
148—-Rubber-Phenolics 160—Pneumatic Equipment 166—-Investment Casting 
149—Rotary Gear Pump 161—Threaded Bushings 167—Flexible Metal Hose 
150—-Surface Chromium Alloying 
151—Three-Dimensional Cams 
152—Electric Clutch 
153——-Springs 

154—-Capacliiors USE THIS SERVICE 


155—Vibration Mountings 
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Requests for information made 
through Product Engineering Read 
er's Service will be forwarded to the 
manufacturer as quickly as we can 
process them. If you write directly 
to the manufacturer, please identify 
advertisement by issue and page 
number to facilitate reply. 


PLEASE TYPE OR PRINT 
Position 

Company 
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See how easily the standard electric motor, standard gear reduction, 


standard electric brake combine into a drive that gives the RIGHT» 


hors®power, the RIGHT shaft speed, the RIGHT features . . . all in 


one compact unit. Nowhere else will you find power units that are. 


so flexible, so easily adaptable, and in such a wide range of types 
and ratings. 
Master power drives are available in thousands and thousands of 


ratings (Ye to 400 HP) . . . in open, enclosed, splash proof, fan cooled, 


explosion proof . . . horizontal or vertical . . . for all phases, voltages 
and frequencies . . . in single speed, multi-speed and variable speed 
types . . . with or without flanges or other special features . . . with 


5 types of gear reduction up to 430 to | ratio . . . with electric brakes 

. with fluid-drive . . . with mechanical or electronic variable speed 
units .. . and for every type of mounting . . . Master has them all and 
‘so can be completely impartial in helping you select the ‘one best 


power drive for you. 


THE MASTER ELECTRIC COMPANY * DAYTON 1, OHIO 





Standard units 
easily combine into 
‘Special purpose drives — 
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How TIMKEN’ bearings cut maintenance 
on auto body stamping presses 


NIAGARA MACHINE & TOOL 
WORKS mounts the back gear 
shaft and flywheel on Timken 
tapered roller bearings to in- 
sure longer life and less main- 
tenance. 


AINTENANCE and down- 
time are low in the stamp- 
ing department of one large 
automotive manufacturer. One 
reason: 30 new-design Niagara 
double crank presses have the 
back gear shaft and flywheel on 
Timken‘ tapered roller bearings. 
Every time the press stamps a 
part, the bearings on the back 
gear shaft take the heavy shock 
load. Timken bearings take these 
loads with ease because rollers 
and races are case-hardened. This 
gives them a hard, wear-resistant 
surface over a tough, shock- 
resistant core. Full line contact 
between rollers and races of 
Timken bearings gives them ex- 
tra load carrying capacity to hold 
shafts in line. There’s minimum 
maintenance, less downtime. 

Timken bearings help gears 
last longer, too. They insure ac- 
curate gear mesh because Timken 
bearings’ tapered construction 
lets them take both radial and 
thrust loads in any combination, 
The taper prevents lateral move- 
ment of the shaft. Flywheels do 
not become worn or loose, crank- 
shaft wear is prevented. 

Be sure to specify Timken bear- 
ings for all the machinery you 
build or buy. They give longer 
life with less friction. Look for 
the trade-mark “Timken” on 
every bearing. The Timken Roller 
Bearing Company, Canton 6, O. 
Canadian plant: St. Thomas, Ont. 
Cable address: ““TIMROSCO”. 


mee 


This symbol on 4 product means 
its bearings are the best. 
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LOGRAPH TRACE. GOOD COMMERCIAL 
GROUND FINISH (5.000 K VERTICAL 


Surface finish of high quality 
Timken bearing rollers and 
races is so smooth that it 
et takes a profilograph to meas- 
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LOGRAPH TRACE. TIMKEN BEARING 


EPEC ROLLER BEARINGS [008 88 08 ene) |. eememest eceeees sectce 
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ure its smoothness. This 








variations to a millionth of 
an inch, as shown at the left 











NOT JUST A BALL 


NOT JUST A ROLLER 


THE TIMKEN TAPERED ROLLER 


BEARING TAKES RADIAL 


AND THRUST 


LOADS OR ANY COMBINATION 





